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This 1990 edition replaces prior versions. 


References to IBM offerings do not imply that they are available in all 
countries in which IBM operates. The pees are shown in dollars and 
apply in the United States. 


Address comments to IBM Software Directory DJ1, P.O. Box 2150, 
Atlanta, Georgia 30301-9949, or use the Reader Comment Card in the 
back. IBMers may also correspond worldwide on PROFS to SWDIR at 
ALTVM4. IBM may use or distribute information you supply without 
incurring obligation. You may, of course, continue to use the informa- 
tion supplied. Distribution and listing of programs is at the sole dis- 
cretion of IBM, without charge to the author. Prices and other 
program characteristics are subject to change and are presented here 
for your information. They are subject to confirmation at the time the 
license commences. 


Introduction 


This 1990 edition of the Software Directory improves upon the cross 
reference format of the previous edition. An effort has been made to 
maintain the physical size of the directory while providing more 
product information in a clear and concise manner. 
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Highlights of this Edition 


¢ This edition contains an alphabetized cross reference format. 


¢ The Personal Computer, Cooperative Software, Keyword and 
Software Cluster sections contain Program Order Numbers and 
Titles only in Title sequence. 


¢ Prices and general product information are found in the Program 
Order Number section (Section 5). ° 


¢ Explanation of codes and fields appearing in the Program Order 
Number Section can be found at the beginning of Section Five. 


e IBM software programs that appear with a “+” are new since the 
last edition. Those that appear with a “—” have been withdrawn 
from marketing and will not appear in the next directory. 


e Brief introductions precede each of the software sections. For 
general product information, please refer to the Program Order 
Number section. 


e Prices are current as of March 6, 1990. Software withdrawn from 
marketing prior to October 1, 1989, is not listed. 


¢ Send comments by completing the Reader Comment Card in the 
back of the book. 


Highlights of this Edition ix 


X = Software Directory 





Software Section Overview 


The five software sections appear in sequence as listed below. The 
Program Order Number and the Product Name are found in the first 
four sections. The final section, the Program Order Number section, 
contains software product information in addition to the Program 
Order Number and the Product Name. 


Section 1. 


Section 2. 


Section 3. 


Section 4. 


Personal Computer Programs (pink pages) 


A list of PC Software Program Order Numbers and Titles 
marketed by IBM. Refer to Section 5 for additional 
product information. 


Cooperative Software Programs (blue pages) 


IBM is authorized by certain vendors to present sales 
materials and take orders for their software programs. 
Your IBM Marketing Representative will assist you in 
ordering these products. Program Order Numbers and 
Titles are listed. Refer to Section 5 for additional product 
information. 


Keyword (white pages) 


This section lists Program Order Numbers and Titles 
alphabetically by: a general word from the title of the soft- 
ware, a word associated with the title, or an acronym 
(short word) for the title. Refer to Section 5 for additional 
product information. 


Software Clusters (yellow pages) 


Program Order Numbers and Titles are grouped into clus- 
ters by topics, system, and/or application area. An alpha- 
betic index of cluster names and a major interest area 
index of cluster names are provided in the beginning of 
this section. The clusters are intended to overlap, there- 
fore the same program may appear in several cluster 
lists. Refer to Section 5 for additional product information. 
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Section 5. Program Order Number (white pages) 


This section provides general product information in 
Program Order Number sequence. Program Order 
-Numbers can be found by referring to Sections 1 through 
4. | "3 
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How to Order 


To order IBM Software or request information use the Order Card in 
the back. Complete the card using the Program Order Number or the 
Publication Number where indicated. (The Publication Number 
follows the “PUBS” code listed in the Program Order Number 
section). To order IBM Software or the IBM Software Directory by 
phone call IBM Direct (Continental! U.S., Hawaii. Alaska, Puerto Rico) 
toll free 1-800-IBM-2468. 


Refer to the Personal Computer and Vendor Cooperative sections for 
further guidance in ordering. 


To subscribe to the Software Directory, indicate the quantity required 


on the Order Card. IBMers may also use code 1152 for DAPS sub- 
scriptions, or the form number GB21-9949 for SLSS. 
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Notes 


Notes 


Notes 


Notes 


Section 1s Personal Computer Section 1. Personal Computer 1-1 


Personal Computer 


An alphabetic listing of programs bearing the IBM 
logo follows on Pages 1-13. Most may be ordered 
from your IBM Branch Office or are carried by IBM 
authorized dealers. 


Most programs listed in this section bearing the 
IBM logo are offered under the terms and condi- 
tions of the IBM Program License Agreement 
included in each program package. This Agree- 
ment states that programs are provided “as is” 
without warranty of any kind, express or implied, 
except that program diskettes are warranted to be 
free from defects in material and workmanship for 


a period of ninety days from date of delivery. IBM 
may discontinue offering programs covered by this 
Agreement at any time. 


Other licensed programs listed in this section that 
are PC related may be offered under the terms and 
conditions of the Agreement for IBM Licensed Pro- 
grams (Z125-3358-02). For information regarding 
these programs contact your IBM Branch Office. 


See Appendix C for highlights and a general over- 


view of the Agreement for IBM Licensed Programs 
(Z125-3358-02). 
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Personal Computer 


30F5-448 Above Disc 5.25 AND 3.5 Inch 5713-AFK AIX PS/2 eae cya Computing Facility 
5799-CGZ Academic Information System 4.2 5713-AEW AIX PS/2 TCP/IP V1.2 
6317-051 Acctg Assistant Series - A/R and pete 5713-AFE AIX PS/2 Usability ‘Services 
6317-050 Acctg Assistant Series - Accounts Payab 5706-036 AIX PS/2 VS COBOL Compiler 
6467-004 Acctg Assistant Series - Accounts Payabl 5706-035 AIX PS/2 VS COBOL Run Time Environment 
6317-049 Acctg Assistant Series - General Acctg 5713-AFA AIX PS/2 VS FORTRAN 
6467-003 Acctg Assistant Series - General Acctg 5713-AEZ AIX PS/2 VS Pascal 
6467-007 Acctg Assistant Series - Inv Ctl & Purch 5713-AEQ AIX PS/2 V1.2 (1-2 User Option) 
6317-053 Acctg Assistant Series - Inv Ctl & Purch 5713-AER AIX PS/2 Workstation Host Interface Pgm 
6317-054 Acctg Assistant Series - Job Costing 5601-202 AIX PS/2 X.25 V1.2 
6467-008 Acctg Assistant Series - Job Costing 5713-AEX AIX PS/2 X-Windows © 
6317-052 Acctg Assistant Series - Payroll Edition 5601-160 AIX/RT Distributed Services R1.2 
6467-006 oe Assistant Series - Payroll Edition 5601-159 AIX/RT Network File System V1.1 
+5799 -DCP Ada AIX/RT V1R1.2 Compiler & Library 5601-191 AIX/RT Personal Computer AT Simulator 
+5799-DCN Ada AIX/RT V1R1.2 Run-time repeat +5621-006 AIX/RT TIRS Development 
5601-061 Advanced Interactive Executive V2.2 +5621-005 AIX/RT TIRS Runtime 
30F5-458 Advanced Netware V2.12 3.5 inch 5706-026 AIX/RT VS COBOL Compiler 
30F5-459 Advanced Netware V2.12 5.25 inch 5706-025 AIX/RT VS COBOL Run Time Environment 
75X1-084 Advanced Program to Program Comm 1.1.1 5601-189 AIX/RT Workstation fost Interface V1.1 
75X1-047 Advanced Program to Program Comm 1.1.1 5601-125 AIX/RT X-Windows V2.1 
6024-112 Adventures in Math (Feature 4112) 5799-DGC AIX/RT XL FORTRAN Compiler 
32F8-289 Afrikaans ene see se _ 5713-AFL AIX/370 Advanced JIiteractive Executive 
5798-DWG Answer/DB (R) for PC Products 83X9-135 AL Asynchronous Connection Server 
32F8-259 Application Foundation V1.1 92X0-716 AL Remote 5250 Emulation Prog.Ver. 2.0 
5709-013 Architecture & Engineering - Energy 5740-M53 APT Advanced Contouring Release 4.1 
5713-ADB Architecture & Engineering - mae ics 49F4-843 AS/400 COBOL Interactive Programming 
5709-015 Architecture & Engineering - HVA 49F4-842 AS/400 COBOL Interactive Programmin 
5709-018 Architecture & Engineering - Lighting 49F4-767 AS/400 Fundamentals and Implementation 
5709-017 Architecture & Engineering - Power 49F4-768 AS/400 Fundamentals and Implementation 
5709-011 Architecture & Engineering - Rendering 5728-PC1l AS/400 PC Support 
6024-024 Arithmetic Games Set 1 49F4-720 AS/400 Relational Database Design & Code 
6024-025 Arithmetic Games Set 2 49F4-721 AS/400 Relational Database Design & Code 
1642-003 Asynchronous Server for Token & PC Netwk 49F4-723 AS/400 System Administration and Control 
15F7-133 Audio Visual Connection V1.0 49F4-724 AS/400 System Administration and Control 
6280-740 Augmented Phone Services 32F8-399 AS/400 System Using the System/36 
+5621-003 ADICycle - TIRS Development/2 32F8-401 AS/400 System Using the System/38 
+5621-004 AD/Cycle - TIRS Runtime/2 6024-297 Basic Number Concepts (Private Tutor) 
5709-030 Al ccess for DOS Users 6428-147 Batch SNA Communications 
5713-AEP AIX PS/2 ppp calor Development Toolkit 6024-137 Bouncy Bee Learns Letters 
5713-AFC AIX PS/2 C Language 6024-139 Bouncy Bee Learns Words 
5713-AEY AIX PS/2 DOS Merge +5713-ADR Build Services/2 
5713-AET AIX PS/2 INmail tNed/INnet /FTP 5612-113 ara Design & Facilities Layout 
5713-AFG AIX PS/2 Network File System V1.2 6024-094 Bumble Games tm (Feature 4094) 
5713-AFH AIX PS/2 Operating System Extensions 6024-096 Bumble Plot tm (Feature 4096) 
5713-AFD AIX PS/2 Text Formatting System 6024-081 BASIC - A Private Tutor 


6024-215 
6280-179 
6024-101 
6024-053 
6024-129 
6280-189 
6280-284 
6317-002 
5777-DBJ 
6024-085 
32F8-290 
6024-316 
6024-391 
6024-397 
6024-317 
6024-344 
6024-394 
6024-439 
6024-409 
6024-980 
6024-867 
6024-758 
6024-756 
6024-755 
6024-757 
6024-766 
6024-764 
6024-763 
6024-765 
6024-492 
6024-482 
6024-493 
6024-483 
6024-484 
6024-494 
6024-293 
5669-242 
5669-243 
5601-105 
+5601-151 
5669-179 
5601-116 
6024-069 
6024-474 
75X3-232 
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BASIC Compiler Upgrade from 1.0 to 2.0 

BASIC Compiler/2 

BASIC Interpreter (Feature 4101) 

BASIC Primer 

BASIC Primer Version 2 

BASIC Reference Ver. 3.30 

C/2 Version 1.10 

Cable Data Management System 

Capacity Management with the IBM PC 

Capitalization Skills 

Catalan Dictionary 

Cell Functions: Growth & Mitosis 

Cell Functions: Growth & Mitosis (BioSer 

Chemicals of Life’I: Structure of Matter 

Chemicals of Life I: Structure of Matter 

Chemicals of Life II: Water, Carbo Lipid 

Chemicals of Life II: Water, Carbo Lipid 

Chemicals of Life: Proteins & Nucleic Ac 

Chemicals of Life: Proteins & Nucleic Ac 

Classroom LAN Administration Sys V1.20 

Classroom Network Assistant 

Client & Lawyer - SolutionPac Noewen 

Client & Lawyer - SolutionPac (Network 

Client & Lawyer - SolutionPac tm 

Client & Lawyer - SolutionPac tm 

Client Files,Conflicts ,Dates-Network 

Client Files ,Conflicts ,Dates-Network 

Client Files ,Conflicts ,Dates-SolutionPac 

Client Files ,Conflicts ,Dates-SolutionPac 

Combining Sentences Series, Grades 3- 

Combining Sentences Series, Grades 3 

Combining Sentences Series, Grades 5 

Combining Sentences Series, Grades oe 
7 


Combining Sentences Series, Grades 
Combining Sentences Series, Grades 
Comma Cat : 

Common Lisp - Application Environment 
Common Lisp - Development Environment 
Communication Protocol Programs 
Communication Protocol Programs/A 
Communications Subsystem 1.1 
Communications System/2 

Computers and Communications 

Concept Devt: Heat, Temperature & Graphs 
Consumer Transaction Definition V1.1 


COONDNAL 
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+70F9-358 
+70F9-366 
75X3-233 
+70F9-362 
5793-AHP 
5793-AHQ 
5668-813 
5668-814 
6024-158 
6024-407 
6024-437 
32F8-226 
32F8-215 
+5688-160 
32F8-216 
32F8-227 
32F8-228 
32F8-217 
+49F4-841 
+49F4-890 
5472-423 
5472-422 
5796-TBP 
5796-TBQ 
5706-064 
5706-069 
5706-074 
5706-067 
5706-068 
5706-071 
5706-073 
5706-072 
5706-065 
5706-066 
5706-070 
5669-228 
5612-106 
5612-101 
5612-104 
5612-118 
5612-117 
5612-110 
5612-103 
5612-111 
5612-102 


Consumer Transaction Definition V1.2 
Consumer Transaction Platform V1.0 
Consumer Transaction Runtime V1.1 
Consumer Transaction Runtime V1.2 

Cross Sell Manager V2 Author 

Cross Sell Manager V2 Workstation 

Cross System Product/Appl Dev V3R2.1 
Cross System Product/Appl Exec V3R2.1 
Crypto Cube 

Cytology & Histology: Cells & Tissues 
elec usey & Histology: Cells & Tissues 
CAD V1.0 3.5. 

CAD V1.0 5.25 

CAD/CATIA Data Exchange Rl | 
CAD/Engineering Manufacturing Interface 
Cio ene sncet ing Manufacturing Interface 
CAD/GDF Data Exchange V1 

CAD/GDF Data Exchange V1 “ 

CAD/IGES Data Exchange cae ) 

CAD/IGES Data Exchange (5.25) 

CADwrite Design, Drafting - SolutionPac 
CADwrite Design, Drafting - SolutionPac 
CADAM tk Drawing Viewing Program ~- Host 
CADAM (R pean ine Viewing Program - PC 
CAEDS Base for IBM. RT Version 3 

CAEDS Dimensioning for IBM RT V3 
CAEDS Graphic Numerical Control V3 
CAEDS Graphics Finite Element Modeler V3 
CAEDS Integrated Finite Element Solver 
CAEDS Material Data System V3 

CAEDS Mold Cooling Analysis V3 

CAEDS Mold Filling Analysis V3 

CAEDS Object Modeler for IBM RT V3 
CAEDS System Modeler for IBM RT V3 
CAEDS Test Data Analysis V3 for IBM RT 
CATIA (R) Server | 
CATIA Advanced Surfaces for RT PC © 
CATIA Base for RT/PC_ 

CATIA Drafting for RT PC 

CATIA Finite Element Modeler 

CATIA Graphics Interactive Interface 
CATIA Image Design for the IBM RT 

CATIA Interface for the IBM RT 

CATIA Kinematics for the IBM RT 

CATIA Library for RT PC 


5612-108 
5612-109 
5612-115 
5612-112 
5612-114 
5612-107 
5612-116 
5612-105 
5798-DQH 
+5688-101 
6024-011 
6280-207 
6024-035 
32F8-291 
6024-202 
+5601-299 
5706-172 
+5756-008 
+5756-010 
+32F8-266 
+5713-AD 
+5688-03 
5601-104 
6024-067 
75X3-294 
75X%3-293 
75X3-292 
75X3-291 
6024-120 
6403-728 
6024-187 
75X3-275 
75X3-274 
59X9-958 
74X9-903 
6476-070 
6024-190 
6024-197 
7732-281 
7732-284 
74X9-913 
74X9 -904 
25F5-951 
25F5-950 
84X0-030 
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CATIA Numerical Control - Lathe 

CATIA Numerical Control - Mill for RT PC 
CATIA Piping and Tubing for the IBM RT 
CATIA Robotics for the IBM RT 

CATIA Schematics for the IBM RT 

CATIA Solids Geometry for RT PC 

CATIA Structural pesten & Steelwork 
CATIA 3D Design for RI PC 

CICS to 3270-PC File Transfer Program 
cIcs pera ie overcome Vi.l 

COBOL Compiler | 

COBOL/2 : 

CP/M-86 tm Operating System 

Danish Dictionary 

Data ne eineaaeigtt and Control Adapter 
Data Collector V1 

Data Interpretation Sys LAN Services Rl 
Data Translator 

Data Translator Extension 
DatalInterchange/2 

Definition Services/2 

DevelopMate V1R1 for MVS 

Device Data Management for Industrial/PC 
Sepa aan ae m 
Discover/DOS Implementation 3.5 | 
Discover/DOS Implementation 5.25 
Discover/DOS Intro & Operations 3.5 | 
Discover/DOS Intro & Operations 5.25 
Disk Operating System Version 2.1 
Displaywriter PC Attach Convenience Kit 
DisplayComm Binary Synchronous Communica 
DisplayGraphics V1.1 38 
DisplayGraphics V1.1 5.25 
DisplayWrite Assistant 

DisplayWrite Asst, Upg from Writing 1.0 
DisplayWrite Index Support 
DisplayWrite i Support 
DisplayWrite Medical pad cha 


tt 


DisplayWrite 2 Computer-Based Training 
DisplayWrite 3 OUR er rece Training 
DisplayWrite 4 3.5 Diskette 
DisplayWrite 4 5.25 Diskette 
DisplayWrite 4 V2 oe ae 
DisplayWrite 4 V2 Oe + eae 
DisplayWrite 4/2 Additional License 
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84X0-036 
75X1-123 
75X1-124 
25F5-999 
25F6-000 
29F 57959 
25F5-958 
59X3-653 
5601-071 
6360-486 
6280-344 
6280-343 
6467-035 
6024-306 
5601-100 
32F8-292 
32F8-316 
32F8-313 
6279-935 
6280-256 
6280-225 
6024-869 
6024-211 
6280-060 
80X1-011 
-5799-WXJ 
5669-330 
6024-322 
49F4-644 
49F4-726 
49F4-645 
49F4-727 
6024-172 
5706-058 
5709-008 
5709-009 
+5601-370 
6317031 
3258-262 
32F8-281 
32F8-288 
5793-AJL 
5793-AJK 
+49F5-617 
+562 1-022 


DisplayWrite 4/2 Manual 

DisplayWrite 4/2 Upzrade 
DisplayWrite 4/2 Upgrade Addl license 
DisplayWrite 5/2 Com>oser 3.5, 
DisplayWrite 5/2 Comgoser 5.25 
DisplayWrite 5/2 3.5 ‘ 
DisplayWrite 5/2 5.23 

Distributed Data Man3gement 
Distributed Services ~ 

Doctor s Office Demo & Tutorial 
Doctor s Office Manager II Plus 3.5, 
Doctor s Office Manazer II Plus 5.25 
Doctors Office Manager II 

Document Retrieval Assistant 
DrawMaster Workstation Support 

Dutch Dictionary r 
DOS Introduction & Implementation 3.5, 
DOS Introduction & Implementation 5.25 
DOS Tech Ref (Book W pat from 2.1 or 3.0 
DOS Version 4.0 3.5 Media 

DOS Version 4.0 5.25 Media 

DOS V4.0 and Windows Kit for PS/2 

DOS 3.1 (PC Network) © 

DOS 3.3 

DOS 3.3 One additional copy license 
DPPX/SP to 3270-PC File Transfer 

DSNL/ 2 | 

Earthquakes (Earth S:ience Series) ; 
Easel OS/2 EE Development System 3.5 
Easel OS/2 EE Development System 5,25 
Easel OS/2 EE Runtime Facility 3.5, 
Easel OS/2 EE Runtime Facility 5.25 
Electric Poet 

Electrical Schematic Library - Inches 
Embedded SQL Preproc2zssor for FORTRAN 
Embedded SQL Preprocessor for Pascal 
Embedded SQL hehe 6a eto V6 
Engineering Simulation Program 

English (U.K.) Dictionary 

English (U.S.) Dictionary 

English (U.S.) Legal and Medicine 
Enhanced Alert Monitor 

Enhanced Operator Console 

Enhanced 5250 Emulation V2.2 

Entry Communications System/2 


6024-412 
6024-442 
5719-XJ5 
+5713-ADS 
5798-RRR 
5798-RRP 
5798-RRZ 
+5688-167 
5688-094 
+5601-068 
8497-346 
6024-870 
6024-871 
6024-872 


6280-185 
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Environment: Habitats & Ecosystems 
Environment: Habitats & Ecosystems 
Event Driven Executive V5.2 

Execution Services/2 

Executive Data Link to PC 

Executive Data Link to PC eh potas 
Executive Data Link to PC (5250 Emulate 
Executive Decisions/MVS Rl 

Executive Decisions/VM 

ExecPlan 

Expert System Consultation Environ/PC 
Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money L1V1 
Exploring Measurement ,Time,and Money I 
Exploring Measurement ,Time,and Money I 
Exploring Measurement ,Time,and Money I 
Exploring Measurement ,Time,and Money I 
Exploring Measurement ,Time,and Money I 
BAP onan e cc coer gu eu ee ameuene Money I 
ECF CMS Servers / Requesters V1.2 

ECF TSO/E Servers 

EDX Department Office Control System 
EMCS -- AIX 

EMCS -~- PC/DOS 

EOC Functions for IDNX or TNM 

Federal W-2 Mag Media Reportin Byer se 
File Support Utilities for PC & X 
File Support Utilities for PC & XT 
File Transfer Express 

Filing Assistant 2.0 

Financial Branch Sys Services Ver. 2 
Financial Branch Sys Services V2R1.1 
Financial Branch System Integrator 
Financial Branch System Services V2R2 
Financial Branch System Services/2 Vl 
Fixed Disk Organizer 1.0 
French Nacicaii Dictionary 

French (National) Dictionary 

FACT TRACK tm 

FORTRAN Elementary Math Library 
FORTRAN VS Compiler 1.0 

FORTRAN 77 Interactive Se as 
FORTRAN 77 Professional ANSI Comp+Libr 
FORTRAN/2 
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Retiro bk 
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75X3-287 
6024-201 
75X3-285 
+49F4-653 
75X3-283 
5706-061 
5706-059 
5706-060 
6024-500 
6024-495 
6024-485 
6024-496 
6024-486 
6024-501 
32F8-293 
32F8-294 


6024-468 
6024-469 
6024-768 
6024-117 
6024-610 
+5793-AJX 
1887-959 
1887-962 
1887-961 
6280-203 
6280-204 
5798-DXC 
6024-458 
6024-122 
6936-810 
+5688-113 


6242-913 


6024-441 
6024-346 


FTTERM Version 2 - Prgm. er Package 
General Purpose Interface Bus Adapter 
Geo-Information Workstation Addl hic. 
Geo-Information Workstation Supervisor 
Geo-Information Workstation Supervisor 
Geometry Library - Architectural Inches 
Geometry Library - Electrical 

Geometry Library - Mechanical - Inches 
Geometry One: Foundations (Guide 
Geometry One: Foundations (Schoo peck} 
Geometry One: Foundations (Single Pack 
Geometry Two: Proofs & Extensions 
Geometry Two: Proofs & Extensions 
Geometry Two: Proofs & Extensions (Guide 
German Coreen Dictionary 

German (Swiss) Dictionary 

Gertrude s Puzzles 

Gertrude s Secrets 

Get Set for Writing to Read 

Get Set for Writing to Read - Book Set 
Get Set for Writing to Read School Kit 
Glacial Landforms - Earth Science Series 
Glacial Landforms - Earth Science Series 
Graphic Network Monitor Program 

Graphics CP 3.2.1 UDs from 2.0 

Graphics CP 3.2, Addl update from 3.1 
Graphics CP 3.2, Single update from 3.1 
Graphics Development ToolKit 1.2 
Graphics Development ToolKit 1.2 Upgrade 
Graphics Interface Control V1R1 

Graphing Assistant 2.0 

Ground Water - Earth Science Series 
Guide to Operations Version 2.02 
GDDM-0OS/2 Link V1.0 

GDDM-PCLK Ver.1.1 Improved Availability 
GEARBOX Language Extensions 

Hardware Maintenance and Service for XT 
High-Accuracy Arithmetic Subroutine Libr 
Host Data Base View Ver 2 Rel 1 

Host Data Base View 2.0 

Host Data Base View 2.0 Upg from 1.0 
Host Link/2 

Human Life Processes 

Human Life Processes 

Human Life ProcessesI: Cellular Physiolo 


6024-396 
6024-414 
6024-444 
6024-121 
6024-304 
32F8-295 
5785-EDW 
6457-801 
6457-821 
6476-113 
75X3-255 
6024-868 
6024-732 
6476-022 
56X2-416 
8575-152 
83X9-250 
6024-504 
6024-505 
6476-094 
6476-095 
6428-087 
6428-072 
6428-071 
6024-065 
6476-174 
5601-113 
6317-060 
6410-976 
+5601-400 
+5713-ADM 
96X5-604 
92X1-250 
O6F2-454 
5706-241 
5706-240 
06F2-453 
5706-243 
5706-239 
25F5-911 
Zor 5-912 
06F2-458 
+77F2-497 
+77F2-496 
5706-214 
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Human Life ProcessesI: Cellular Physiolo 
Human Life: Development & Differentiatn 
Human Life: Development & Differentiatn 
Hydrologic Cycle - Earth Science Series 
I Can Be Anything 


Icelandic 


Dictionary 


Image Document Utility 


Image Supp 
Image Supp 
ImagEdit 

ImagEdit V 
InfoCourse 


InfoCourse: 
InfoCourse: 


InfoWindow 
InfoWindow 
InfoWindow 
InfoWindow 
InfoWindow 
InfoWindow 
InfoWindow 
Instructio 
Instructio 
Instructio 
Insurance 
Inter-Syst 
Inter-Syst 
Interactiv 
Interactiv 
Interconne 
Interface 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
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ort Facility 2 
ort Facility 2 1.1 


ersion 2.0 

Fundmntls Discrete Mfg Prog 
Database for PC 
Spreadsheets forProfessionals 

tm Control Program 1.2 Upgrad 

Control Program 1.1 

Control Program 1.3 
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+40F4-877 
+40F4-879 
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+38F0-029 
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6317-062 


Investigating Acceleration 
Investigating Atomic Models 
Investigating Atomic Models 
Investigating Conservation of Energy 
Investigating Electric Fields 


Investigating 
Investigating 
Investigating 
Investigatin 


Gravitational Force 
Models of Light 
Thermal Energy 

Wave Interference 


Italian Dictionary 

AIX Access for [OS Users 
AS/400 Networking 
Current V1 3.5 
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+15F7-144 
+15F7-143 
+5601-469 
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6280-220 
32F8-334 
32F8-333 
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90X7-899 
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32F8-329 
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OfficeVision/VM Asian Language Series 
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Operating System/2 Ext 1.13.5 
Operating System/2 Ext 1.1 5.25 
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Operating System/2 Extended Edition V1.2 
ORE ete cee Subroutine Library AIX PS/2 
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6024-930 
6280-212 
+5601-343 
6024-333 
6024-378 
6024-334 
6024-379 
5601-038 
6024-389 
6024-320 
6024-343 
6024-390 
+5601-540 
+32F8-344 
+32F8-350 
+32F8-346 


OS/2 Standard Edition V1.2 5.25" Media 
OS/2 Technical Reference 1.1 
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32F8-273 
32F8-272 
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6467-045 
6317-027 
5732-019 
6316-972 
6476-085 
6476-060 
6476-079 
6476-065 
6476-063 
6476-077 
6476-076 
6476-062 
6476-075 
6476-061 
6317-004 
6024-051 
6476-053 
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Personal Decision Series - Network+ 2.0 
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6024-321 
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6024-415 
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32F8-298 
32F8-297 
6024-307 
6024-294 
6024-771 
6024-770 
6024-899 
6024-340 
6024-186 
6024-052 
6024-113 
75X3-295 
5706-174 
6024-143 
- 6024-048 
25F5-983 
25F5-980 
+26F2-111 
+26F2-112 
6316-973 
+5706-257 
6024-497 
6024-487 
6024-488 
6024-498 
6024-489 
6024-499 
6024-083 
6024-341 
6024-342 
6024-128 
6280-183 
32F8-315 
32F8-314 
6024-775 
6024-855 
6024-859 
6024-860 
6024-776 
6024-856 
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Private Tutor Version 2 

Prof.Work Mgr. Ver 2.0-Add1.Licenses 
Professional CADAM V2R3 

Professional Debug Facility 
Professional Editor 

Professional Work Mgr V3.0 Customizer 
Professional Work Mgr V3.0 Runtime 
Programmable Network Access V1.0 
Programmable Network Access V1.1 
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Publishing af Soaps TextTagger 
Punctuation Series, Grades 3-4 
Punctuation Series, Grades 3-4 
Punctuation Series, Grades 5-6 
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6024-777 
6024-778 
6024-861 
6024-853 
6024-854 
6024-862 
5664-298 
6476-171 
6317-009 
84X0-081 
84X0-062 
84X0-076 
84X0-061 
6024-858 
6024-774 
6024-866 
96X5-860 
+32F8-257 
5799-PEY 
6316-993 
5727-WS1 
5727-WS6 
5714-PC1 
83X8-873 
32F8-221 
+26F2-113 
+26F2-114 
6410-984 
6242-912 
5601-234 
30F5-280 
30F5-278 
6280-371 
6280-368 
6280-310 
6024-874 
6024-873 
6024-473 
6024-386 
6024-358 
6024-359 
6024-387 
6024-366 
6024-360 
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PC Math Exploration Toolkit V1 

PC Math Exploration Toolkit V1 

PC Math Exploration Toolkit V1 

PC Network Bridge Program 

PC Node Manager V1.1 
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PC Support/36 1.5.1 

PC Support/36 1.5.1 

PC aaa ke 1.7.0 

PC 32/70 Emulation LAN Management Prg V1 
PC/HOST FITERM V2.1 

PNA Toolkit V1.0 

PNA Toolkit V1.1 

PROFS Personal Computer Connection to VM 
PS/2 Graphics Wksta Prog PRPQ 7J0115 
PS/2 ImagePlus Workstation Program V1.0 
PS/2 Internal Tape Backup Conv. Kit 

PS/2 Internal Tape pacete Program 

PS/2 RPG II Application Platform V1.1 
PS/2 RPG II Application Toolkit V1.1 
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+57F1-994 
+57F1-993 
+57F1-998 
+57F1-997 
+57F1-996 
+57F2-001 
+57F2-000 
+57F1-999 
6024-384 
6024-330 
6024-336 
6024-374 
6024-375 
6024-337 
6024-338 
6024-364 
6024-325 
5601-060 
5686-001 
(5662-281 
5688-044 
5719-PJ7 
6024-440 
6024-410 
16F0-535 
25F5-944 
+49F4-812 
5601-053 
92X0-718 
6024-459 
6024-099 
44F4-002 
44F4-003 
38F2-000 
38F2-001 
+66F3-000 
+66F3-001 
+66F3-002 
-5799-BRQ 
5601-062 
5799-TNG 
6024-472 
+6450-616 
+6450-617 
+49F4-706 
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Reading for Meaning Level II School Pack 
Reading for Meaning Level II Single Pack 
Reading for Meaning Level III LAN Pack 
Reading for Meaning Level III School Pak 
Reading for Meaning Level III Sangre Pak 
Reading for Meaning Level IV LAN Pack 
Reading for Meaning Level IV School Pack 
Reading for Meaning Level IV Single Pack 
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Reading for Meaning Series: Grade 2 
Reading for Meaning Series: Grades 3-4 
Reading for Meaning Series: Grades 3-4 
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Realtime Interface Co-processor C Langua 
Realtime Interface Co-Processor DOS Supt 
Realtime Interface Co-Processor 08/2 Sup 
Realtime Interface Co-Processor Services 
Realtime Programming System V7.2 
Regulation & Homeostasis © 

Regulation & Homeostasis 

Remote NETBIOS Access Facility Prg V2.1 
Remote PrintManager V2.0 

Remote PrintManager V3 

Remote Terminal Interface Utility 
Remote 5250 Emulation Program Ver. 2.0 
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ROCKY s Boots 
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RIPSS V2 Host Communication 
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RIPSS V3.0 Host Management 
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RT PC Virtual Resource Manager 2.2 
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Screen Reader V1.1 for the PS/2 
Screen Reader V1.1 for IBM PC 
SearchVision/2 V1.0 
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32F8-286 
6024-380 
6024-347 
6024-348 
6024-381 
6024-382 
6024-349 
6024-086 
+6024-973 
+6024-972 
+6024-971 
+6024-976 
+6024-975 
+6024-974 
+6024-979 
+6024-978 
+6024-977 
5664-189 
49F4-704 
+73F6-011 
5709-012 
6024-123 
32F8-287 
5727-LC1 
69X6-287 
69X6-286 
5601-190 
5601-330 
5601-264 
5601-277 
5601-267 
+5706-258 
+5706-259 
+O4T O95) 
+70F9-310 
+64F6-930 
5713-AFR 
37F6-335 
37¥6-334 
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Storyboard Plus V2.0 
Storyboard Plus V2.0 LAN Pack 
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Surface Water - Earti Science Series 
Swedish Dictionary 
System/36 Local Area -Network Communicatn 
System/36, 38 Emulation Install Kit/A 
Byer ene oe 38 Worksta. Emul. Prog.V 1 
SAMNA PLUS IV - Single User 
SAMNA PLUS IV for AIX PS/2 
SEDF/2 PDS V1 
SEDF/2 TS V1 
SEDF/2 V1 
SGML TextWrite OS/2 Edition 
SGML TextWrite Tools O0S/2 Edition 
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81X6-801 
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59X9-934 
59X9-935 
+5614-001 
+5614-004 
+5614-005 
+5614-003 
+5614-002 
6403-823 
6476-088 
6403-822 
6476-086 
6476-087 
6476-089 
6265-471 
6265-472 
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SYS/36 LAN Communication 
Taxonomy: Classification & Organization 
Taxonomy: Classification & Organization 
TextReader Version 1.0 : 
The Environment: Cycles & Interactions 
The Environment: Cycles & Interactions 
Theory Formation: Reflections & Patterns 
Token-Ring Network Basic I/O System 1.1 
Token-Ring Network Bridge Program V2.1 
Token-Ring Network Bridge Upgrade 1.1 
Token-Ring Network Manager 

Token-Ring Network Manager Ver. 1.1 
Token-Ring Network Trace & Control Prog 
Token-Ring PC Network Interconnect Progr 
Topview Programmer s Toolkit 1.1 
Topview 1.1 
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Touch Typing for Beginners 

Touch Typing for Beginners 
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TCP/IP V1.0 for OS/2 for 3.5), 

TCP/IP V1.0 for OS/2 for 3.5 _w/Source 
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Valisys Design Verification 
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Valisys Process Control:~ 

Valisys ba peed Engineering 

Valisys Tolerance Analysis 
Video/PAssage Author 1.0 
Video/PAssage Author 1.1 Ups fr 1.0 
Video/PAssage Presentor 1. 
Video/PAssage Presentor 1. 
Video/PAssage Presentor 1. 
Video/PAssage Presentor 1. 
Videotex/PC Ext Sup Updt Bl. 
Videotex/PC Updt B1.0 to B 


Fad pt ed ed pet 


Personal Computer 


6410-985 
6168-460 
6024-175 
6467-040 


6024-886 


6024-888 


6467-022 
6476-128 
6314-143 
5664-319 
6467-042 


Lt ada gs Ate Version Bl.1 (Feature 9229) 


Virtual 


evice Interface Drivers 


Virtual Machine / Personal Computer 1.1 
Virtual Machine / Personal Computer 2.0 


Vocabulary Building Skills (Priv Tutor) 
Vocabulary Series: Grades 3-4 
Vocabulary Series: Grades 3-4 
Vocabulary Series: Grades 5-6 
Vocabulary Series: Grades 5-6 
Vocabulary Series: Grades 7-8 
Vocabulary Series: Grades 7-8 

Voice - Activated Keyboard Utility 


Voice / Phone Assistant 
Voice Communication Operating Subsystem 


Voice Communications. 


PI Ref 


erence 


Volcanos peer th scrence Series 


VALE Version 1.00 - Accessory Kit 

VALE Version 1.00 - Cartilla 1 

VALE Version 1.00 - Cartilla 10 

VALE Version 1.00 - Cartilla 2 

VALE Version 1.00 - Cartilla 3 

VALE Version 1.00 - Cartilla 4 

VALE Version 1.00 - Cartilla 5 

VALE Version 1.00 - Cartilla 6 

VALE Version 1.00 - Cartilla 7 

VALE Version 1.00 - Cartilla 8 

VALE Version 1.00 - Cartilla 9 

VALE Version 1.00 - LAN Package 3.5" 
VALE Version 1.00 - LAN Package 5.25" 
VALE Version 1.00 - Mexican 3.5 - 

VALE Version 1.00 - Mexican 5.25 7 
VALE Version 1.00 - Puerto Rican 3.5 - 
VALE Version 1.00 - Puerto Rican 5.25 
VALE Version 1.00 - South American 3 ae 
VALE Version 1.00 - South American 5.25 
VALE Version 1.00 - Teacher s Manual 
VALE Version 1.00 - Word Processor 3.5, 
VALE Version 1.00 - Word. Processor 5.25 
VM Bond Tech Coordinator Support Rel 2 
VM Bond peerade Release 1 to 2 . 

VM Bond 2. | 

VM Bond 2.1 


VM/PC Bond Technical Coordinator SuptPkg 
VM/PC Host Server 
VM/PC Upgrade from 1.1 to 2 


5793-AAP 
5793-AAN 
+49F4-794 
6024-327 
6024-071 
25F5-940 
83X9-133 
5601-039 
+70F9-245 
6024-900 
6024-513 
6481-186 
6024-450 
6024-467 
6024-447 
6024-460 
6428-162 
+07F3-200 
5601-077 
5709-029 
59X9-933 
+5601-399 
8575-345 
75X1-085 
84X0-001 
84X0-004 
75X1-088 
5664-281 
5665-311 
6398-457 
75X1-087 
6024-134 
5601-175 
5669-163 
5669-162 
5669-161 
6466-981 
6466-982 
5601-300 
+5601-360 
+5601-359 
5688-043 
32F8-222 
5601-192 
5706-193 


PERSONAL COMPUTER 


Waterloo and WATCOM Languages (30 PCs) 
Waterloo PC Network Standalone Server 
Windows Connection (Dual Media) 

Word Knowledge Skills (Private Tutor) 
Word Proof 

Workstation Aided Software Engineering 
Workstation Connectivity Memory Mgmt. 
Workstation Host Interface Program 
Workstation Interactive Test Tool V1 
Writing to Read Diskette Package 
Writing to Read Program Kit 

Writing to Read Teacher s Manual 
Writing to Read 3.0 Accessory Kit 
Writing to Read 3.0 Class Set 

Writing to Read 3.0 Program Kit 

Writing Assistant 2.0 

WESTLAW (R) Communications Session Mgr 
X.25 Co-Processor Support Program 
X-Windows 

X-Windows for IBM DOS 

XENIX 2.0 Ups from PCIX/XENIX 1.0, 1.1 
3270 & COPICS Data Services V1 

3270 Emulation Memory ae Enhancement 
3270 Emulation Program Entry 1.2 

3270 Emulation Program Entry 1.2 

3270 Workstation 1.1 Additional license 
3270 Workstation 1.1 Enhanced 

3270-PC File Transfer Program 

3270-PC File Transfer Program 

3270-PC GCP Single Update 3.2 to 3.2.1 
3270-PC High-level Language API 3.1 
3278/79 Emulation Control Program 

3737 Model 002 Operator Console Program 
3812 Fonts - Pi and Specials 

3812 Fonts - Sonoran Sans Serif 

3812 Fonts - Sonoran Serif 

3812 Pageprinter Driver 

3812 Pageprinter Font Management System 
3890/XP High-Level Language Services 
3890/XP Sort Evaluator 

3890/XP Sort Simulator 

3890/XP Toolkit I Run Profile & Endorse. 
3990-3380 Introduction and Operations 
4680 See el System V2 

4680 Pharmacy System 


Personal Computer 


tIO0L 1572 
5601-204 
5601-101 
49F4-808 
49F4-810 
49F4-709 

+5601-398 

+49F5-618 
74X8-403 
74X8-406 
92X0-814 
92X0-815 
92X0-741 
92X0-744 
92X0-746 
+5601-274 
+5706-274 


4680 Store Managemert Application 
4680 Store System See Tester 
4680 Support for COFOL 

4684 Store Application Toolkit R1.1 
4684 Store Runtime Support System V1.1 
4700 PC Reese ne Services V2 

5250 & MAPICS Data Services Vl 

5250 Emulation V2.2 Convenience Kit 
5250 Emulation 2.1.2 Convenience Kit 
5250 Emulation 2.1.2 Upgrade Kit 

5520 Attach Version 4 

5520 PC Attachment (Convenience Kit V4 
5520 PS/2 Attachmnt Prog Ver.1 

5520 PS/2 Attch Convenience Kit Ver.1 
5520/PC Attach Program Ver.4 

7527 Terminal Services Vl 

7527 Terminal Services Vl 


Notes 


Notes 


Notes 
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Cooperative Software 


IBM markets selected software application pro- 
grams, published by non-IBM sources, as Cooper- 
ative Software Programs. IBM will present the 
Cooperative Software Program supplier’s sales 
materials, offer and represent the program, and 
take orders for it. 


The Cooperative Software Program supplier is 
responsible for licensing, terms and conditions, 
prices, distribution, billing the customer, and 
accounts receivable. Either the Cooperative Soft- 
ware Program supplier or the customer is respon- 
sible for installation, customer education, and 
support and maintenance, depending upon the 
agreement between them. 


The Cooperative Software Program supplier, or his 
IBM-approved agents may assist IBM in marketing 
the program and may participate in joint sales 
calls. 


To order these non-IBM programs or for additional 
information contact your IBM Branch Office. 


Cooperative Software Program prices are current 
as of April 3, 1990. 


Cooperative Software Programs are not IBM 


licensed programs, and IBM makes no warranties 
with respect to them. 
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Cooperative Software (Terms and Conditions) 


Prices: The prices listed for Cooperative Software 
Programs are for reference only and are as pro- 
vided from the supplier’s current price list. 

Current prices and quantity discounts, if any, can 
only be obtained from the program supplier. 
Program charges are subject to change without 
notice. 


Program Validation: The features and functions of 
Cooperative Software Programs have only been 
validated through a random telephone survey of 
the program supplier’s installed customers. 


Technical Assistance: Technical assistance, 
installation and usage support are as provided by 
the program supplier. The program supplier 
and/or the customer may be responsible for instal- 
lation depending upon the agreement between 
them. 


Test Period: The test period, if any, is as provided 
by the program supplier. 


Licensing: The Cooperative Software Programs 
are available from IBM as distributed by the 
program supplier. The terms and conditions are 
provided by the program supplier. IBM makes no 
warranties, express or implied, including, but not 
limited to, the implied warranties of 
merchantability and fitness for a particular 
purpose. Address any questions pertaining to 
warranty coverage to the program supplier. 


Warranted: Not warranted by IBM. Warranty, if 
any, iS as provided by the program supplier. 


Quantity Discount: IBM Quantity Discount Agree- 
ments are not applicable to Cooperative Software 
Programs. Quantity discounts, if any, are as pro- 
vided by the program supplier. 


Educational Allowance: IBM Educational Allow- 
ances are not applicable to Cooperative Software 
Programs. Allowances, if any, are as provided by 
the program supplier. 
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Notes 


VENDOR COOPERATIVE SOFTWARE 


5758-ERA feign rasa Starter Kit +5758-U61 ACCELL IDS 17-32 To65+(RT)DL 
5758-DEA ccounts Payable +5758-UA5 ACCELL IDS 17-32 To65+(RT)RL 
+5758-171 Accounts Payable (OC +5758-U28 ACCELL IDS 17-32 Users(RT)DL 
+5758-181 Accounts Payable (OC +5758-U82 ACCELL IDS 17-32 Users (RT)RL 
+5758-L50 Accounts Payable (S/38) +5758-U64 ACCELL IDS 33-64 To65+(RT)DL 
+5758-190 Accounts Payable (SC +5758-U31 ACCELL IDS 33-54 Users(RT)DL 
+5758-200 Accounts Payable (SC +5758-U84 ACCELL IDS 33-64 Users(RT)RL 
5758-SAJ Accounts Payable 2000 +5758-UA7 ACCELL IDS 33-54To 65+(RT)RL 
5758-SAY Accounts Payable 2000 +5758-U34 ACCELL IDS 65+ Users oe DL 
5758-DEB Accounts eee +5758-U86 ACCELL IDS 65+ Users (RT) RL 
+5758-170 Accounts Receivable (0 +5758-U55 ACCELL IDS 9-15 To 65+(RT)DL 
+5758-180 Accounts Receivable (OC +5758-UA1 ACCELL IDS 9-15 To 65+(RT)RL 
+5758-D26 Accounts Receivable (S/36 +5758-U25 ACCELL IDS 9-16 Users (RT)DL 
+5758-L53 Accounts Receivable (S/38 +5758-U49 ACCELL IDS 9-15To017-32(RT)DL 
+5758-189 Accounts Receivable 863 +5758-U96 ACCELL IDS 9-15To17-32(RT)RL 
+5758-199 Accounts Receivable (SC +5758-U52 ACCELL IDS 9-15To033-64(RT)DL 
5758-SAH Accounts Receivable 2000 +5758-U98 ACCELL IDS 9-15T033-64(RT)RL 
5758-SAW Accounts Receivable 2000 +5758-U58 ACCELL IDS17-32T033-64(RT)DL 
+5758-E10 Add. LAN Client Data WS +5758-UA3 ACCELL IDS17-32T033-64(RT)RL 
+5758-E13 Additional OS/2 LAN C.D. WS +5758-U66 ACCELL/CP (PS/2) DL 
+5758-339 Alarm Super./Logger R-T DOS +5758-U39 ACCELL/CP 1-8 To 43264 fRT SDL 
+5758~-340 Alarm Super./Logger R-T 082 +5758-U42 ACCELL/CP 1-8 To 33-64(RT)DL 
+5758-AP9 Alis / P +5758-U45 ACCELL/CP 1-8 To 65+ (RT) DL 
+5758-AP5 Alis / PS/2 Phat ty User) +5758-U36 ACCELL/CP 1-8 To 9-16 (R pDE 
+5758-AP8 Alis / PS/2 (1-12 Users) +5758-U21 ACCELL/CP 1-8 Jsers aay) L 
+5758-AP6 Alis / PS/2 (1-4 Users +5758-U60 ACCELL/CP 17-32 To 65+(RT)DL 
+5758-AP7 Alis / PS/2 (1-8 Users +5758-U27 ACCELL/CP 17-32 Users (RT)DL 
+5758-AP1 Alis / RT (Single User +5758-U57 ACCELL/CP 17-32T033-64(RT)DL 
+5758-AP4 Alis / RT (1-12 Users) +5758-U63 ACCELL/CP 33-64 To 65+(RT)DL 
+5758-AP2 Alis / RT (1-4 eees +5758-U30 ACCELL/CP 33-64 Users (RT)DL 
+5758-AP3 Alis / RT (1-8 Users +5758-U33 ACCELL/CP 65+ Jsers saa L 
+5758-D30 Automated Dist. (S/36) +5758-U54 ACCELL/CP 9-16 To 65+ (RT)DL 
+5758-FT1 Automotive Release +5758-U48 ACCELL/CP 9-16 Tol7-32(RT)DL 
+5758-U67 ACCELL IDS set DL +5758-U51 ACCELL/CP 9-16 To33-64(RT)DL 
+5758-UA9 ACCELL IDS (PS/2) RL +5758-U24 ACCELL/CP 9-16 Users (RT) DL 
+5758-U46 ACCELL IDS 1-8 To 65+ (RT)DL +5758-U65 ACCELL/SQL tpe73) DL 
+5758-U94 ACCELL IDS 1-8 To 65+ (RT)RL +5758-UA8 ACCELL/SQL (PS/2) RL 
+5758-U37 ACCELL IDS 1-8 To 9-16(RT)DL +5758-U44 ACCELL/SQL 1-8 To 65+ (RT)DL 
+5758-U88 ACCELL IDS 1-8 To 9-16(RT)RL +5758-U93 ACCELL/SQL 1-8 To 65+ (RT)RL 
+5758-U40 ACCELL IDS 1-8 Tol7-32(RT)DL +5758-U35 ACCELL/SQL 1-8 To 9-16(RT)DL 
+5758-U90 ACCELL IDS 1-8 Tol7-32(RT)RL +5758-U87 ACCELL/SQL 1-8 To 9-16(RT)RL 
+5758-U43 ACCELL IDS 1-8 To33-64(RT)DL +5758-U38 ACCELL/SQL 1-8 Tol7-32(RT)DL 
+5758-U92 ACCELL IDS 1-8 To33-64(RT)RL +5758-U89 ACCELL/SQL 1-8 Tol7-32(RT)RL 
+5758-U22 ACCELL IDS 1-8 Users ters DL +5758-U41 ACCELL/SQL 1-8 To33-64(RT)DL 
+5758-U78 ACCELL IDS 1-8 Users (RT) RL +5758-U91 ACCELL/SQL 1-8 To033-64(RT)RL 
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VENDOR COOPERATIVE SOFTWARE 


+5758-U20 ACCELL/SQL 1-8 Users RT DL +5758-023 BAT2/Batch Control Runtime 
+5758-U77 ACCELL/SQL 1-8 Users (RT) RL +5758-164 C-ISAM cette DL 
+5758-U59 ACCELL/SQL 17-32 To65+(RT)DL +5758-152 C-ISAM (RT) DL 
+5758-UA4 ACCELL/SQL 17-32 To65+(RT)RL 5758-SDB Cardholder Management-MVS 
+5758-U26 ACCELL/SQL 17-32 Users(RT)DL 5758-SDF Cardholder Management-VSE 
+5758-U81 ACCELL/SQL 17-32 Users(RT)RL 5758-SAC Cemetery-5360 
+5758-U62 ACCELL/SQL 33-64 To65+(RT)DL 5758-SAB Cemetery-5362 
+5758-U29 ACCELL/SQL 33-64 Users(RT)DL 5758-SAA Cemetery-5363 
+5758-U83 ACCELL/SQL 33-64 Users(RT)RL +5758-056 Central/MVS 
+5758-UA6 ACCELL/SQL 33-64To 65+(RT)RL +5758-055 Central/VM 
+5758-U32 ACCELL/SQL 65+ Users Rr) DL 5758-ISA CentralStation 
+5758-U85 ACCELL/SQL 65+ Users (RT) RL 5758-CSK Character-base 0S/2 
+5758-U53 ACCELL/SQL 9-16 To 65+(RT)DL 5758-CSI Character-based DOS 
+5758-U99 ACCELL/SQL 9-16 To 65+(RT)RL 5758-MHB Chart Management System 
+5758-U23 ACCELL/SQL 9-16 Users (RT)DL 5758-IAJ Charting and Data Entry 
+5758-U79 ACCELL/SQL 9-16 Users (RT)RL 5758-MDE ChemBase (3.5 Version) 
+5758-U47 ACCELL/SQL 9-16To17-32(RT)DL 5758-MDB ChemBase (5.25 Version) 
+5758-U95 ACCELL/SQL 9-16T017-32(RT)RL 5758-MDF ChemTalk (3.5 Version) 
+5758-U50 ACCELL/SQL 9-16T033-64(RT)DL 5758-MDC ChemTalk (5.25 Version) 
+5758-U97 ACCELL/SQL 9-16T033-64(RT)RL 5758-MDD ChemText (3.5 Version) 
+5758-U56 ACCELL/SQL17-32T033-64(RT)DL 5758-MDA ChemText (5.25 Version 
+5758-UA2 ACCELL/SQL17 -32T033-64(RT)RL 5758-ETB Client Accounting 5 ) 
+5758-008 ACE/Appl. Control Engine 5758-ETA Client Accounting (8.0) 
+5758-021 ACE2/ReT Appl Ctrl Engine +5758-E08 Client Data System 
5758-ISF Barcode Recognition Software +5758-E09 Client Data System LAN 
+5758-D32 Barcode Ticket Prting.(S/36) +5758-E11 Client Data System 0S/2 
+5758-169 Base Order Entry (OC +5758-E12 Client Data System OS/2 LAN 
+5758-188 Base Order Bnety SC +5758-Q40 Cliqaccess.(R eee 
+5758-S25 Basic Cemetery Mod. B-10/20 +5758-Q36 CliqAccess.(PS/2 or RT 1) 
+5758-S26 Basic Cemetery Mod. B-30/40 +5758-Q37 CliqAccess.(PS/2 or RT GB 
+5758-S27 Basic pomerey Mod. B-50/60 +5758-Q38 CligAccess.(PS/2 or RT 4-8 
+5758-358 Batch Recipe Fun.DEV/R-T DOS +5758-Q39 CliqAccess.(PS/2 or RT 9-20) 
+5758-360 Batch Recipe Fun.DEV/R-T 0S2 +5758-Q56 CliqDCA (PS/2 or RT 1) 
+5758-359 Batch Recipe Func. R-T DOS +5758-Q57 CliqDCA (PS/2 or RT ras, 
+5758-361 Batch Recipe Func. R-T 082 +5758-Q58 CliqDCA (PS/2 or RT 4-8 
+5758-L60 Benefits Module (S/38) +5758-Q59 CliqDCA (PS/2 or RT 9-20) 
5758-SAM Benefits 2000 +5758-Q60 CliqDCA (RT 21-40) 
5758-SAU Benefits 2000 +5758-Q41 CliqForm (PS/2 or RT 1) 
+5758-L54 Billing Module asia +5758-Q42 CliqForm (PS/2 or RT ras, 
5758-BBE Bon Appetit (AS 400-9406) +5758-Q43 CliqForm (PS/2 or RT 4-8 
5758-BBF Bon Appetit (AS/400-9406 +5758-Q44 CliqForm (PS/2 or RT 9-20) 
5758-BBA Bon Appetit (S$/36 3.5) +5758-Q45 CliqForm (RT ak 
5758-BBB Bon a eee $/36-5.25 ) +5758-Q46 CliqMenu (PS/2 or RT 1) 
5758-CAF BASIC +5758-Q47 CliqMenu (PS/2 or RT ; 8} 
+5758-010 BAT/Batch Control +5758-Q48 CliqMenu (PS/2 or RT 4-8 
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+5758-Q49 
+5758-050 
+5758-051 
+5758-Q52 
+5758-053 
+5758-054 
+5758-055 
+5758-Q31 
+5758-Q32 
+5758-033 
+5758-034 
+5758-035 
+5758-CO4 

5758-COF 

5758-COG 

5758-COH 


58-COK 


58-NA1 


58-CATI 


7 
7 
7 
7 
7 
7 
ei 
7 
7 
7 
7 
758-DDA 
7 
7 
7 
7 
7 
7 
7 
7 
7 
7 
tee ane 


MAMA MaAana non nanan naanaananan 


+5758-CO1 
+5756=C15 
+5758-C08 


CliqMenu 
CliqMenu 
CliqPage 
CliqPage 
CliqPage 


d 
iqWord 


CliqWord 


Comm. and 


PS/2 or RT 9-20) 
RT 21-40) 
PS/2 or RT 1 
PS/2 or RT 2 
PS/2 or RT 4 
PS/2 or RT 9 
RT 21-40) 
PS/2 or RT 1) 
PS/2° Or Ri 2- 
PS/2 or RT 4 
PS/2 or RT 9 
RT 21-40) 
Arrest Tech 


Comm. Redi-Mail&Rem DOS/10 
Comm. Redi-Mail&Rem DOS/15 
Comm. Redi-Mail&Rem DOS/18 
Comm. Redi-Mail&Rem DOS/20 
Comm. Redi-Mail&Rem DOS/30 
Comm. Redi-Mail&Rem DOS/4GOA 
Comm. Redi-Mail&Rem DOS/40B 
Commander EIS/10 


Commander 
Commander 
Commander 
Commander 


Commerical Reliability Basic 
Comp. Math & Logic R-T DOS 
Comp. Math&Logic DEV/R-T DOS 
Connex Foundation Switch 
Connex Full Switch 


CoreLib 


Cost Allocations Mod. (S/38) 
Customization Program 
Customizer 

Customizing Interfacing 

CAD Interface 

CADAM Fac. Integrator MVS2 
CADG+Facility Integrator VM2 


CADG+FM 
CADG+FM 
CADG+FM 
CADG+FM 
CADG+FM 
CADG+FM 
CADG+FM 


DOS 
MVS-TIER 1) 
MVS2) 
RT/PC) 
Tierl, MVS) 
Tierl, VM) 
Tier2, MVS) 
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+5758-C22 
5758-CDK 
5758-CDO 
5758-CAA 
5758-CAR 
5758-CAS 
5758-CDA 
5758-CAK 
+5758-006 
+5758-TB2 
5758-HOA 
5758-S07 
+5758-009 
5758-I0OA 
5758-I0B 
5758-TD4 
+5758-TDD 
5758-MCD 
5758-MCJ 
5758-MCP 
5758-MCV 
+5758-022 
5758-TD1 


5758-MRB 

5758-MRC 
+5758-343 
+5758-344 
+5758-D10 
+5758-D07 
+5750 =D12 
+5758-D08 
+5758-D05 
+5758-D06 
+5758-D09 
+5758-D03 
+5758-D04 
+5758-D02 
+5758-D01 


CADG+FM (VM-TIER 1 

CADG+FM (VM-TIER 2 

CADG+FM MVS2 

CADG+FM-MVS 

CADG+FM-MVS1 

CADG+FM-VM1 

CADG+FM-VM2 

CBT Computer Based Training 
CDSR-Personal Services DSR 
CMAS/PLUS 

CMOS 

CON/Continuous Control 
CONNECTPAC toe o 43XX S/370) 
CONNECTPAC (9370,4331,4361) 
CONTOUR 

CONTOUR (0S/2) 

CONTRACTORS 

CONTRACTORS 

CONTRACTORS 

CONTRACTORS 

CON2/Continuous Control R-T 
CORE 


CORE (0S/2) 

CRISP BASE 

CRISP-BANK 

CRISP-BASE 11 

CRISP-BASE 20 

CRISP-BASE2 

CRISP-LOCATION 

CRISP-PRODUCT 

CRISP-RISK 

Data Log.&Stor.Hand. R-T DOS 
Data Log.&Stor.Hand. R-T 082 
DataFlex (PS/2) EDL 

DataFlex (PS/2) FDL 

DataFlex (PS/2) Upgrades 
DataFlex (PS/2)RT re 5 


CADG+FM siete "B 


DataFlex (PS/2)RTL (4 users 
DataFlex (PS/2)RTL(Cunlimitd 
DataFlex (RT DL 

DataFlex (RT) FDL 

DataFlex (RT) RTL (incr. 4) 
DataFlex (RT) RTL (unlimitd) 
DataFlex (RT) RTL (4 users) 


+5758-D11 
5758-ISI 
5758-IAF 
+5758-383 
+5758-384 
+5758-377 
+5758-378 
5758-ISH 
+5758-074 
+5758-075 
+5758-076 
+5758-D29 
5758-CDF 
5758-CAX 
5758-CAG 
5758-CAO 
+5758-C58 
+5758-C59 
+5758-C60 
+5758-C61 
+5758-354 
+5758-356 
+5758-355 
+5758-357 
+5758-TB3 
+5758-331 
+5758-332 
5758-MCA 
5758-MCG 
5758-MCM 
5758-MCS 
+5758-137 
+5758-119 
+5758-138 
+5758-120 
+5758-140 
+5758-122 
+5758-139 
+5758-I21 
5758-BBD 
5758-BBG 
5758-BBH 
+5758-S31 
+5758-S32 
+5758-S33 


DataFlex (RT) Upgrades 
DeliveryStation 

Design of abate ond 

Dev. Drvrs ARTIC DEV/R-T DOS 
Dev. Drvrs ARTIC DEV/R-T 082 
Dev. Drvrs. COMM DEV/R-T DOS 
Dev. Drvrs. COMM DEV/R-T 0S2 
DeviceStation 

Directory Services/Central 
Directory Services/DEC 
Directory perv cesinene OFF. 
Dist. Center Mgmt. (S/36) 
Drafting Coordinator VMl 
Drafting Coordinator MVS1 
Drafting Coordinator MVS2 
Drafting Coordinator VM2 
Drug DB * (MF 200-499) 

Drug DB * (MF 500+) 

Drug DB * (9370 200-499) 
Drug DB * (9370 500+) 

Dyn. R-T & Hist. DEV/R-T DOS 
Dyn. R-T & Hist. DEV/R-T 0OS2 
Dyn.R-T & Hist.Trend R-T DOS 
Dyn.R-T & Hist.Trend R-T 0S2 
DDSR-DISOSS DSR 
DEV/Run-Time Found. S/W DOS 
DEV/Run-Time Found. S/W OS2 
DEVELOPERS 

DEVELOPERS 

DEVELOPERS 

DEVELOPERS 

E&IAT (PS/2 80286) Aca. 
E&IAT (PS/2 80286) Com. 
E&IAT (PS/2 80386) Aca. 
E&IAT neue 80386) Com. 
E&IAT (30XX & 3090 VE3 Aca. 
E&IAT (30XX & 3090 VF) Com. 
E&IAT (43XX & 937X) Aca. 
E&IAT (43XX & 937X) Com. 
Each Additional Site (S/36 
Each Additional Site (9404 
Each Additional Site (9406 
Enhanced Inventory B-10/20 
Enhanced Inventory B-30/40 
Enhanced Inventory B-50/60 
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VENDOR COOPERATIVE SOFTWARE 


5758-DED 
5758-C36 
5758-C32 
5758-DEE 
5758-103 
5758-102 
5758-101 
5758-RAD 
5758-RAA 
5758-RAF 
5758~-RAC 
5758-RAE 
5758-RAB 
+5758-U01 
+5758-U02 
+5758-U03 
+5758-U04 
+5758-U05 
+5758-U06 
+5758-U07 
+5758-U14 
+5758-U15 
+5758-U16 
+5758-U17 
+5758-U18 
+5758-U19 
5758-GMA 
5758-CDH 
5758-CAZ 
+5758-C06 
+5758-C20 
+5758-C13 
+5758-C27 
+5758-C17 
+5758-C03 
+5758-C24 
+5758-C10 
+5758-C05 
+5758-C19 
+5758-C12 
+5758-C26 
+5758-C07 
+5758-C21 
+5758-C14 
+5758-C28 


Equipment Control 

Equipment Inventory pes} 
Equipment Inventory (RT/PC) 
Estimating 

EASEL (Communication regaec 
EASEL (Development Software 
EASEL (RUNTI SOFTWARE ) 

EIS tee ge ened) 

EIS (Government 

EIS/C icogermncs es 

EIS/C (Government 

EIS/EMD ears: 

EIS/EMD (Government 

EMS repaid 

EMS (AS/400 Model B20 

EMS (AS/400 Model B35 

EMS (AS/400 Model B45 

EMS (AS/400 Model B50 

EMS (AS/400 Model B60 

EMS (AS/400 Model B70 

EMS & TPMS (AS/400 Mod B20 
EMS & TPMS (AS/400 Mod B35 
EMS & TPMS (AS/400 Mod B45 
EMS & TPMS (AS/400 Mod B50 
EMS & TPMS (AS/400 Mod B60 
EMS & TPMS (AS/400 Mod B70 
ERSP 

Facility Integrator VM1l 
Facility Integrator MVS1 
Facility Intel. (Tierl, MVS) 
Facility Intel. (Tierl, VM) 
Facility Intel. (Tier2, MVS) 
Facility Intel. (Tier2, VM) 
Facility Inv. (Tierl, VM 
Facility Inv. (Tierl,MVS 
Facility Inv. (Tier2, MV 
Facility Inv. (Tier2,MVS 
Facility Loc. (Tierl, MVS) 
Facility Loc. (Tierl, VM) 
Facility Loc. (Tier2, MVS) 
Facility Loc. (Tier2, VM) 
Facility Master (Tierl, MVS) 
Facility Master (Tierl, VM) 
Facility Master (Tier2, MVS) 
Facility Master (Tier2, VM) 


+5758-C18 
+5758-C25 
+5758-C04 
+5758-C11 
+5758-C02 
+5758-C16 
+5758-C09 
+5758-C23 
+5758-345 
+5758-346 


+5758-400 
+5758-405 
+5758-406 
+5758-407 


5758-CDJ 


Facility Reqmnts Loe. VM 
Facility Reqmnts (Tier2, VM 
Facility Reqmts (Tierl, MVS 
Facility Reqmts (Tier2, MVS 
Facility System (Tierl, MVS 
Facility System (Tierl, VM) 
Facility System (Tier2, MVS) 
Facility System (Tier2, VM) 
File Manager R-T DOS 

File Manager R-T 0S2 

Fin. Rep/Gen Ledg Sys./36-PC 
Fin. Rep/Gen Ledg Sys/34-36 
Fin/Rep (AS400) 

Financial Management 2000 
Financial Management 2000 
Firearms: Safety, Care, Use 
Fixed Assets (S/38) 

Fixed Assets 2000 

Fixed Assets 2000 

Flexible Budgeting (S/38) 
Food/36 (3.5 

Food/36 (5.25 

Food/400 

Forms Xpress/36(Development ) 
Forms Xpress/400 B10-B20 Dev 
Forms Xpress/400 B30-B45 Dev 
Forms Xpress/400 B50-B70 Dev 
Foundation Module Model B20 
Foundation Module Model B30 
Foundation Module Model B40 
Foundation Module Model B50 
Foundation Module Model B60 
Foundation Module/38 
FACTORYnet S 

FFR Rep. Gen. and Scheduler 
FFR/FF Rep Gen and Scheduler 
FFR2/FF eee Gen and Schdlr 
FIX DMACS I/O Dri 1500 DOS 
FIX DMACS I/O 2000 DOS OS/2 
FIX I/O Driver Type 1100 
FIX I/O Driver Type 800 

FIX 1/0 Drvr Type 640 R-T 
FIX I/O Drvr aype 880 R-T 
FMP ‘ VS) (Tier 2) 

FMP (MVS1) 


ei 
™ 
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VENDOR COOPERATIVE SOFTWARE 


Tope LZ 
tI/IG= 185 
+5 7567D27 
5700-191 
+5758-202 

5758-DEC 

5758-SAK 


+5758-G0l 
+5758-G04 
+5758-G05 
+5758-G06 
+5758-G02 
+5758-G07 
+5758-G03 

5758-IAK 

5758-TTD 

5758-TTB 

5758-CSO 
+5758-TS4 
+5758-TS6 
+5758-TSS 
+5758-TS1 
+5758-TS3 
+5758-TS2 
+5758-TS7 
+5758-TS9I 


FMP ie (Tier 2) 
FMP (VM1) 

FN 1- 

FN. 21-32 

FN 3-4 

FN 33-63 

FN 5-8 

FN 64 

FN 9-20 

Gage Managemen: 

Gateway Host Access 3270 
Gateway Host Ascess 5250 
General Ledger 003 
General Ledger (OC 
General Ledger (S/36) 
General Ledger (SC 
General Ledger (SC 
General Ledger w/Bank Recon. 
General Ledger 2000 
General Ledger 2000 
GBX/IBM 7552 Support 
eet 7552 2UR ort R-T 
GENERAL CONTRACTORS 
GENERAL CONTRACTORS 
GENERAL CONTRACTORS 
GENERAL CONTRACTORS 
GOLDMEDAL (1-4) 

GOLDMEDAL 33-48) 


~ 


GOLDMEDAL (33-48 

GOLDMEDAL (49-64 

GOLDMEDAL (5-8) 

GOLDMEDAL (65-96) 

GOLDMEDAL (9-16) 

History Analysis 

Honeywell DPS to COBOL eS 
Honeywell DPS to COBOL (VM) 
Host Software 

HubView/PC AT Single Site 
HubView/PC AT Unlimited Use 
HubView/PC AT 2-5 Sites 
HubView/PC CDk Single Site 
HubView/PC CDK Unlimited Use 
HubView/PC CDF 2-5 Sites 
HubView/PC PLUS Single Site 
HubView/PC PLUS Unlimited 


+5758-TS8& HubView/PC PLUS 2-5 Sites 

5758-SAD Human Resources 

5758-SAO Human Resources Series 

5758-SAS Human Resources Series 2000 

5758-SAP Human Resources 2000 

5758-MCF HEAVY CONTRACTORS 

5758-MCL HEAVY CONTRACTORS 

5758-MCR HEAVY CONTRACTORS 

5758-MCX HEAVY CONTRACTORS 

5758-GRF HIFAULT 

5758-GRK HIFAULT 

5758-GRI HILIB 

5758-GRN HILIB 

5758-GRD HILO-RT 

5758-GRC HILO-30xx 

5758-GRA HILO-434X 

5758-GRB HILO-438X 

5758-GRE HISIM 

5758-GRJ HISIM 

5758-GRH HITEST 

5758-GRM HITEST 

5758-GRG HITIME 

5758-GRL HITIME 

5758-MCB HOME BUILDERS 

5758-MCH HOME BUILDERS 

5758-MCN HOME BUILDERS 

5758-MCT HOME BUILDERS 
+5758-D22 HOST CONNECT ee: Licenses ) 
+5758-D21 HOST CONNECT (1st License) 

5758-MSA HSPICE 
+5758-013 HTR/Historical Trending 
+5758-026 HTR2/Historical Trending R-T 
+5758-TB1 HUPDATE 
+5 758-373 I-F to IBM D.A.E.DEV/R-T OS2 
+5758-374 I-F to IBM Dist.A.E. R-T 082 

5758-IAC Information/Instruction 
+5758-C62 Inpatient 200-499) 
+5758-C63 Inpatient (MF 500+) 
+5758-C64 Inpatient (9370 200-499) 
+5758-C65 Inpatient (9370 500+) 
+5758-335 Int. Event Timer R-T DOS 
+5758-336 Int. & Event Timer R-T 082 
+5758-350 Int., Dyn. Pixel CGS R-T DOS 
+5758-352 Int., Dyn. Pixel CGS R-T 082 
+5758-349 Int., Dyn. Pixel DEV/R-T DOS 


Vendor Cooperative Software 


VENDOR COOPERATIVE SOFTWARE 


+5758-351 
+5758-337 
+5758-338 
5758-CAY 
5758-CAH 
5758-CDG 
5758-CAP 
5758-IAG 
5758-IAH 
+5758-C50 
+5758-C51 
+5758-C52 
+5758-C53 
5758-CSG 
+5758-CO1 
+5758-C38 
+5758-C40 
+5758-C41 
+5758-S28 
+5758-S29 
+5758-S30 
+5758-C39 
5758-CAU 
5758-CAC 
5758-CDC 
5758-CAL 
+5758-E16 
+5758-E19 
5758-DEF 
+5758-136 
+5758-118 
+5758-135 
+5758-117 
5758-K04 
5758-TAW 
+5758-127 
+5758-I109 
+5758-128 
+5758-110 
+5758-130 
+5758-112 
+5758-129 
+5758-I11 
+5758-161 
+5758-170 


Int., Dyn. Pixel DEV/R-T OS2 
Int .Math&Logic Func. R-T DOS 
Int .Math&Logic Func. R-T O0S2 
Intelligent Draw Dis. MVS1 
Intelligent Draw Dis. MVS2 
Intelligent Draw Dis. VM1 
Intelligent Drawing Dis. VM2 
Interface Module 1 
Interface Module 2 
Interfaces (MF 200-499) 
Interfaces (MF 500+) 
Interfaces (9370 200-499) 
Interfaces (9370 500+) 
Internetwork to 500 
Intro to Law Enforcemen 
Inv. Control (MF 200-499 
Inv. Control (9370 200-499) 
Inv. Control (9370 500+) 
Inventory B-10/20 
Inventory B-30/40 
Inventory B-50/60 
Inventory Control (MF 500+) 
Inventory Manager MVS1 
Inventory Manager MVS2 
Inventory Manager VM1 
Inventory Manager-VM2 
Investments Module 
Investments Module LAN 
Item Billing 
IDF (30XX & 3090 VF) Aca. 
IDF (30XX & 3090 VF) Com. 
IDF (43XX & 937X) Aca. 
IDF (43XX & 937X 
IEW/CSP Enablement 
IFS Program- SQL Access 

SL Lib. (PS/2 80286) Aca. 
PS/2 80286) Com. 

ib. (PS/2 80386) Aca. 

IMSL Lib. (PS/2 80386) Com. 


Com. 


IMSL Lib 30XX&3090 Aca. 
IMSL Lib 30XX&3090VF) Com. 
IMSL Lib. (43XX & 937X) Aca. 
IMSL Lib. (43XX & 937X) Com. 


INFORMIX-ESQL/C (B82) DL 
INFORMIX-ESQL/C (PS/2) RTL 


+5758-149 
+5758-156 
+5758-163 
+5758-I51 
+5758-160 
+5758-169 
+5758-148 
+5758-155 
+5758-162 
+5758-150 
+5758-157 
+5758-167 
+5758-145 
+5758-153 
+5758-159 
+5758-147 
+5758-158 
+5758-168 
+5758-146 
+5758-154 
+5758-L43 
+5758-L44 
+5758-L45 
+5758-L46 
+5758-034 

5758-DEG 
+5758-179 
+5758-198 

5758-ISB 
+5758-DT4 
+5758-DT1 
+5758-DT5 
+5758-DT2 
+5758-DT6 
+5758-DT3 
+5758-J22 
+5758-J23 
+5758-J18 
+5758-J19 
+5758-J24 
+5758-J21 
+5758-J20 
+5758-J13 
+5758-J17 
+5758-J14 


INFORMIX-ESQL 
INFORMIX-ESQL 
INFORMIX-NE 
INFORMIX-NET 
INFORMIX-SQL 
INFORMIX-SQL 
INFORMIX-SQL 
INFORMIX-SQL 
INFORMIX-TURB 
INFORMIX-TURB 
INFORMIX-4GL 
INFORMIX-4GL 
INFORMIX-4GL 
INFORMIX-4GL 
INFORMIX-4GL. 
INFORMIX-4GL 
INFORMIX-4GL 
INFORMIX-4GL 
INFORMIX-4GL 
INFORMIX-4GL 
IRIS (AS/400 
IRIS (AS/400 
IRIS (AS/400 
IRIS (S/38) 
ITX/Adv. 1/0 
Job Cost 

Job Costing B 
Job Costing B 
Jukebox Suppo 
JD/CAPP (sing 
JD/CAPP (sing 
JD/CAPP - 
JD/CAPP (2-4 
JD/CAPP (5-8 
JD/CAPP (5-8 
JDE Accounts 
JDE Accounts 
JDE Address B 
JDE Electroni 
JDE Equipment 
JDE Fin. Rep. 
JDE General L 


JDE Inventory Mgmt. 


/C NTs DL 
/C (RT) RTL 
PS a DL 

RT) DL 
PS/2) DL 
PS/2) RTL 
RT) DL 


nw 
a 


RTL 
0 S 2) DL 
0. (RT): DL 
PS/2) DL 
PS/2) RTL 
RT) DL 

RT) RTL 

ID (PS 2) DL 
ID CRT) DL 
RDS (PS/2) DL 
RDS (PS/2) RTL 
RDS (RT) DL 
RDS (RT) RTL 
B-10/20 
B-3K/4X/50) 
B-60/70 


Driver Toolkit 


ase Module 8c} 
ase Module (SC 
rt 

le seat PS/2) 
le seat RT 


4 seats RTS 


seats RT 
seats PS/2) 
seats RT 
Payable(Mod 35) 
Rec. (Mod 35 
ook (Mod 35) 
c Mail (Mod 35 
Mgmt. (Mod 35 
(FASTR) (Mod 35 
edger (Mod ee 
(Mod 35) 


JDE Payroll (Mod 35) 


JDE Purchasin 
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g (Mod 35) 


VENDOR COOPERATIVE SOFTWARE 


+5758-J16 
+5758-J15 


5758-CAN 
+5758-370 
FILO FITZ 
+5/58-369 
5/590" 3571 
5758-LMA 
5758-TAM 
5758-TAR 
5758-TAO 
5758-TA 
5758-TA 
5758-TAP 
+5758-142 
+5758-124 
+5758-141 
+7 90-123 


5758-CSE 
+5758-184 
+5758-=203 
+5758-177 
+5758-196 
+5758-178 
+5758-197 


JDE Sales Analysis (Mod a>) 
JDE Sales Order Pro. (Mod 35) 
KOLOA 

Labor Reporting & Work 

Labor Time Adjustment 

Lan Software/Server 

Lease Inventory tps 

Lease Inventory (RT/ a 
Led/Rep Wrtr/Rat Ana (S/38) 
Loc. & Layout Planner MVS1 
Loc. & Layout Planner MVS2 
Loc. & Layout Planner VM1 
Location & Layout PlannerVM2 
LAN S/W Interface R-T DOS 
LAN S/W Interface R-T O82 
LAN S/W InterfaceDEV/R-T DOS 
LAN S/W InterfaceDEV/R-T OS2 
LASERMAKER 

LFI/2 Data Collection 

LFI/2 DINA file Manager 
LFI/2 Gateway Host 3270 
LFI/2 MAP Gateay 3.0 and MMS 
LFI/2 Network Configuration 
LFI/2 $/370 EC* Comm. 
LP/PROTRAN 30 Xx3 Aca, 
LP/PROTRAN (30XX) Com. 
LP/PROTRAN (43KX & aT oCon 
LP/PROTRAN (43XX & 937X)Com. 
Mainframe Comm. Support 
Management Reports 

Math Advantage for PC 

Math Advantage for RT 

Math Advantage for 30XX 

Math Advantage for 3090/VF 
Math Advantage for 43XX 

Math Advantage for 9370 

Med. Records/Concurrent Rev 
Merchandise Control (S/36) 
Microsoft Windows Interface 
Mold Builders Off+ Bond: ¢8e9 
Mold Builders Off+ Bund. (SC 
Mold History ee 
Mold History (SC 

Molders Office+ Bundled 8e3 
Molders Office+ Bundled (SC 


+5758-185 
+5758-186 
+5758-068 
5758-TAL 
+5758-132 
+5758-114 
+5758-I31 
+5758-113 
+5758-033 
5758-MSI 
5758-MSG 
5758-MSJ 
5758-MSK 
5758-CSJ 
5750-ACF 
5758-ACF 
+5758-C47 
+5758-C49 
+5758-C46 
+5758-C48 
5758-TAH 
+5758-E18 
+5758-E15 
+5758-362 
+5758-364 
+5758-363 
+5758-365 
+5758-HIJ 
5758-TAF 
5758-DEH 
+5758-C42 
+5758-C43 
+5758-C44 
+5758-C45 
5758-SDA 


5758-SFC 
5758-SFE 


Molders Shop Automation 
Molders SPC 

MAILbridge Server/MCI 

MAP Gateway 3.0 and MMS 
MATH/PROTRAN (30XX) Aca. 
MATH/PROTRAN (30XX) Com. 
MATH /PROTRAN ABIES BTR Con, 
MATH/PROTRAN (43XX&937X)Com. 
MDA/C Database Access 
MIL-HDBK-217 & E Reliability 
MIL-HDBK-217C Predition Bas. 
MIL-HDBK-217E and Commercial 
MIL-HDBK-217E and Mission 

MS Windows Additonal User 
MUSIC 

MUSIC 

Narcotic Control 95 500+) 
Narcotic Control (9370 500+) 
Narcotic Ctrl on 200-499) 
Narcotic Ctrl.(9370 200-499) 
Network Configuations 

New Bus. Tracking Mod. LAN 
New Business Tracking Module 
Online Relat. DB DEV/R-T DOS 
Online Relat. DB DEV/R-T 0OS2 
Online Relational DB R-T DOS 
Online Relational DB R-T 082 
OnNet 

Operation/Material Routing 


Order Entry 
Out Patient (MF 200-499) 
MF 500+) 


Out Patient 

Out Patient (9370 200-499) 
Out Patient (9370 500+) 
OCM24/ATMS (MVS voice 
OCM24/ATMS (VSE Version 
OCM24/ATMS 9370 Model 20 
OCM24/ATMS 9370 Model 40 
OCM24/ATMS 9370 Model 60 
OCM24/ATMS 9370 Model 90 
OCRStation 

ON/2 ATM Application 
ON/2 ETDS rd paca 
ON/2 Manned Teller Appl. 
ON/2 Switch Application 
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VENDOR COOPERATIVE SOFTWARE 


+5758-HIA 
+5758-HII 
+5758-HIE 
+5758-HIG 
+5758-HIC 
+5758-HIL 
+5758-HIO 
+5758-HIH 
+5758-HIF 
+5758-HIK 
+5758-HID 
+5758-HIB 
+5758-HIP 
+5758-HIN 
+5758-HIM 
5758-CSF 
+5758-D33 
5758-IAL 
5758-DEI 
+5758-173 
+5758-182 
+5758-L56 
+5758-192 
+5758-201 
5758-SAE 
5758-SAQ 
+5758-L59 
5758-SAF 
5758-SAR 
5758-DA1 
5758-DA4 
5758-DA5 
5758-DA2 
5758-DA6 
5758-DA3 
5758-TAG 
5758-TAA 
5758-CSL 
5758-ETD 
5758-ETC 
5758-EEA 
5758-EEB 
5758-EEC 
5758-MSL 
5758~-MSS 


ONSPEC 

ONSPEC Batch Tool Kit 
ONSPEC Control Blocks 
ONSPEC Control Logic 

ONSPEC Control Option 
ONSPEC Host Gateway Datalink 
ONSPEC I/0 Templates 

ONSPEC Modelling Kit 

ONSPEC Self Tuner 

ONSPEC Shadow Datalink 

ONS PEC eee Ge an cneene 
ONSPEC SQC/SPC 

ONSPEC SQC/SPC Standalone 
ONSPEC Technology Pak 
ONSPEC World Interface 

OS/2 Version 

P.O.S. Data Reform. (S/36) 
Pareto Analysis 

Payroll 

Payroll (OC 

Payroll (OC 

Payroll (S/38) 

Payroll (SC 
Payroll (SC 
Payroll 2000 
Payroll 2000 
Personnel (S/38) 
Personnel 2000 
Personnel 2000 
PerFORM Designer (5 04 
PerFORM Designer (3 1/2 
PerFORM Filler (3 1/2 
PerFORM Filler (5 1/4 
PerFORM LAN Pack 63 1423 
PerFORM LAN Pack (5 1/4 
Plant Rous Traveler 
PlantMaster/2 Basic Support 
Postoffice 

Practice Management 333° 
Practice Management (8.0) 
Precise 

Precise CRTBe MODEL 1333 
Precise (RT/PC MODEL 135 
Predictor Failure 
Predictor-BDE for RT 


5758-MST 
5758-MSU 
5758-MSW 
5758-MSV 
+5758-CO2 
+5758-387 
+5758-388 
5758-CRD 
5758-CRJ 
5758-CRP 
+5758-L51 
5758-CRE 
5758-CRK 
5758-CR 
5758-DE 
+5758-L52 
5758-ERE 
5758-ERD 
+5758-U68 
+5758-U73 
+5758-U70 
+5758-U74 
+5758-U75 
+5758-U71 
+5758-U76 
+5758-U72 
+5758-U69 
5758-ERB 
5758-ERG 
5758-ERF 
5758-ERC 
5758-CSM 
+5758-144 
+5758-126 
+5758-143 
+5758-125 
+5758-375 
+5758-376 
5758-TD3 
+5758-TDC 
5758-MSM 
5758-EVB 
5758-S03 
+5758-Q71 
+5758-012 


Predictor-FMECA for RT 
Predictor-M(RT) 
Predictor-Mission-R (RT) 
Predictor-21 7E (RT) 
Prof. and Legal eepcces 
Prog. Access Kit DEV/R-T DOS 
Prog. Access Kit DEV/R-T 082 
Project CP 

Project CP 

Project CP 

Project Tracking (8/38) 
Projects 

Projects 

Projects 

Purchase Order 

Purchase Order (S/38) 

PC ARCEDIT 

PC ARCPLOT 

PC Charge ACCELL/CP 1-5 

PC Charge ACCELL/CP 101-150 
PC Charge ACCELL/CP 11-25 

PC Charge ACCELL/CP 151-200 
PC Charge ACCELL/CP 201-300 
PC Charge ACCELL/CP 26-50 

PC Charge ACCELL/CP 301+ 

PC Charge ACCELL/CP 51-100 
PC Charge ACCELL/CP 6-10 

PC GridConversion 

PC INFO 

PC Network 

PC Overlay 

PC Postoffice 

PDE /PROTRAN 30K) Aca. 
PDE/PROTRAN (30XX) Com. 
PDE/PROTRAN (43XX&937X) Aca. 
PDE/PROTRAN (43XX&937X) Com. 
PLC I-F Drivers DEV/R-T DOS 
PLC I-F Drivers DEV/R-T 082 
POTMAP 

POTMAP caer 

PREDICTOR MAINTIAINABILITY 
PROFS Interface 

PROGRAMABLE LOGIC/MEM 

PS/2 Demo 

PXL/Pixel Graphics 
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VENDOR COOPERATIVE SOFTWARE 


+5758-025 
+5758-Q61 
+5758-062 
+5758-063 
+5758-064 
+5758-065 
+5758-066 
+5758-067 
+5758-068 
+5758-069 
+5758-070 
+5758-175 
+5758-194 
+5758-394 
+5758-395 
+5758-392 
+5758-393 
+5758-391 
+5758-176 
+5758-195 
+5758-397 
+5758-398 
+5758-399 
+5758-396 
+5758-385 
+5758-386 
+5758-368 
5758-CSN 
+5758-D31 
+5758-341 
+5758-342 
5758-1AD 
5758-CAV 
5758-CAD 
5758-CDD 
5758-CAM 
5758-MAH 
5758-MAK 
5758-MAN 
5758-MA 
5758-MA 
5758-MAB 
5758-MAI 
5758-MAL 
5758-MAO 


PXL2/Pixel Graphics Runtime 
Q-Chart (PS/2 oc RT 1) 
Q-Chart (PS/2 or RT 2-3 
Q-Chart (PS/2 orc RT 4-8 
Q-Chart (PS/2 oc RT 9-20) 
Q-Chart (RT 21-40) 
Q-Plan (PS/2 or RT 1) 
Q-Plan (PS/2 or RT 2-3 
Q PS/2 or RT 4-8 
Q PS/2 or RT 9-20) 
Q RT 21-4)) 
Quality Ctrl Reporting oe 
ity Ctrl Reportin SC 
Quarterdeck DESHview3 6-3.50 
Quarterdeck DESQview386-5.25 
Quarterdeck QEMM-386-3.50 
Quarterdeck QEMM-386-5.25 
Qudck.Exp.Mem.Mgr.PS/2-50/60 
Quoting (OC 
aoe ae SC 
Qurtrdk DESQview API PD-5.25 
Qurtrdk DESQview API TK-3.50 
Qurtrdk DESQview API TK-5.25 
Qutrdk DESQview API PD-3.50 
R-T DB Debugger DEV/R-T DOS 
R-T DB Debugger DEV/R-T OS2 
R-T I/F to Lotus DEV/R-T DOS 
Remote User 
Replen./Purchase Mgmt. (S/36) 
Report Gen./Logger R-T DOS 
Report Gen./Logger R-T 082 
Report Writer 
Requirements Programmer MVS1 
Requirements Programmer MVS2 
Requirements Programmer VM1 
Requirements Programmer VM2 
Resource Management Mod. B20 
Resource Management Mod. B30 
Resource Management Mod. B40 
Resource Management Mod. B50 
Resource Managenent Mod. B60 
Resource Managenent/38 
Resource Processor Mod. B20 
Resource Processor Mod. B30 
Resource Processor Mod. B40 


5758-MAR 
5758-MAU 
5758-MAC 
+5758-333 
+5758-334 
+5758-NA2 
5758-TD5 
+5758-TDE 
+5758-016 
+5758-029 


5758-MSO 
+5758-402 
+5758-Q72 
+5758-401 
+5758-404 
+5758-403 
+5758-408 
+5758-411 
+5758-409 
+5758-410 


Resource Processor Mod. B50 
Resource Processor Mod. B60 
Resource Processor/38 
Run-Time Foundation S/W DOS 
Run-Time Foundation S/W OS2 
cee Program 


RA 

RASTER (08/2) 

RCP/Recipe Package 

RCP2/Recipe Package Runtime 

REALBASE 

REALBASE 

REAPMATE te 32n 

REAPMATE (5.25) 

RESULTS (C,Q,C) 

RESULTS »Q,C,P) 

RESULTS (C,Q,P} 

RESULTS (CUTSET) 

RESULTS (CUTSET, QUANTIFY) 

RT for Forms Xpress/36 11-25 

RT Demo 

RT Forms Xpress/36 1-10 

RT Forms Xpress/36 100 plus 

RT Forms Xpress/36 26-100 

RT Forms Xpress/400 1-10 

RT Forms Xpress/400 100 prus 

RT Forms Xpress/400 11-2 
Forms Xpress/400 26-100 

ssh 


aa 


RT 

RVTS t3: 
RVTS (5. 
$/370 ECF Communication 
Sales Ai 

Sales Audit (S/36) 

Sales Desk 

Sales File 

Sales Forms 

Sales Information System 
Sales Inguire 

Sales Mail 

Sales Plan 

SaleMate System Software 
ScanStation 

Scheduling 63 
Scheduling (SC 
Shared Network-MVS 


Vendor Cooperative Software 


VENDOR COOPERATIVE SOFTWARE 


5758-CSA 
+5758-366 
+5758-367 

5758-CSD 
+5758-381 
+5758-382 
+5758-379 
+5758-380 


+5758-004 
+5758-003 


Shared Network-VSE 

Single Network Version 

Small Business Account/AS400 
Small Business Account/AS400 
Small Business Account/AS400 
Small Business Account/AS400 
Space Inventory DOS 

Space Inventory (RT/?C) 
Speakeasy for the PS/2 tecas 
Speakeasy for the PS/2 (Com 
Speakeasy for RT 

Speakeasy for meee 
Speakeasy for V 

ppea easy for XA 

Starter Kit Version 

Stat. Pro. Ctrl. DEV/R-T DOS 
Stat. Process Ctrl. R-T DOS 
Std. Char.-based Interface 
Sup.SW ARTIC Co. DEV/R-T DOS 
Sup.SW ARTIC Co. DEV/R-T OS2 
Sup.SW ARTIC/RIC DEV/R-T DOS 
Sup.SW ARTIC/RIC DEV/R-T OS2 
Synon/2E FOR COBOL RPG 1/4 
Synon/2E FOR COBOL 1/2 
Synon/2E FOR COBOL 1/4 
Synon/2E FOR COBOL, RPG 1/2 
Synon/2E FOR RPG 1/2 
Synon/2E FOR RPG 1/4 

System Coordinator MVS1 
System Coordinator MVS2 
System Coordinator VM1 
System Coordinator-VM2 
PE Teo Chk 

SCD SPECIFIX MDA Pkg. 

SDD Dual Driver Upgrd Pkg. 
SEMS 88400) 

SEMS (PC) 

SEMS -PS/2 

See ane t 

Sane ase 
SHL/Multitasking Shell 
SHL2/Multitasking Shell R-T 
SIM/21 SCHEDULING AS400 
SIMS/21 TE TERBENEG C6CTe 
SIMS/21 ATTENDANCE -PS/2 


5758-ESO 
5758-ESV 
5758-ESK 
5758-E07 
5758-ESR 
5758-ESY 
5758-ESJ 
5758-E06 
5758-ES 

5758-ES 


+5758-064 
+5758-063 

5758-TD?7 
+5758-TDG 
+5758-011 
+5758-024 
+5758-002 
+5758-001 
+5758-134 
+5758-116 
+5758-133 
+5758-115 

5758-IAB 
+5758-007 
+5758-020 


“E17 
+5758-T21 
+5758-T22 
+5758-T23 
+5758-T20 


21 ATTENDANCE AS400 
SIMS/21 ATTENDANCE-PC 

21 FTE Repo sran ($/36) 
SIMS/21 FTE REPORTING -PS/2 
SIMS/21 FTE REPORTING AS400 
SIMS/21 FTE REPORTING PC 
SIMS/21 Grade Rep. (S/36) 
SIMS/21 GRADE REP. -PS/2 
SIMS/21 GRADE REPORTING 
SIMS/21 GRADE REPORTING - PC 
SIMS/21 Registration (S/36) 
SIMS/21 REGISTRATION -PC 
SIMS/21 REGISTRATION -PS/2 
SIMS/21 REGISTRATION ae 
SIMS/21 Scheduling(S/36 
SIMS/21 SCHEDULING - PC 
SIMS/21 SCHEDULING -PS/2 
SKILLPAC ae 
SKILLPAC (5.25 ) 
SMTP Gateway/MVS 
SMTP Gateway/VM 
SPANS 


SPANS (0OS/2) (all modules) 
SPC/Statistical Proc Control 
SPC2/Statistical Pro Ctrl RT 
SPD Dual Driver Pkg. 

SPX Base-line ane 
STAT/PROTRAN (30 x3 Aca. 
STAT/PROTRAN (30XX) Com. 
STAT /PROTRAN A 3XKE9 STK Gon. 
STAT/PROTRAN (43XX&937X)Com. 
STATnet System Manager 
SX1/Expanded SCADA Kg. 
SX2/R-T Expanded SCADA Pkg. 
TaskStation 

TechLib-ECL 

TechLib-FAST 

TechLib-HCMOS 

TechLib-TTL 

Telemarketing Module 
Telemarketing Module LAN 
Termi. Emu. PS/2 Qty 17-24 
Termi. Emu. PS/2 Qty 25-32 
Termi. Emu. PS/2 Qty 33-64 
Termi. Emu. PS/2 Qty 9-16 


Vendor Cooperative Software 


VENDOR COOPERATIVE 


+5758-T19 
5758-TAB 
5758-LSF 
S/307ETL 
S/58-E TI 
5758-ETK 
5758-ETL 
+5758-L57 
5758-TAD 
5758-LSD 
5758-LSC 
+5758-L58 
+5758-353 
5758-EIA 
5758-EIB 
5758-SDC 
5758-SDG 
+5758-S35 
+5758-S36 
+5758-S34 
+5758-TO1 
+5756=103 
+5758-T04 
+5758-TO5 
+5758-T02 
+5758-T11 
+5758-T13 
+5758-T14 
+5758-T12 
+5758-T06 
+5758-T08 
+5/758-T09 
+5758-T10 
+5758-TO7 
+5758-T16 
+5758-T17 
+5758-T18 
+5758-T15 
5758-TAU 
5758-TAT 
5758-TAV 
+5758-TD8 
5758-S20 
+5758-U08 
+5758-U09 


SOFTWARE 


Termi. Emulator/PS/2 Qty 1-8 
Time & Attendarce 

Time & Expense (AS400) 

Time & Expense AS/400 

Time & Expense AS/400 

Time & Expense AS/400 

Time & Expense AS/400 

Time Accural Mcodule (S/38) 
Time Balance & Cost Alloc. 
Time Management System/34-36 
Time Management System/36-PC 
Tip Allocation Module (S/38) 
Touch Screen I/F DEV/R-T DOS 
Touchstone t2 . 

Touchstone (5.25 

Transaction Cor.trol-MVS 
Transaction Cor.trol-VSE 
Trust/Funding F-30/40 
Trust/Funding F-50/60 
Tust/Funding  B-10/20 

TBL for the RT Qty 1-8 

TBL for the RT Qty 17-24 

TBL for the RT Qty 25-32 

TBL for the RT Qty 33-64 

TBL for the RT Qty 9-16 

TBL for PS/2 Qty 1-8 

TBL for PS/2 Qty 17-24 

TBL for PS/2 Qty 25-32 

TBL for PS/2 Qty 9-16 

TBL ADD COPIES /RT Qty 1-8 
TBL ADD COPIES /RT Qty 17-24 
TBL ADD COPIES /RT Qty 25-32 
TBL ADD COPIES /RT Qty 33-64 
TBL ADD COPIES /RT Qty 9-16 
TBL ADD COPIES PS/2 Qty 9-16 
TBL ADD COPIES PS/2 Qty17-24 
TBL ADD COPIES PS/2 Qty25-32 
TBL ADD COPIES; PS/2 Qty 1-8 
TEC/2 Terminal Emul. (Site) 
TEC/2 Terminal Emulation 
TEC/2 TECNET Support 
TIP-DART 

TOSHIBA 

TPMS ey Model A353 

TPMS (AS/400 Model B35 


+5758-U10 
+5758-U11 
+5758-U12 
+5758-U13 
+5758-C54 
+5758-C55 
+5758-C56 
+5758-C57 
5758-516 
5758-S18 
5758-TD2 
+5758-TDB 
5758-TTC 
5758-TTA 
+5758-187 
5758-CSC 
5758-CRF 
5758-CRL 
5758-CRR 
5758-CRB 
5758~-CRH 
5758-CRN 
5758-CRC 
5758-CRI 
5758-CRO 
5758-CRA 
5758-CRG 
5758-CRM 


5758-CS6 
+5758-061 
+5758-062 
+5758-035 
+5758-037 
+5758-039 


TPMS (AS/400 Model B50 
TPMS (AS/400 Model B60 
TPMS (AS/400 Model B70 


TPMS ieee Model a 
TPN 200-499) 


wn 


TPN (MF 500+) 
TPN (9370 200-499) 
TPN (9370 500+) 
TTL/LS 

TTL, HD74HC 

TYDiG 


TYDIG (OS/2) 

Unisys Series to COBOL MS 
Unisys Series to COBOL (VM) 
Upgrade from M.S.A. to M.SPC 
Upgrade to Internetwork Ver. 
Using AS 

Using AS 

Using AS 

Using Displaywrite/370 
Using Displaywrite/370 
Using Displaywrite/370 
Using Displaywrite/370-PROFS 
Using Displaywrite/370-PROFS 
Using Deepa einele/ OTE ROKS 
Using PROFS 

Using PROFS 

bare PROFS 

UBA(S/36) 

UBAS (AS400) 

UBAS (PC) 

UBAS (PS/2) 
VECTOR 

VECTOR alee 
WIPTRACK (MODEL B10/B20) 
WIPTRACK (MODEL B30 
WIPTRACK (MODEL B40 
WIPTRACK (MODEL B50 
WIPTRACK (MODEL B60 
WIPTRACK (MODEL B70 

X.400 Gateway-Model 10 
X.400 Gateway-Model 20 
100-010/BASIC Node Bos: 
100-020/SCADA Node (DOS 
100-030/Data Con. Node (DOS) 


Vendor Cooperative Software 


VENDOR COOPERATIVE SOFTWARE 


+5758-040 
+5758-042 
+5758-044 
+5758-052 
+5758-054 
+5758-208 
+5758-210 
+5758-046 
+5758-048 
+5758-211 
+5758-050 
+5758-213 
+5758-214 
+5758-389 
+5758-390 

5758-CSH 
+5758-U80 
+5758-036 
+5758-038 
+5758-041 
+5758-043 
+5758-045 
+5758-053 
+5758-207 
+5758-209 
+5758-047 
+5758-049 
+5758-212 
+5758-051 


200-010/Char. Graph. (DOS) 
200-020/Pixel Graph. (DOS) 
200-030/Hist. Trend Dos} 
200-050/Control Blocks (DOS) 
200-060/Batch Blocks (DOS) 
200-070/SPC Blocks (DOS) 
200-080/Mult ARTIC Bup (DOS) 
200-090/Report Gen. ( 5s) 
200-100/Prog. Sched. (DOS) 
200-110/C DataBase ioe thes 
200-140/Recipe Handler (DOS 
300-410/FIX DMACS I/0 Dri.T 
400-010/FIX 2.3 Bridge 
41-DESQview Appl. Mgr. -3.50 
41-DESQview Appl. Mgr.-5.25 
500 Users Version 
6CCELL IDS 9-16 Users ee 
600-010/BASIC Node $08 33 
600-020/SCADA Node (0S/2 
700-010/Char. Graph. (0S/2 
700-020/Pixel Graph. (OS 
700-030/Hist. Trend (OS 
700-050/Control Blocks ( 
700-055/Batch Blocks (0 
700-070/SPC Blocks (0S/ 
700-090/Report Gen. (OS 
700-100/Prog. Sched. (0 
700-110/C DataBase fcee 
700-140/Recipe Handler 


AW Row e™. —T PO™. 


6 
S 
2 
/ 
S 
O 
0 


Section 3. KEYWORD . Section3. KEYWORD 3-1 


Keyword | 


This section lists Program Order Numbers and 
Titles alphabetically by keyword. A general word 
from the program title, a word that is associated 
with the title, or an acronym (Short name) may all 
be used as keywords. To locate the Program 
Order Number, simply scan the keyword columns 


of the page. Programs with the same keyword are 
grouped together in Program Order Number 
sequence. Programs may appear under more than 
one keyword. For general product information 


refer to Section Five. 


Section3. KEYWORD 3-2 


KEYWORDS - ALPHABETIC SEQUENCE 


ACA ACCELL/CP 
+5758-SPF Speakeasy for the PS/2 (Aca) +5758-U66 ACCELL/CP (PS/2) DL 
+5758-U39 ACCELL/CP 1-8 To TACT STA 
ACADEMIC +5758-U42 ACCELL/CP 1-8 To 33-64(RT)DL 
5799-CGZ Academic Information System 4.2 +5758-U45 ACCELL/CP 1-8 To 65+ (BT) DL 
+5758-U36 ACCELL/CP 1-8 To 9-16 (RT)DL 
ACC OS/2 +5758-U21 ACCELL/CP 1-8 Users Say DL 
+5758-212 700-110/C DataBase Acc(0S/2) +5758-U60 ACCELL/CP 17-32 To 65+(RT)DL 
+5758-U27 ACCELL/CP 17-32 Users (RT)DL 
ACC. DOS +5758-U57 ACCELL/CP 17-32T033-64(RT)DL 
+5758-211 200-110/C DataBase Acc. (DOS) +5758-U63 ACCELL/CP 33-64 To 65+(RT)DL 
+5758-U30 ACCELL/CP 33-64 Users (RT)DL 
ACCELL +5758-U33 ACCELL/CP 65+ Users ay L 
+5758-U67 ACCELL IDS tps 33 DL +5758-U54 ACCELL/CP 9-16 To 65+ (RT)DL 
+5758-UA9 ACCELL IDS (PS/2) RL +5758-U48 ACCELL/CP 9-16 To17-32(RT)DL 
+5758-U46 ACCELL IDS 1-8 To 65+ (RT)DL +5758-U51 ACCELL/CP 9-16 To33-64(RT)DL 
+5758-U94 ACCELL IDS 1-8 To 65+ (RT)RL +5758-U24 ACCELL/CP 9-16 Users (RT) DL 
+5758-U37 ACCELL IDS 1-8 To 9-16(RT)DL +5758-U68 PC Charge ACCELL/CP 1-5 
+5758-U88 ACCELL IDS 1-8 To 9-16(RT)RL +5758-U73 PC Charge ACCELL/CP 101-150 
+5758-U40 ACCELL IDS 1-8 Tol7-32(RT)DL +5758-U70 PC Charge ACCELL/CP 11-25 
+5758-U90 ACCELL IDS 1-8 Tol7-32(RT)RL +5758-U74 PC Charge ACCELL/CP 151-200 
+5758-U43 ACCELL IDS 1-8 To33-64(RT)DL +5758-U75 PC Charge ACCELL/CP 201-300 
+5758-U92 ACCELL IDS 1-8 To033-64(RT)RL +5758-U71 PC Charge ACCELL/CP 26-50 
+5758-U22 ACCELL IDS 1-8 Users tet DL +5758-U76 PC Charge ACCELL/CP 301+ 
+5758-U78 ACCELL IDS 1-8 Users (RT) RL +5758-U72 PC Charge ACCELL/CP 51-100 
+5758-U61 ACCELL IDS 17-32 To65+(RT)DL +5758-U69 PC Charge ACCELL/CP 6-10 
+5758-UA5 ACCELL IDS 17-32 To65+(RT)RL 
+5758-U28 ACCELL IDS 17-32 Users(RT)DL ACCELL/SQL 
+5758-U82 ACCELL IDS 17-32 Users(RT)RL +5758-U65 ACCELL/SQL e433 DL 
+5758-U64 ACCELL IDS 33-64 To65+(RT)DL +5758-UA8 ACCELL/SQL (PS/2) RL 
+5758-U31 ACCELL IDS 33-64 Users(RT)DL +5758-U44 ACCELL/SQL 1-8 To 65+ (RT)DL 
+5758-U84 ACCELL IDS 33-64 Users(RT)RL +5758-U93 ACCELL/SQL 1-8 To 65+ (RT)RL 
+5758-UA7 ACCELL IDS 33-64To 65+(RT)RL +5758-U35 ACCELL/SQL 1-8 To 9-165(RT)DL 
+5758-U34 ACCELL IDS 65+ Users RT DL +5758-U87 ACCELL/SQL 1-8 To 9-16(RT)RL 
+5758-U86 ACCELL IDS 65+ Users (RT) RL +5758-U38 ACCELL/SQL 1-8 Tol7-32(RT)DL 
+5758-U55 ACCELL IDS 9-16 To 65+(RT)DL +5758-U89 ACCELL/SQL 1-8 Tol7-32(RT)RL 
+5758-UA1 ACCELL IDS 9-16 To 65+(RT)RL +5758-U41 ACCELL/SQL 1-8 T033-64(RT)DL 
+5758-U25 ACCELL IDS 9-16 Users (RT)DL +5758-U91 ACCELL/SQL 1-8 To33-64(RT)RL 
+5758-U49 ACCELL IDS 9-16To17-32(RT)DL +5758-U20 ACCELL/SQL 1-8 Users RT DL 
+5758-U96 ACCELL IDS 9-16To017-32(RT)RL +5758-U77 ACCELL/SQL 1-8 Users (RT) RL 
+5758-U52 ACCELL IDS 9-16T033-64(RT)DL +5758-U59 ACCELL/SQL 17-32 To65+(RT)DL 
+5758-U98 ACCELL IDS 9-16T033-64(RT)RL +5758-UA4 ACCELL/SQL 17-32 To65+(RT)RL 
+5758-U58 ACCELL IDS17-32T033-64(RT)DL +5758-U26 ACCELL/SQL 17-32 Users(RT)DL 
+5758-UA3 ACCELL IDS17-32T033-64(RT)RL +5758-U81 ACCELL/SQL 17-32 Users(RT)RL 
+5758-U62 ACCELL/SQL 33-64 To65+(RT)DL 


Keywords - Alphabetic Sequence 3-3 


KEYWORDS - ALPHABETIC SEQUENCE 


ACCELL/SQL (Continued) ACCOUNTING | (Continued) 
+5758-U29 ACCELL/SQL 33-64 Users(RT)DL 5785-GBE COPICS Inventory Accounting II Rl 
+5758-U83 ACCELL/SQL 33-64 Users (RT)RL 5740-DC2 Data Processing Accounting for IMS/VS 
+5758-UA6 ACCELL/SQL 33-64To 65+(RT)RL 5727-D48 Distributors Mgt Acctg - Accts Pay 
+5758-U32 ACCELL/SQL 65+ Users tee DL 5727-D42 Distributors Mgt Acctg - Accts Rec 
+5758-U85 ACCELL/SQL 65+ Users (RT) RL 5727-D41 Distributors Mgt Acctg - Billin 
+5758-U53 ACCELL/SQL 9-16 To 65+(RT)DL 5727-D47 Distributors Mgt Acctg - Gen bed er 
+5758-U99 ACCELL/SQL 9-16 To 65+(RT)RL 5727-D43 Distributors Mgt Acctg - Inv Ctrl: 
+5758-U23 ACCELL/SQL 9-16 Users (RT)DL 5727-D46 Distributors Mgt Acctg - Inv Mgmt 
+5758-U79 ACCELL/SQL 9-16 Users (RT)RL 5727-D49 Distributors Mgt Acctg - Payroll 
+5758-U47 ACCELL/SQL 9-16To17-32(RT)DL 5727-D45 Distributors Mgt Acctg - Purchasin 
+5758-U95 ACCELL/SQL 9-16To17-32(RT)RL 5727-D44 Distributors Mgt Acctg - Sales Anal sis 
+5758-U50 ACCELL/SQL 9-16T033-64(RT)DL 5668-969 Financial Open Item Acct A/R A/P 23 
+5758-U97 ACCELL/SQL 9-16T033-64(RT)RL 5798-RWT Fixed Asset Accounting & Bontrel System 
. . . 5793-AFX Info Sys for Attorneys - Accts Payable 
ACCELL/SQL17-32 5727-XB6 paven ory Accountin 
+5758-U56 eee SOL 17-33 Toa ce COTS 5706-084 NetView Network Call Accountin 
+5758-UA2 ACCELL/SQL17 -32T033-64(RT)RL 5746-F54 Open Item Accounting A/R A/P RS 
5710-GA9 Public Sector Accounting System 
ACCOUNT/AS400 5710-GA6 Public Sector Acctg Sys - Utility Acctg 
~5758-ETE Small Business Account/AS400 5710-GA4 Public Sector Budgeting / Accounting 
5758-ETF Small Business Account/AS400 5710-GA7 Public Sector pudger sng f Accounting : 
5758-ETG Small Business Account/AS400 5710-GA5 Public Sector Payroll ersonnel Acctg 
5758-ETH Small Business Account/AS400 5710-GA8 Public Sector Payroll & Personnel Acctg 
+5688-163 Relational Inventory Accounting 
ACCOUNTING  5727-M6A Revenue Accounting 
6317-051 Acctg Assistant Series - A/R and eeeeaee 5729 -M6X S/36 Construction Management/Acctg Syste 
6317-050 Acctg Assistant Series - Accounts Payab 5729-M68 S/36 CMAS Accounts Payable 
6467-004 Acctg Assistant Series - Accounts Payabl 5796-TDL S/36 PC Career School Admin. System II 
6317-049 Acctg Assistant Series - General Acctg 5796-TDN S/36 PC Career School Admin. System II 
6467-003 Acctg Assistant Series ~ General Acctg _ 5706-078 8/38 Application Control System 
6317-053 Acctg Assistant Series - Inv Ctl & Purch 5706-080 S/38 Employee Management System 
6467-007 Acctg Assistant Series - Inv Ctl & Purch 5706-079 S/38 Financial Management yorem 
6317-054 Acctg Assistant Series - Job Costing 5706-082 S/38 Fixed Asset Inventory gece 
6467-008 Acctg Assistant Series - Job Costing 5706-083 S/38 Student administration System 
6317-052 Acctg Assistant Series - Payroll Edition 5706-081 S/38 Warehouse Inventory System 
6467-006 reas Assistant Series - Payroll Edition 5710-D03 eye atlas Hotel Resv. & Guest Acct SysII 
5728-M6A AS/400- CMAS Revenue Accounting 5796-ZQP SYS/36 PSAS Accounts Receivable 
5728-L01 AS/400 Hotel Reservations & Guest Acctg 5796-ZQD SYS/36 PSAS-Accounts Receivable 
5758-ETB Client Accounting (5.25) 5796-ZQC SYS/36 PSAS-Fixed Assets Control 
5758-ETA Client ec count ans 8.0) 5796-ZQN SYS/36 PSAS-Fixed Assets Control 
5746-F66 Commercial Bank Club Accounting 
5746-F68 Commercial Bank Commercial Loan Acctg ACCURAL 
5746-F62 Commercial Bank Beyinee Accountin +5758-L57 Time Accural Module (S/38) 
5796-ATH CADAM (R) Accounting Information Module \ 


Keywords - Alphabetic Sequence 3-4 


ACE/APPL. 
+5758-008 


ACE2/R-T 
#5/756°021 


ACF 
5668-754 
5740-XY3 


ACF/NCP 
5667-124 
5668-854 
5668-738 
5735-XXB 
5668-951 
5688-035 


ACF /NCP/VS 
5799-WRF 


ACF /NETWORK 
5667-124 


ACF/SSP 
5665-338 
5664-289 
5666-322 


ACF /TCAM 
5735-RC1 
5665-314 


ACF /VTAM 
5665-313 
5684-052 
5664-280 
5665-289 
5666-313 

+5685-085 
5747-CG2 
5747-CF1 


cO 
5759-026 


KEYWORDS - ALPHABETIC SEQUENCE 


ACE/Appl. Control Engine 
ACE2/R-T Appl Ctrl Engine 


ACF f Network Control Program V4 Subset 
ACF Telecommunications Control System 


ACF/Network Control Program Version 3 
ACF/NCP V4R2 

ACF/NCP V5R2.1 

Emulation Program R5 

Non-SNA Interconnection to 3725 V3 
X.25 NPSI V3R2 for VSE 


S.W.I.F.T. for ACF/NCP/VS 
ACF/Network Control Program Version 3 


ACF/SSP V3R4.1 for MVS 
ACF/SSP V3R4.1 for VM 
ACF/SSP V3R4.1 for VSE 


ACF/TCAM - Version 1 
ACF/TCAM - Version 3 


CF/VTAM Version 3 Rel 2 
anes VM/9370 Enhancements 


ACF/VTAM V3R2 

ACF/VTAM V3R2 

ACF/VTAM V3R3 for MVS/ESA 
VTAM SCP for ACF/VTAM 
VTAM SCP ACF/VT 
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Automated Console Operations 


Keywords - Alphabetic Sequence 


5799-BEW 
5799-BEJ 
5799-CAF 


ACTIVATED 
6280-742 


ACTIVITY 
+5799-DKK 


ACTUAL 


5706-163 


AD/CYCLE 
+5621:-0035 
+5621-004 
+5688-171 
+5688-170 
+5688-036 
+5665-461 
+70F9-246 
+70F9-245 


A 
+5799-DCP 


5709-027 


ADA/6000 
+5706-291 


ADAPTER 
6024-202 


Airline Control Progrim ACP 
ACP Programming Language/Transaction 1.1 
ACP Transaction Processing 


Advanced Control Syst2m ACS 
Advanced Control Syst2m - Host ACS 
Interactive Schematics Builder for ACS 


Voice - Activated Key>ooard Utility 
PlantControl Production Activity Edition 


Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 


AD/Cycle - TIRS Development/2 
AD/Cycle - TIRS Ae Cr 
AD/Cycle TIRS Builder/370 

edi baat TIRS Runtime/370 
DevelopMate V1R1 for MVS 

Repository Manager/MVS V1R1 

Software alysis Test Tool Vl 
Workstation Interactive Test Tool Vl 


Ada AIX/RT V1R1.2 Compiler & Library 
Ada AIX/RT V1R1.2 Run-time Library 
Ada Compiler MVS 

Ada Compiler VM/CMS 

Ada Cross Compiler VM to MVS 

Ada Run-Time Library MVS 

Ada Run-Time Library VM/CMS 


AIX Ada/6000 


Data Acquisition and Control Adapter 


ADAPTER 
6024-201 
5798-FBD 


DCS 
5735-XR2 


ADD 

+5758-T06 
+5758-T08 
+5758-T09 
+5758-T10 
+5758-T07 
+5758-T16 
+5758-T17 
+5758-T18 
+5758-T15 


ADDITONAL 
5758-CSJ 


ADDRESS 
+5758-J18 
5799~-TBY 


ADJUSTMENT 
5758-TAC 


ADJUSTMENTS 
5798-CLD 


ADMINISTRATION 


49F4-723 
49F4-724 
6024-980 
5798-DHB 
6428-087 
+5685-136 
5796-TDE 
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General Purpose Interface Bus Adapter 
IMS LU 6.1 Adapter for LU 6.2 Applicatio 


Advanced Data Communication for Stores 


TBL ADD COPIES /RT Qty 1-8 

TBL ADD COPIES /RT Qty 17-24 
TBL ADD COPIES /RT Qty 25-32 
TBL ADD COPIES /RT Qty 33-64 
TBL ADD COPIES /RT Qty 9-16 

TBL ADD COPIES PS/2 Qty 9-16 
TBL ADD COPIES PS/2 Qty17-24 
TBL ADD COPIES PS/2 Qty25-32 
TBL ADD COPIES/ PS/2 Qty 1-8 


MS Windows Additonal User 


JDE Address Book (Mod 35) 
RPS Address Translation Version 3 


Labor Time Adjustment 
CPCS Online Adjustments - II 


AS/400 System Administration and Control 
AS/400 System Administration and Control 
Classroom LAN Administration Sys V1.20 
DPCX Automated Administration Activities 
Instructional System - Administration 


MVS/Central Node Administration Tool Rl 
36 School Ad 


Career 
Career 
Career 
Career 
Career 
Career 
Career 


Keywords - Alphabetic Sequence 


School 
School 
School 
School 
School 


School : 


min. 
Admin. 
Admin. 
Admin. 
Admin. 
Admin. 
Admin. 


System 


System I 


System 
System 
System 
System 
System 


Il 


RH et Rt Rt Rd 
Ri ett Hd 
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ADMINISTRATION 


5796-TDN 
5796-TDP 
5706-083 
5735-D62 


ADMINISTRATIVE 
5714-WP1 


5748-F55 


ADPS/M 
5664-479 
5665-479 
5664-365 


ADPS/P 
5664-479 
5665-479 
5664-365 
5664-480 
5665-480 
5664-366 


DRS 
5668-897 


ADRS-ITI 
5796-PLN 


DT 
5728-PW1 


ADVANTAGE 
5758-OTA 
5758-OTB 
5758-QTE 
5758-QTF 
5758-OTD 
5758-QTC 
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$/36 PC Career School Admin. System II 
S/36 PC Career School Admin. System II 
S/38 Student Administration System 
3680 Store Systems Administration 


peat Administrative Mgmt 
3600 4700 Administrative Applic 1.3 


ADPS/M MVS 
ADPS/M MVS 
ADPS/M VM 


ADPS/M MVS 
ADPS/M MVS 
ADPS/M VM 
ADPS/P MVS 
ADPS/P MVS 
ADPS/P VM 


Info Center/1 
A Departmental Reporting System II 


Patient Care Sys - appa re Develop. Educ 
Patient Care System S Function Support 
PCS ADS Crossreference 

PCS ADS Data Dictionary Interface 


Application Development Tools 


Math Advantage for PC 

Math Advantage for RT 
Math Advantage for 30XX 
Math Advantage for 3090/VF 
Math Advantage for 43XX 
Math Advantage for 9370 


ADVENTURES 
6024-112 


EC 
5713-ADW 


AF /MRP 
5668-898 


FMT 
5709-032 


AFP 
+5728-FNT 
+5771-AFX 
+5771-AFW 
+5771-AEK 
+5771-AEN 
+5771-AFZ 

5688-104 
5664-312 


AFRIKAANS 
32F8-289 


AGENCY 
5798-ZZE 
6024-065 
7798-ICS 


AIF/PSS 
5658-997 


AIRLINE 
5799-WKG 


AIRLINES 
5798-ZZE 


AIX 
5601-061 
5709-030 

+5706-291 
+5601-253 
+5601-384 
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Adventures in Math (Feature 4112) 

CADAM AEC Design Base 

Master Production Schedule Planning 
EMCS Advanced Function Management Tools 


Advanced Function Printing Fonts 
AFP Japanese Font 

AFP Korean Font 

AFP Simplified Chinese Font 

AFP Thai Font 

AFP Traditional Chinese Font 
PostScript Interpreter for AFP R2 
Print Services Access Facility/VM 


Afrikaans Dictionary 


EDX Communications Facility - Airlines 
Insurance Agency System 
Insurance Communication Service 


PSS Application Installation Facility 
Airline Control Program ACP 
EDX Communications Facility - Airlines 


Advanced Interactive Executive V2Ze2 
AIX Access for DOS Users 

AIX Ada/6000 

AIX Network Management /6000 

AIX NextStep Environment /6000 
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AIX 


+5621-013 
+5601-263 
5713-AEP 
5713-AFC 
5713-AEY 
5713-AET 
5713-AFG 
5713-AFH 
5713-AFD 
5713-AFK 
5713-AEW 
5713-AFE 
5706-036 
5706-035 
5713-AFA 
5713-AEZ 
5713-AEQ 
5713-AER 
5601-202 
5713-AEX 
+5601-287 
+5730-078 
+5601-258 
+5601-259 
+5756-030 
+5601-457 
+5601-248 
+5601-266 
+5601-254 
+5601-251 
.+5601-260 
+5601-256 
+5601-257 
+5601-386 
+5601-408 
5601-066 
LIF S252 
+5601-401 
+5601-406 
+5601-414 
+5601-412 
+5601-411 
+5621-011 
5601-279 
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AIX Optimization Subroutine Library/6000 
AIX Personal Computer Simulator/6000 
AIX PS/2 pepper eaerou Cevelopment Toolkit 
AIX PS/2 C Language 

AIX PS/2 DOS ee 

AIX PS/2 INmail/INed/INnet/FTP 

AIX PS/2 Network File System V1.2 

AIX PS/2 Operating System Extensions 
AIX PS/2 Text Formatting System 

AIX PS/2 ae Geos Computing Facility 
AIX PS/2 TCP/IP V1.2 

AIX PS/2 Usability Services 

AIX PS/2 VS COBOL Compiler 

AIX PS/2 VS COBOL Run Time Environment 
AIX PS/2 VS FORTRAN 

AIX PS/2 VS Pascal 

AIX PS/2 V1.2 (1-2 User Option) 

AIX PS/2 Workstation Host Interface Pgm 
AIX PS/2 XK.25 V1.2 

AIX PS/2 X-Windows 

AIX SNA Services/6000 

AIX Viaduct for AS/400 

AIX VS COBOL Compiler,’6000 

AIX VS COBOL Run Time Environment /6000 
AIX V3 for RISC System/6000 

AIX Xstation Manager/6000 

AIX XL FORTRAN Compiler/6000 

AIX XL FORTRAN Run Time Environment /6000 
AIX XL Pascal Compile::/6000 

AIX XL Pascal Run Time Environment /6000 
AIX 3270 Host Connection Program/6000 
AIX 3278/3279 Emulation/6000 

AlXwindows Environment/6000 

Computer Graphics Interface Toolkit/6000 
Embedded SQL Preprocessor for FORTRAN 
EMCS -- AIX 

IBM AIX Access for DOS Users 

INGRES VS for AIX for RISC System/6000 
eseeeeee 

INGRES / 

INGRES/PCLINK (Host Module) 
INGRES/Visual Graphics 

JSB MultiView for AIX 

JSB MultiView for AIX PS/2 
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AIX (Continued) AIXWINDOWS 
+5601-469 Optimization Subroutine pipE ety AIX PS/2 +5601-263 AIX Personal Computer aa ae 
+5601-230 Personal Ee ae: Arce noumens nterface +5601-257 AlXwindows Environment/600 
5601-330 SAMNA P IV for A eh 
37F6-335 SY-TOS 3 (AIX PS/2 ; AIX/RT) ALARM 
+5758-339 Alarm Super./Logger R-T DOS 
AIX PS/2 +5758-340 Alarm Super./Logger R-T 0S2 
5713-AEP AIX PS/2 CPhanguage Development Toolkit 
5713-AFC AIX PS/2 C aneuses LERT 
5713-AEY AIX PS/2 D Te 5793-AJL Enhanced Alert Monitor 
5713-AET AIX PS/2 tNmaii/ Ned/INnet /FTP 7752-205 NetView/PC ROLM Alert Monitor 
5713-AFH AIX PS/2 Operating System Extensions 
5713-AFD AIX PS/2 Text Formatting System ALFORM 
5713-AEW AIX PS/2 TCP/IP V1.2 +5695-002 Alform/CICS/MVS 
5713-AFE AIX PS/2 Usa eat Services +5686-039 Alform/CICS/VSE 
5713-AFA AIX PS/2 VS FORTRAN 
5713-AEZ AIX PS/2 ve Sar Se ALFORM/CICS/MVS 
5713-AEQ AIX PS/2 V1.2 (1-2 User Option) +5695-002 Alform/CICS/MVS 
5713-AER AIX PS/2 Wotkataticn Host Interface Pgm 
5713-AEX AIX PS/2 X-Windows ALFORM/CICS/VSE 
5713-AFL AIX/370 Advanced Interactive Executive +5686-039 Alform/CICS/VSE 
+5601-540 Personal graPHIGS Programming Interface SeRok 
IX/RT 6024-307 Peeper ne for Geometry and Algebra 
+5799-DCP Ada AIX/RT V1R1.2 Compiler & Library 6024-775 P lgebra Series V1 Algebra I: Part 
+5799-DCN Ada AIX/RT V1R1.2 Run-time Library 6024-855 PC Algebra Series V1 Algebra I: Part 
5601-160 AIX/RT Distributed Services R1.2 6024-859 PC Algebra Series V1 Algebra I: Part 
5601-159 AIX/RT Network File System V1.1 6024-776 PC Algebra Series V1 Algebra I: Part 
5601-191 AIX/RT Personal Computer AT Simulator 6024-856 PC Algebra Series V1 Algebra I: Part 
+5621-006 AIX/RT TIRS Development 6024-860 PC Algebra Series V1 Algebra I: Part 
+5621-005 AIX/RT TIRS Runtime 6024-777 PC Algebra Series V1 Algebra II: Part 
5706-026 AIX/RT VS COBOL Compiler 6024-854 PC Algebra Series V1 Algebra II: Part 
5706-025 AIX/RT VS COBOL Run Time Environment 6024-861 PC Algebra Series V1 Mi eebra II: Part 
5601-189 AIX/RT Workstation Host Interface V1.1 6024-778 PC Algebra Series V1 Algebra II: Part 
5601-125 ATeORT X-Windows V2.1 6024-853 PC Algebra Series V1 Algebra II: Part 
5799-DGC T XL FORTRAN Compiler 6024-862 PC Algebra Series V1 Algebra II: Part 
5713-AFR SOLANET TCP/IP. Protocol Device Driver 
37F6-335 TOS V3 (AIX PS/2 & AIX/RT) ALGORITHM 
ATX/TC 5665-433 Algorithm Generation Language V2R2 
5713-AFK AIX PS/2 Transparent Computing Facility IS 
+5758-AP9 Alis / PC 
IX/370 +5758-AP5 Alis / PS/2 iid G User) 
5713-AFL AIX/370 Advanced Interactive Executive +5758-AP8 Alis / PS/2 Users) 
5688-046 AIX/370 Network File System +5758-AP6 Alis / PS/2 4 Users) 


ALIS 
+5758-AP7 
+5758-AP1 
+5758-AP4 
+5758-AP2 
+5758-AP3 


ALLEN-BRADLEY 


+5601-151 
5719~-THC 


ALLOC. 
5758-TAD 


ALLOCATION 
5665-394 
+5758-L58 


ALLOCATIONS 
+5758-L48 


ALPHA 
5736-N14 
5714-XR1 


ALPHABET 
6024-340 


AMERICAN 
6024-875 
6024-894 


AML 
7505-AAN 
7505-CAC 
7505-CAF 
7505-CAA 


AML/2 
53 05-CAC 


7505-CAF 
7505-CAA 


ANA 
+5758-L47 
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Alis / PS/2 (1-8 Users 
Alis / RT (Single User 
Alis / RT (1-12 Users) 
Alis / RT (1-4 Ueers) 
Alis / RT (1-8 Users 


Communication Protocol Programs/A 
EDX to Allen-Bradley (R) Controllers 


Time Balance & Cost Alloc. 


INFOREM III Allocation 
Tip Allocation Module (S/38) 


Cost Allocations Mod. (8/38) 


Alpha Search Inquiry System 
Display Information Alpha Search 


Principle of the Alphabet Literacy Systm 


VALE Version 1.00 - South American 3.5" 


VALE Version 1.00 - South American 5.25" 


AML Entry V4.1 

AML/2 Application Development Environ. 
AML/2 Application Simulator 

AML/2 Manufacturing Control System 


AML/2 Application Development Environ. 
AML/2 Application Simulator 
AML/2 Manufacturing Control System 


Led/Rep Wrtr/Rat Ana (S/38) 
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ANALYZER 
5798-CFP 


ANIMATION 
49F4-704 


NO 
5759-025 


ANSI 
6024-200 


ANSI 74 
5706-036 
5706-035 


ANSI 85 
5706-036 
5706-035 


ANSI/TEEE-488 
60 


24-201 


ANSWER /DB 
5798-DWG 


ANYTHING 
6024-304 


APAR SEARCH 
5665-950 


APF /36 
5727-AP1 


API 
+5688-099 
+64F6-916 
+5758-397 
+5758-398 
+5758-399 
+5758-396 

6280-743 
75X1-087 


CICS Performance Analyzer II 
Storyboard Plus V2.0 

SolutionPac NetView for VSE 

FORTRAN 77 Professional ANSI Comp+Libr 


AIX PS/2 VS COBOL Compiler 
AIX PS/2 VS COBOL Run Time Environment 


AIX PS/2 VS COBOL Compiler 
AIX PS/2 VS COBOL Run Time Environment 


General Purpose Interface Bus Adapter 
Answer/DB (R) for PC Products 

I Can Be Anything 

Information / Access Vl 

5224 / 5225 Advanced Printer Function 


CIM Communications & Data Facility V1iR1 
IBM CAD API Feature 

Qurtrdk DESQview API PD-5.25 

Qurtrdk DESQview API TK-3.50 

Qurtrdk DESQview API TK-5.25 

pa DESQview API FD-3.50 

oice Communications API Reference 
3270-PC High-level Language API 3.1 


APL/DI 
5668-897 


APL/DI II 


5796-PNG | 


5796-PNJ 


APL2 
5748-AP1 
5688-003 
5771-ADB 
5668-899 


APPC | 
5732-025 
5799-WYK 

~5799-WYL 
5719-EAC 


APPETIT 
5758-BBE 
5758-BBF 
5758-BBA 
5758-BBB 


APPLIX 

- +5758-AP9 
+5758-AP5 
+5758-AP8 
+5758-AP6 
+5758-AP7 
+5758-AP1 
+5758-AP4 
+5758-AP2 
+5758-AP3 


APT 
5740-M53 
5796-ATE 
5796-BDT 
5668-905 


APT-EDIT 
+5732-043 
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Info Center/1 


APL Data Interface - Version II 
APL Data Interface II for TSO 


A a lahas r et ea - APL 

APL2 Application Environment Ver.1 Rel.3 
APL2 Fonts (Source or Object) 

APL2 Ver.1 Rel.3 


Advanced Program to Program Comm R5 
APPC Multiple LU Support 

APPC Multiple LU SUPE 
Series/1 EDX Token-Ring Interface Pgm 


Bon Appetit 
Bon Appetit 


Seno 
AS/400-9406 


Bon Appetit (S/36 3.5 ) 
Bon Appetit (S/36-5.25 ) 
Alis / PC 

Alis / PS/2 eet ay User) 
Alis / PS/2 (1-12 Users) 
Alis / PS/2 (1-4 Users 
Alis / PS/2 (1-8 Users 
Alis / RT (Single User 
Alis / RT (1-12 Users) 
Alis / RT (1-4 Ce 
Alis / RT (1-8 Users 


APT Advanced Contouring Release 4.1 
CADAM APT Interface 

CADAM APT Source Geometry R21 

Graphical Display and Query Facility 5.0 


System/88 SQL APT-EDIT 
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APT-LIBRARY 
+5732-044 


RABIC 
5799-BGK 


ARCADE 
6024-099 


ARCEDIT 
5758-ERE 


ARCHITECT 
90X5-962 
90X5-963 
90X5-964 
90X5-965 


ARCHITECTURAL 
5706-061 


ARCHITECTURE 
5709-013 
5713-ADB 
5709-015 
5709-018 
5709-017 
5709-011 
5668-853 

+5756-008 
+5756-010 
5719-SX2 
5719-XX9 
+5756-009 
7798-XAO 
5709-016 
5709-012 
5732-029 
5719-GP1l 


ARCHIVE 
5798-RFD 


ARCPLOT 
5758-ERD 


System/88 SQL APT-LIBRARY 
6670 Fonts Library 


Rocky's Boots 


PC ARCEDIT 

Architect / Engineer 

Architect / Engineer 

Architect / Engineer Network Version 
Architect / 


Engineer Network Version 


Geometry Library - Architectural Inches 


Architecture & Engineering - Energy 
Architecture & Engineering - Graphics 
Architecture & Engineering - HVAG 
Architecture & Engineering - Lighting 
Architecture & Engineering - Power 


Architecture & Engineering - Rendering 
CADAM (R) Design Build Manage Rel. 21 
Data Translator 

Data Translator Extension 
EDX Systems Network Architecture RJE 
EDX Systems Network Architecture V2R1 
IGES Translator 

MVS/Extended Architecture Offering 1985 
Piping Application 

Structural Application 

System/88 Secondary SNA R5 

7361 Fastdraft System 


Source Archive 


PC ARCPLOT 


ARITHMETIC 
6024-024 
6024-025 
5664-185 
5665-337 


ARJE 
5719-RJ1 
5719-RJ6 


ARREST 
+5758-CO04 


RT __ 
5796-PPA 


ARTIC 
+5758-383 
+5758-384 

5601-060 
+5758-381 
+5758-382 
+5758-210 


ARTIC/RIC 
+5758-379 
+5758-380 


ARTIFICIAL 
5685-007 
5664-392 
5685-006 
5664-391 


ARTIFICIALINTEL 
5798-DQZ 


AS /ENTRY 
+5758-U01 


AS/400 
5706-019 
5728-M33 
5728-M34 
5706-022 
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AS/400 
Arithmetic Games Set 1 5728-PW1 
Arithmetic Games Set 2 +5730-078 
High-Accuracy Arithmetic Subroutine Libr 5728-DS1 
High-Accuracy Arithmetic Subroutine Libr 49F4-736 
49F4-737 
5728-CR1 
EDX Advanced Remote Job Entry 5706-001 
RPS Advanced Remote Job Entry 5706-003 
. 5706-002 
5706-005 
Comm. and Arrest Tech 5706-009 
5706-007 
5706-006 
Panel 2 Line Art Program 5706-008 
5706-004 
5728-M68 
Dev. Drvrs ARTIC DEV/R-T DOS 5728-M6X 
Dev. Drvrs ARTIC DEV/R-T 082 5728-M67 
Realtime Interface Co-processor C Langua 5728-M66 
Sup.SW ARTIC Co. DEV/R-T DOS 5728-M69 
Sup.SW ARTIC Co. DEV/R-T 082 5728-M6A 
200-080/Mult ARTIC Supp(DOS) 49F4-842 
49F4-843 
5728-D48 
Sup.SW ARTIC/RIC DEV/R-T DOS 5728-D42 
Sup.SW ARTIC/RIC DEV/R-T 0S2 5728-D41 
5728-D47 
5728-D43 
Expert System Consultation Environ/MVS 5728-D46 
Expert System Consultation Environ/VM 5728-D49 
Expert System Environment/MVS 5728-D45 
Expert System Environment/VM 5728-D44 
5730-004 
+5730-079 
LISP 5728-019 
49F4-767 
49F4-768 
EMS (AS/Entry) 5728-L0O1 
5730-009 
5730-010 
Accounts Payable 49F4-730 
Accounts Payable 49F4-731 
Accounts Receivable 5730-007 
Accounts Receivable Collections 5728-DCT 
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FR apes tee Development Tools 

AIX Viaduct for AS/400 

AS/400 Business Graphics Utility 

AS/400 Control Language Programming 
AS/400 Control Language Programming 
AS/400 pe ores hic Support 

AS/400 CI IiI Application Control Sys 
AS/400 CIMS III Employee Management 
AS/400 CIMS III Financial Management 
AS/400 CIMS III Fixed Asset Inventory 
AS/400 CIMS III Student Attendance Sys 
AS/400 CIMS III Student Grading System 
AS/400 CIMS III Student oacties fel trade Sys 
AS/400 CIMS III Student Scheduling Sys 
AS/400 CIMS III Warehouse Management 
AS/400 CMAS Accounts Payable 

AS/400 CMAS Cross Application Support 
AS/400 CMAS General “edger 

AS/400 CMAS II Job Costing 

AS/400 CMAS Payroll & Labor Costing 
AS/400 CMAS Revenue Accounting 

AS/400 COBOL Interactive Programming 
AS/400 COBOL Interactive Programming 
AS/400 DMAS Accounts Payable 

AS/400 DMAS Accounts Receivable 

AS/400 DMAS Billin 

AS/400 DMAS General Ledger 

AS/400 DMAS Inventory Control 

AS/400 DMAS evbchee (gad Management 

AS/400 DMAS Payroll R1.1 

AS/400 DMAS See ong et 

AS/400 DMAS Sales Analysis 

AS/400 Education Series 

AS/400 Electronic Filing Cabinet 

AS/400 Financial Transaction Processing 
AS/400 Fundamentals and Implementation 
AS/400 Fundamentals and Implementation 
AS/400 Hotel Reservations Guest Acctg 
AS/400 Implementation 

AS/400 Implementation - Additional Topic 
AS/400 Interactive Program Design 
AS/400 Interactive Program Design 
AS/400 Introduction - Data Communication 
AS/400 Language Dictionaries 


AS/400 


5728-M73 
5728-M74 
5728-M7X 
5728-M77 
5728-M72 
5728-WP1 
5730-005 
5730-006 
5796-ZQH 
5796-ZQJ 
5796-ZQG 
5728-PS1 
5728-PT1 
5728-018 
5728-017 
5728-PC1 
5728-PL1 
5728-QU1 
49F4-720 
49F4-721 
49F4-733 
49F4-734 
5730-008 
49F4-723 
49F4-724 
32F8-399 
32F8-401 
5727-MG1 
5714-MGi 
5728-DB1 
+5798-RXP 
+5728-TC1 
+5728-CX1 
5728-M3G 
5706-020 
5706-013 
5706-021 
5728-CM1 
5706-015 
5728-M3X 
5728-D4X 
5728-CBl 
5601-307 
5730-043 
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AS/400 
AS/400 
AS/400 
AS/400 
AS/400 


~ AS/400 


AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 


AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
C/400 


MAPICS 


MAPICS 


MAPICS 
MAPICS 
MAPICS 
Office 
Office 
Office 
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Accounts Payable 

Accounts Receivable 

Cross apogee Support 
General Ledger 

Payroll 


Support 
Support - Additional Topic 


Order Management Accounts Payable 
Order Management General Ledger 
Order Management System 


Pascal 


Performance Tools 

Prod. Monitoring & Cntrl Host 
Production Monitoring & Control 
PC Support 

AS/400 PL/1 


Quer 


> 
Relational Database Design & Code 
Relational Database Design & Code 
RPG Interactive Programming Wkshp 
RPG Interactive Programming Wkshp 
RPG Programming 


System 
System 
System 


System 


SYS/36 
SYS/38 
SYS/38 


dministration and Control 
Administration and Control 
Using the System/36 
Using the System/38 
Migration Aid 
Migration Aid 
Utilities 


Teo EB Re Application Services 


TGP/ IP 


Connectivity Utilities 


Capacity Requirements Planning 


Case and Fi 


e 


Management 


Client Financial Management 
Client Statements 

Communications Utilities 

Conflict of Interest 

Cross Application Support 
Ppeseaeton Systems Support 


Cross A 
COBOL/4 
Data Comm. Service/Manufact. 


Interface 


DataInterchange/400 
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AS/400 


5706-014 
+5758-U02 
+5758-U03 


+5758-U04 


+5758-U05 
+5758-U06 
+5758-U07 
+5758-U14 
+5758-U15 
+5758-U16 
+5758-U17 
+5758-U18 
+5758-U19 
5727-039 
5728-BAl 
5728-M3H 
5728-M3L 
5706-155 
5706-165 
5728-M37 
5706-124 
5706-159 
5728-M35 
5728-M75 
5728-M3N 
49F4-845 
+5758-L43 
+5758-L44 
+5758-L45 
5706-011 
5706-012 
5706-017 
5706-018 
5706-126 
5706-162 
5728-M3P 
5728-M3J 
+5728-M7J 
5728-M3B 
5728-M7B 
+5730-081 
+5728-M7G 
+5728-M7H 
+5728-M7L 


(Continued) 

Date Commitments 

EMS (AS/400 Model B20 

AS/400 Model B35 

AS/400 Model B45 

AS/400 Model B50 

AS/400 Model B60 

AS/400 Model B70 

EMS & TPMS (AS/400 Mod B20 

EMS & TPMS (AS/400 Mod B35 

EMS & TPMS (AS/400 Mod B45 

EMS & TPMS (AS/400 Mod B50 

EMS & TPMS (AS/400 Mod B60 

EMS & TPMS (AS/400 Mod B70 

Federal W-2 Mag Media Reporting AS/400 
Federal W-2 Mag Media Reporting AS/400 
Financial Analysis | 

poe eae 

General Ledger 

General Ledger 

General Ledger 

Graduate Placement 

Graduate Placement 

Inventory Management 

Inventory Management 

Inventory Management for Process 
IBM AS/400 Networkin 

AS/400 B=10/205 

AS/400 860/70) 

IRIS (AS/400 B-60/70 

Law Firm Financial Management 
Lawyer Financial Management | 
Library Management 

Litigation Support 

Loan and Grant Tracking 

Loan and Grant Tracking 
Location/Lot Management 

Master Production Schedule Planning 
Master Production Schedule Planning 
Material Requirements Planning 
Material ee rma otis Planning 
Material Safety Data System 
MAPICS/DB Capacity Requirements Planning 
MAPICS/DB Financial Analysis 
MAPICS/DB Forecasting 


AS/400 
+5706-287 
+5728-M7K 


+5758-U08 
+5758-U09 
+5758-U10 
+5758-U11 
+5758-U12 
+5758-U13 
5706-158 
5706-167 
5730-012 


KEYWORDS - 


(Continued 

MAPICS/DB MPA 

MAPICS/DB Purchasing 

MAPICS/DB Repetitive Production Mangmt 
MAPICS/DB Sales Analysis 

Operating System/400 

Order Entry & Invoicin 

Order Entry and Invoicing 

OMNI LAW 

Payroll 

Point-of-Sale Communications Utility 
Product Data Management 

Product Data Management 

Production Control & Costin 
Production Control and Costing 
Production Monitoring and Control 
Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 
Purchasin 

Registration Attendance and Grading 
Registration Attendance and Grading 
Research 

RPG/400 

Sales Analysis 

Structured Query Language/400 
Student Accounts Payable 

Student Accounts Payable 

Student Financial Tracking 

Student Financial Tracking 

Student Recruitment 

Student Recruitment 

SIMS/21 REGISTRATION AS/400 

Time & Expense AS/400 

Time & Expense AS/400 

Time & Expense AS/400 


TPMS (AS/400 Model B70 

Vendor Accounts Payable 

Vendor Accounts Payable 
Workfolder Application Facility 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


AS/400-9404 
5758-BBE 


AS/400-9406 
5758-BBF 


ASF 
5686-012 
5685-043 


ASF/VSE 
5686-012 


IAN 
+5750-700 
+5750-701 


ASPECTS 
+5758-C02 


SPMC 
5767-038 


ASSEMBLER 
5727-AS1 
5727-AS6 
5668-962 
5734-CP2 
5669-068 
5745-030 

-5760-AS1 
5719-ASA 
6280-181 
5793-AAP 


ASSEMBLER/2 
6280-181 


ASSESSMENT 
5796-ZJA 
5796-ZJF 


ASSET 
5706-005 
5798-RWT 


Bon Appetit (AS/400-9404) 
Bon Appetit (AS/400-9406) 


Application Support Facility VSE 
Application Support Facility V1 MVS 


Application Support Facility VSE 


OfficeVision/MVS Asian Language Series 
OfficeVision/VM Asian Language Series 


Prof. and Legal Aspects 
Application Sys. Project Man. Costing 


Assembler and Macro Processor 
Assembler and Macro Processor 
Assembler H - V2 

Assembler Prompter 

CSOS Assembler V2 

DOS / Virtual Storage Extended 

DPPX Assembler 

EDX Macro Assembler 

Macro Se ae 

Waterloo and WATCOM Languages (30 PCs) 


Macro Assembler/2 


Dues Assessment - Trade Assn 
Membership Dues Assessment 


AS/400 CIMS III Fixed Asset Inventory 
Fixed Asset Account:ing & Control System 


ASSET 


5706-082 
5796-ZGB 
5706-048 
5796-Z0C 
5796-ZON 


ASSISTANT 


6317-051 
6317-050 
6467-004 
6317-049 
6467-003 
6317-053 
6467-007 
6317-054 
6467-008 
6317-052 
6467-006 
6024-867 
59X9-958 
6024-306 
6024-457 
6024-458 
6024-629 
6024-461 
6024-459 
5759-010 
5601-329 
6280-741 
6024-460 


ASYNCHRONOUS 


1642-003 
83X9-135 
7798-ICS 
83X9-132 


AS400 


5758-LSE 
5758-ESL 
53758-ESP 
5758-ESO 
5758-ESR 
_5758-LSF 


(Continued) 
$/38 Fixed Asset Inventory System 
School - Fixed Asset Inventory System 
SYS/36 CIMS III Fixed Asset Inventory 
SYS/36 PSAS-Fixed Assets Control 
SYS/36 PSAS-Fixed Assets Control 


Acctg 
Acctg 
Acctg 
Acctg 
Acctg 
Acctg 
Acctg 
Acctg 
Acctg 
Acctg 
Acctg 


Assistant 
Assistant 
Assistant 
Assistant 
Assistant 
Assistant 
Assistant 
Assistant 
Assistant 
Assistant 
Assistant 


Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 


KEYWORDS - 


A/R and Cee 
Accounts Payab 
Accounts Payabl 
General Acctg 
General Acctg 
Inv Ctl & Purch 
Inv Ctl & Purch 
Job Costing 

Job Costing 
Payroll Edition 
Payroll Edition 


Classroom Network Assistant 
DisplayWrite Assistant 
Document Retrieval Assistant 
Filing Assistant 2.0 

Graphing Assistant 2.0 
Lawyer s Assistant - SolutionPac tm 
Planning Assistant 2.0 


Reportin 


Assistant 2. 


SolutionPac VSE/MVS Migration Assistant 


Transcription Assistant 
/ Phone Assistant 


Voice 


Writing Assistant 2.0 


Asynchronous Server for Token & PC Netwk 
AL LAN Asynchronous Connection Server 
Insurance Communication Service 

LAN Asynchronous Connection Server 


Fin/Re 
SEMS ( 
SIM/21 SCHEDULING AS400 


(AS400) 
S400 


SIMS/21 ATTENDANCE AS400 
SIMS/21 FTE REPORTING AS400 
Time & Expense (AS400) 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


37-14 


5400 
5758-ESM 


5601-191 
5669-057 
+5758-TS4 
+5758-TS6 
+5758-TS5 


ATMOSPHERE 
6024-124 


ATOMIC 
6024-118 
6024-611 


ATTENDANCE 
5706-009 
5706-127 
5706-161 
5796-TCJ 
5706-122 
5796-ZGC 
5758-E04 
5758-ESO 
5706-052 
5758-TAB 


ATTENDANCE S/36 
5758-ESH 


ATTENDANCE ~PC 
5758-ESV 


ATTORNEY 
5793-ABD 
5793-ABH 
5793-ABG 
5793-ABF 
5793-AAZ 
5793-ABE 
5793-ABL 
5793-AFX 
5793-AEL 


(Continued) 
UBAS (AS400) 


AIX/RT Personal Computer AT Simulator 
AT Co-processor Services 1.1 
HubView/PC AT Single Site 

HubView/PC AT Unlimited Use 
HubView/PC AT 2-5 Sites 


Moisture in the Atmosphere 


Investigating Atomic Models 
Investigating Atomic Models 


AS/400 CIMS III Student Attendance Sys 
Registration Attendance and Grading 
Registration Attendance and Grading 
Registration, Attendance & Gradin 
Registration, Attendance and Grading 
School - Student Attendance System 
SIMS/21 ATTENDANCE -PS/2 

SIMS/21 ATTENDANCE AS400 

SYS/36 CIMS III Student Attendance Sys 
Time & Attendance 


SIMS/21 Attendance(S/36) 
SIMS/21 ATTENDANCE-PC 


Accounts Receivable and Collection 
Attorney Practice - Conflict of Interest 
Attorney Practice - Research & Retrieval 
pivorney Practice - Statutory Dates 
Client Financial Management 

Client Statements 

Client/Matter Record Management 

Info Sys for Attorneys - Accts Payable 
Info Syst for Attny - Accts Rec & Coll 


ATTORNEY 
5793-AE 
5793-AE 
5793-AEG 
5793-AEP 
5793-AEN 
5793-AET 
5793-AER 
5793-AEW 
5793-AEJ 
5793-ABA 
5793-ABJ 
5793-ABB 
5793-ABK 


AUDIO 
15F7-133 
5798-NXX 


AUDIT 
+5758-D28 
5796-PLZ 


AUTHOR 
5793-AHP 
6403-823 
6476-088 


AUTHORING 
6476-094 
6428-072 
5668-011 
6024-502 
6024-893 


AUTO-ANSWER 
-5799-BDE 


AUTOMATED 
5759-026 
+5758-D30 
5798-DYW 
5796-BBH 
5798~DHB 


Keywords - Alphabetic Sequence 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

Info Syst for Attny - Client Finance Mgt 
Info Syst for Attny - Client Statements 
Info Syst for Attny - Client/Matter Recd 
Info Syst for Attny - Law Firm Finance 
Info Syst for Attny - Lawyer Finan Mgt 
Info Syst for Attny - Library Management 
Info Syst for Attny - Litigation Support 
Info Syst for Attny - Research/Retreival 
Info Syst for Attny - Stat Dates (Docket 
Law Firm Financial Management 

Law Firm erat Management 

Lawyer Financial Management 

Litigation Support 


Audio Visual Connection V1.0 
Touch-Tone - Audio Support 


Sales Audit (S/36) 
Source Compare Audit Utility 


Cross Sell Manager V2 Author 
Video/PAssage Author 1.0 
Video/PAssage Author 1.1 Upg fr 1.0 


InfoWindow PILOT - Authoring 
Instructional System - Authoring 
Interactive Instructional Authoring 
Learning System/1 - Authoring 1.0 
LS/1 Language Extension - Authoring 


DPPX SDLC Auto-Answer 


Automated Console Operations 

Automated Dist. (S/36) 

Automated Software Test Facility 
Automated Teller Host Enhancements 

DPCX Automated Administration Activities 


AUTOMOTIVE 
+5758-FT1 
5796-ZKA 


AVANT 
5771-ADL 
5771-AAA 


vc 
15F7-133 


B-3X/4X/50 
+5758-L44 


BACIS/FIS 
5798-CYC 
5798-CYB 


BALANCE 
5668-968 
5746-F53 
5758-TAD 


BANKING 
5796-PTJ 
5796-AZX 
5746-F66 
5746-F68 
5746-F61 
5746-F64 
5746-F67 
5746-F62 
5746-F60 
5746-F65 
5746-F63 
5665-424 
5665-427 
5685-082 
5665-413 
5750-ACA 
5750-ACB 
5665-422 
5666-346 
5665-423 
5798-DXY 


Automotive Release 
Automotive Release/Shipping Control Syst 


ITC Avant Garde Gothic (R) 
4250 ITC Avant Garde Gothic tm 


Audio Visual Connection V1.0 
IRIS (AS/400 B-3X/4xX/50) 


Financial Information System 
Financial Information System Online 


Financial Status P&L Balance Sheet R3 
P&L and Balance Sheet R3 
Time Balance & Cost Alloc. 


Advanced Banking Terminal he tee 3600 
Bank Teller Ap - Commercial Extensions 
Commercial Bank Club Accounting 
Commercial Bank Commercial Loan Acctg 
Commercial Bank Demand Deposit Accountng 
Commercial Bank General Ledger Accountng 
Commercial Bank Inst:allment Loan 
Commercial Bank Savings Accounting 
Commercial Bank System Base Support 
Commercial Bank Syst:em Revolving Credit 
Commercial Bank Time Tee Certificate 
DSNL/370 V2R1 for MVS/CICS 

DSNL/370 V2R1 for MVS/IMS 

IBA Platform Automat:ion Support System 
IBA Umbrella System 

MERVA/VSE System Package 

MERVA/VSE System Package with DTNL/370 
MERVA/370 V1 for MVS/CICS 

MERVA/370 V1 for VSE/CICS 

MERVA/370 V1R1 for MVS/IMS 

4700 Advanced Bank Teller Application 


BARCODE 


OS 
5719-PC7 


BASE-LINE 
+5758-001 


BASED 
+5758-006 
7732-907 


BASIC/MVS 
5665-948 


BASIC/VM 
5668-996 


BASKERVILLE 
5771-AAB 


BAT/BATCH 
+5758-010 


BATCH 
+5758-358 
+5758-360 
+5758-359 
+5758-361 

6428-147 
5668-948 
5744-CG1 


5787-FAL 


KEYWORDS - 


Bar Code/Optical Character Recog.Font 
Barcode Recognition Software 

Barcode Ticket Prting. (S/36) 

COPICS Plant Monitoring & Control 370 
MSI/Plessey Barcode for 3800/20-III 

UPC Barcode for 3800/20-III APA Mode 

3 of 9 Bar Code Print 3800-3 

3 of 9 Barcode for 3800/20-III APA Mode 


Series/1 Realtime Programming Syst V7.2 
SPX Base-line Pkg. 


CBT Computer Based Training 
Using EDX and EDL (Computer Based Trng) 


BASIC/MVS Release 2 
BASIC/VM Release 2 

4250 Monotype Baskerville tm 
BAT/Batch Control 


Batch Recipe Fun.DEV/R-T DOS 

Batch Recipe Fun.DEV/R-T O0S2 

Batch Recipe Func. R-T DOS 

Batch tg Func. R-T 082 

Batch SNA Communications 

Batch Terminal Simulator 

Batch Transfer Program 

Batch Transfer Program 

Batch Transfer Program 

Batch Transfer Program 

Dortmund Leuven Library System Batch 
Dortmund Leuven Library System Batch 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


BATCH 
+5758-HII 
5798-RBC 
5798-RDK 
5664-364 


BAT2/BATCH 
+5758-023 


BEGINNERS 
6024-339 
6024-363 


BENEFITS 
+5758-L60 
5758-SAM 
5758-SAU 


BERKELEY SHELL 
6331-443 


BERKELEY 4.2 
5799 


99-CGZ 


BEROLINA 
5771-ACY 


BILLBOARD 
5799-TFN 


BILLING 
5728-D41 
5727-XB7 

+5758-L54 


5709-037 
5796-ZPK 


BINDING 
5785-DDN 


BIOLOGY 
6024-391 


(Continued) 

ONSPEC Batch Tool Kit 

5/3 to 8/38 Batch Conversion Aid 
he to 8/38 Batch Conversion Aid 
VM Batch Facility 


BAT2/Batch Control Runtime 


Touch Typing for Beginners 
Touch Typing for Beginners 


Benefits Module (S/38) 
Benefits 2000 
Benefits 2000 


XENIX tm (Preinstalled on l-side hardisk 
Academic TAfernneion System 4.2 

Monotype Old Eng Text & New Berolina tm 
EDX Videotex System SVS/1 


AS/400 DMAS Billing 
Billing 

Billing Module rey 
Customer Service Billing Distribution 
Distributors Mgt Acctg - Billing 

Item Billing 

SYS/36 Time & Material Service Billing 
Time & Material / Service Billing 


Periodicals Control System R4 


Cell Functions: Growth & Mitosis (BioSer 


BIOLOGY 
6024-317 
6024-397 
6024-344 
6024-394 
6024-346 
6024-318 
6024-388 
6024-393 
6024-345 
6024-395 
6024-320 
6024-389 
6024-343 
6024-390 
6024-321 
6024-392 


BISYNCHRONOUS 
7798-ICS 


BLIND 
+6450-616 
+6450-617 


BLOCKS 
+5758-HIE 
+5758-052 
+5758-054 
+5758-208 
+5758-207 
+5758-209 


BLOCKS 0S/2 
+5758-053 


BMAS 

5727-XB3 
5727-XB4 
5727-XB7 
5727-XB2 
5727-XB6 
5727-XB5 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

Chemicals of Life I: Structure of Matter 
Chemicals of Life I: Structure of Matter 
Chemicals of Life II: Water, Carbo Lipid 
Chemicals of Life II: Water, Carbo Lipid 
Human Life ProcessesI: Cellular Physiolo 
Leaf Structure & Physiology ici eries 
Leaf Structure & Physiology (Biol Series 
Vie: pak Plants & Photosynthesis (BiolSer) 
Modern Genetics: Chromosomes & Coding 
Modern Genetics: Chromosomes & Coding 
Passive Transport, Diffusion and Osmosis 
Passive Transport, Diffusion and Osmosis 
Pathology: Diseases and Defenses 

Sea fe Diseases and Defenses 

Plants: Growth & Specialization 

Plants: Growth & Specialization 


Insurance Communication Service 


Screen Reader V1.1 for the PS/2 
Screen Reader V1.1 for IBM PC 


ONSPEC Control Blocks 
200-050/Control Blocks (DOS) 
200-060/Batch Blocks (DOS) 
200-070/SPC Blocks (DOS) 
700-055/Batch Blocks (05 52) 
700-070/SPC Blocks (08/2 


700-050/Control Blocks(0S/2) 


Accounts Payable 
Accounts Receivable 
Billin 

General Ledger 
Inventory Accounting 
Payroll 


Keywords - Alphabetic Sequence 


BODONI 
5771-ACR 
5771-AAC 


M 
5668-898 


BON 
5758-BBE 
5758-BBF 
5758-BBA 
5758-BBB 


BON APPETITE 
5758-BBE 
5758-BBF 
5758-BBA 
5758-BBB 
5758-BBD 
5758-BBG 
5758-BBH 


BOND 
5664-298 
6467-043 
6467-044 
6467-022 
6476-128 
6314-143 


BOOKMANAGER 
5684-026 
5684-062 

BOOKMASTER 
5688-015 

OOLEAN 
5713-ABQ 

BOOTS 
6024-099 


OUNCY 
6024-137 


poner ye. Bodoni Cyrillic tm 
4250 Monotype Bodoni. tm 


Master Production Schedule Planning 


Bon Appetit (AS/400-9406 
Bon Appetit (8/36 3.5) 


Bon Appetit 488) 
Bon Appetit (8/36-5.25 ) 


Bon Appetit (AS/400-9404 
Bon Appetit (AS/400-9406 
Bon Appetit (8/36 3.5 ) 
Bon ees $8/36-5.25 ) 
Each Additional Site (S/36 
Each Additional Site (9404 
Each Additional Site (9406) 


PC Bond 2.1 

VM Bond Tech Coordinator Support Rel 2 
VM Bond eerene Release 1 to 2 

VM Bond 2. 

VM Bond 2.1 

VM/PC Bond Technical Coordinator SuptPkg 


BookManager BUILD VM Edition 
BookManager READ VM Edition 


Publishing Systems EBookMaster R1.2 
PROFESSIONAL CADAM Interactive Solid Dsg 
Rocky's Boots 


Bouncy Bee Learns Letters 


OUNCY 
6024-139 
RADS 
5727-BR1 

BRANCH 
5799 -BNX 
5799-BZN 
75X3-261 
75X3-264 
75X3-258 
+12F9-571 
+12F9-575 


5799-BZE 
5799-BQY 


BRAZILIAN 
32F8-298 


BRIDGE 
96X5-860 
16F0-493 
83X8-880 

+5758-214 


BROWSEMASTER 


5688-009 


BSC 
6024-187 
5601-042 
5601-045 
5668-951 
5799-AQT 
5798-RKB 
5796-PZI 


BTAM 
5747-CG1 
5798-DQH 


BTAM-ES 
5746-RC5 
5747-CG1 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 
Bouncy Bee Learns Words 


Business Report Applic Develop Syst 


Branch Electronic Reports System - Host 
Branch Electronic Reports System - 4700 
Financial Branch Sys Services Ver. 2 
Financial Branch Sys Services V2R1.1 
Financial Branch System Integrator 
Financial Branch System Services V2R2 
Financial Branch System Services/2 V1 
4700 Advanced Branch Controller Version2 
4700 Finance System - Adv Branch Control 


Portuguese (Brazilian) Dictionary 


PC Network Bridge Program 

Token-Ring Network Bridge Program V2.1 
aera Network Bridge Upgrade 1.1 
400-010/FIX 2.3 Bridge 


Publishing Systems BrowseMaster R2 


hed ee Binary ne Communica 
Network RJE-Plus. (BSC) 

Network 3270-Plus (BSC) 

Non-SNA Interconnection to 3725 V3 
S.W.I.F.T. BSC EP Sue ort 
System/38 to VSE/POWER RJE BSC 
System/38 to 5520 Communication BSC 


BTAM SCP for BTAM-ES 
CICS to 3270-PC File Transfer Program 


Basic Telecommunications Access Method 
BTAM SCP for BTAM-ES 


Keywords - Alphabetic Sequence 


BTAM/SP 
5665-279 


- BTAP-CE 
5796-AZX 


BTAP/CE 
5796-PTJ 


BUDGET 
5798-RRW 


BUDGETING 
+5758-L49 
5710-GA4 
5710-GA7 


BUILD 
5684-026 
+5713-ADR 
5668-853 


BUILDER 
5665-429 
5799-CAF 
5668-870 


BUILDER/370 
+5688-171 


BUILDERS 
5758~-MCB 
5758-MCH 
5758-MCN 
5758-MCT 

+5758-184 
+5758-203 


BUILDING 
5612-113 
5612-013 
5613-013 
6024-326 


3718 


BTAM/System Product 

Bank Teller Ap - Commercial Extensions 
Advanced Banking Terminal Support 3600 
Electronic Spreadsheet 


Flexible Budgeting (S/38) 
Public Sector Budgeting / Accounting 
Public Sector Budgeting / Accounting 


BookManager BUILD VM Edition 
Build Services/2 
CADAM (R) Design Build Manage Rel. 21 


Interactive Schematic Builder V2 
Interactive Schematics Builder for ACS 
4730 Customization Image Builder R2 


AD/Cycle TIRS Builder/370 


HOME BUILDERS 
HOME BUILDERS 
HOME BUILDERS 
HOME BUILDERS 
Mold Builders Off+ Band eS 
Mold Builders Off+ Bund. (SC 


eS Desist & Facilities Layout 
uildin 


CATIA V pestug 
Facil payout V3 


CATIA(tm) pidns esi 
Vocabulary Building Skills (Priv Tutor) 


ULK 
5796-PKK 


BUMBLE. _- 
6024-094 
6024-096 


BUND. OC 
+5758-184 
UND. SC 
+5758-203 
BUNDLED 
+5758-178 
+5758-197 


BUSINESS 


5758-ETH 
5796-ZQB 


BUTTERFLY 
6024-095 


B10-B20 
+5758-405 


C COMPILER 
6331-443 


C-ISAM 
+5758-164 
+5758-152 


KEYWORDS - ALPHABETIC SEQUENCE 


Bulk Data Transfer 


Bumble Games tm (Feature 4094) 
Bumble Plot tm (Feature 4096) 


Mold Builders Off+ Bund. (OC) 
Mold Builders Off+ Bund. (SC) 


Molders Office+ Bundled te 
Molders Office+ Bundled SC} 


AS/400 Business Graphics Utility 
Business Analysis BASIC 

Business Graphics Utilities/36 
Business Graphics Utilities/36 
Business Graphics Utility 

Business Professional System 
Business Report Applic Develop Syst 
New Business Tracking Module 
Personal AS (Business Planning) V2.0 
Small Business Account/AS400 

Small Business Account/AS400 

Small Business Account/AS400 

Small Business Account/AS400 

SYS/36 PSAS - Bus. Licenses & Fees 


Juggles' Butterfly tm (Feature 4095) 
Forms Xpress/400 B10-B20 Dev 
XENIX tm (Preinstalled on 1-side hardisk 


ecHSAY (BA ?3.™ 


Keywords ~- Alphabetic Sequence 


Gy2 
6280-284 


C/370 
5688-040 
5688-039 
5658-995 


C/400 
+5728-CX1 


CABINET 


+5730-079 


ABLE 
6317-002 


CACHE 
5799-WXA 
5798-DQD 


CAD 

+5612-119 
5758-GMB 
32F8-226 
32F8-215 
+5688-160 
32F8-216 
32F8-227 
32F8-217 
32F8-228 
5685-066 
5796-PTH 
5796-ATA 
5785-DHJ 
+5756-010 
+64F6-916 
+64F6-914 
+64F6-915 
+5756-009 


CAD/CAM 
5612-113 
+49F4-841 
+49F4-890 


C/2 Version 1.10 


C/370 Compiler V1R1 
C/370 arerery V1.1 
INSPECT for C/370 & PL/I VI1R1 


C/400 
AS/400 Electronic Filing Cabinet 
Cable Data Management System 


Cache Analysis Aid Version 4 - 3880 
Cache RMF Reporter 


Computer Aided Design Integration V2 
CAD Interface 

CAD V1.0 3.5. 

CAD V1.0 5.25 

CAD/CATIA Data Exchange Rl 
CAD/Engineering Manufacturing Interface 
pao) Emenee sus Manufacturing Interface 
CAD/GDEF Data Exchange V1 

CAD/GDF Data Exchange V1 

CAD/Host Graphics Data Exchange V1 
CADAM eR. - CAD cee Entry System 
CADAM (R) CAD only Interactive Module 
COPICS Engineering [ata Support VIR1 
Data Translator Extension 

IBM CAD API Feature 

IBM CAD V1R2 3.5_ 

IBM CAD V1R2 5.25 

IGES Translator 


Building Design & Facilities Layout 
CAD/IGES Data Exchange 3-3 ] 
CAD/IGES Data Exchange (5.25 ) 


CAD/CAM 
5796-ATB 
5668-840 
5612-106 
5612-101 
5612-104 
5612-118 
5612-117 
5612-110 
5612-103 
5612-111 
5612-102 
5612-108 
5612-109 
5612-115 
5612-112 
5612-114 
5612-107 
5612-116 
5612-105 
5668-865 
5601-200 
5688-047 
5706-174 
5601-081 


CAD/CATIA 
+5688-160 


CAD /ENGINEERING 
32F8-216 


32F8=-227 


CAD/GDF 
32F8-217 
32F8-228 


CAD/HOST 
685-066 


CAD/IGES 
+49F4-841 
+49F4-890 


Keywords - Alphabetic Sequence 


KEYWORDS 


(Continued) 
CA 


DAM 
CADAM 
CATIA 


CATIA 


CATIA 
CATIA 
CATIA 


Finite 


(R) CAD/CAM Interactive Module 
Interactive Design V2R20 
Advanced Surfaces for RT PC 

Base for RT/PC 

Drafting for RT PC 

lement Modeler 

Graphics Interactive Interface 
Image Design for the IBM RT 
Interface for the IBM RT 
Kinematics for the IBM RT 
Library for RT PC 

Numerical Control - Lathe 
Numerical Control - Mill for RT PC 
Piping and Tubing for the IBM RT 
Robotics for the IBM RT 


. Schematics for the IBM RT 


Solids Geometry for RT PC 


- Structural roger & Steelwork 
3D Design for RT PC 


Data Communication Service 1.2.1 
IGES Processor for the Workstation 
IGES Processor Version 2 Release 1.0 
Professional CADAM V2R3 

Shop Assist 1.1 


CAD/CATIA Data Exchange R1 


CAD/Engineering Manufacturing Interface 
CAD/Engineering Manufacturing Interface 


CAD/GDF Data Exchange V1 
CAD/GDF Data Exchange V1 


CAD/Host Graphics Data Exchange V1 


CAD/IGES Data Exchange (3-57) 


CAD/IGES Data Exchange 


5.25) 


- ALPHABETIC SEQUENCE 


CAD/PLUS 
—+64F6-921 
+64F6-922 
+70F9-267 
+70F9 -268 


CADAM 
5685-066 
5796-PTH 
5796-ATH 
5796-ATA 
5796-ATB 
5796-ATC 
5668-853 
5796-TBP 
5796-TBQ 
5796-ATD 
5713-ABW 
5796-ATG 
5713-ADT 
5713-ADW 
5796-ATE 
5796-BDT 
5713-ACN 
5796-BDG 
5713-ADX 
5758-CAI 
5668-842 
5668-840 
5713-ACK 
5668-844 
5796-AWR 
5758-CA 
5758-CD 
5758-CDM 
5758-CDK 
5758-CDO 
5758-CAA 
5758-CAR 
5758-CAS 
5758-CDA 
5758-CAK 
5601-307 
5713-ACL 
5758-CDF 


IBM CAD/Plus 
IBM CAD/Plus 
IBM CAD/Plus 
IBM CAD/Plus 


CAD/Host Gra 
CADAM 


R) « 
CADAM (R) Ac 
CADAM (R 
CADAM (R 
CADAM (R 
CADAM (R) De 
CADAM (R) Dr 
CADAM (R) Dr 
CADAM (R 
CADAM (R 
CADAM (R) St 
CADAM Access 
CADAM AEC De 


DOS 3.5" 
DOS 5.25" 
0S /2 oe 
OS/2 5.25 


pace Data Exchange V1 
AD Only Entry System 


counting Information Module 


CAD only Interactive Module 
CAD/CAM Interactive Module 
Data Management Module 


sign Build Manage Rel. 21 
awing Viewing Program - Host 
awing Viewing Program - PC 


Hardcopy Module 
Interactive Solids Design R21 


atistical Data Module 


sign Base 


CADAM APT Interface 


CADAM APT So 
CADAM CADIMS 
CADAM COMPAC 


urce Geometry R21 


T II Interface 


CADAM Drawing Compare 


CADAM Fac. I 
CADAM Geomet 


CADAM Lathe 

3D Int 
CADAM 3D Mes 
CADG+Facilit 
CADG+FM (MVS 
CADG+FM (MVS 
CADG+FM (VM- 
CADG+FM (VM- 
CADG+FM MVS2 
CADG+FM=-MVS 

CADG+FM=-MVS1 
CADG+FM-VM1 

CADG+FM-VM2 

Data Comm. S 
Direct Cutte 
Drafting Coo 


ntegrator MVS2 
ry Interface Version 2 


Interactive Design V2R20 


R21 

eractive R21 

h Geometry R21 

y_ Integrator VM2 
oo 


TIER 23 
TIER 2 


ervice/Manufact. Interface 
r Location Data Interface 
rdinator VM1 


58-CA 


eee (R) 


668-842 
5668-905 
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(Continued) 

Drafting Coordinator MVS1 

Drafting Coordinator MVS2 

Drafting Coordinator VM2 

Electrical Schematic Library - Inches 
Facility Integrator VMl 

ror ce Integrator MVS1 

FMP (MVS)(Tier 2) 

FMP (MVS1) 

FMP (VM) (Tier 2) 

FMP (VM1) 

Geometry Library - Architectural Inches 
Geometry Library - Electrical 
Geometry Library - Mechanical - Inches 
Industry Standard eee Commands V2 
Intelligent Draw Dis. MVS 

Intelligent Draw Dis. MVS2 
Intelligent Draw Dis. VMl 

Intelligent Drawing Dis. VM2 
Inventory Manager MVS1 

Inventory Manager MVS2 

Inventory Manager VM1 

Inventory ecaig ee 

Loc. & Layout Planner MVS1 

Loc. & Layout Planner MVS2 

Loc. & Layout Planner VM1 

Location & Layout PlannerVM2 

MICRO CADAM (tm) CORNERSTONE R1.3 
MICRO CADAM Data Transfer 

MICRO CADAM Geometry Interface 

MICRO CADAM Parametric Design 
Professional CADAM V2R3 

PROFESSIONAL CADAM Interactive Solid Dsg 
Requirements Programmer MVS1 
Requirements Programmer MVS2 
Requirements Programmer VM1 
Requirements Programmer VM2 

System Coordinator MVS1 

System Coordinator MVS2 

System Coordinator VM1l 

System Coordinator-VM2 


CADAM Geometry Interface Version 2 
Graphical Display and Query Facility 5.0 


Keywords - Alphabetic Sequence 


CADAM AEC 
5713-ADW 


CADAM APT 
SI96=BDT. 


CADAM, INC. 
5758-CAF 


CADAN 
5796-AWR 


CADG 
5758-C34 
5758-C30 

+5758-C01 
+5758-C15 
+5758-C08 
ae eo a OA 
9/58-C36 

3728-C32 
+5758-C06 
+5758-C20 
+57 50°Ci3 
¥£57507627 
+5758-C17 
+5758-C03 
+5758-C24 
+57586-C10 
+5758-C05 
+5758-C19 
+5758-C12 
+57 56-626 
+5758-C07 
+5758-C21 
+5758-C14 
+5758-C28 
+5758-C18 
+5758-C25 
+5758-C04 
+$5756-C11 
+5758-C02 
+5758-C16 
+5758-C09 
+5758-C23 


CADAM AEC Design Base 


CADAM APT Source Geometry R21 


BASICAD 


CADAM 3D 


CADG+FM 
CADG+FM 
CADG+FM 
CADG+FM 
CADG+FM 
CADG+FM 


Mesh Geometry R21 


DOS) 

RT/PC) 
Tierl, MVS) 
Tierl, VM) 
Tier2, MVS) 
Tier2, VM) 


Equipment Inventory (DOS) 
eee ee Inventory (RT/PC) 


Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 
Facility 


Intel. 


Tierl, MVS) 
Intel. 


Tierl, VM) 
Intel. (Tie1r2, MVS) 
Intel. (Tie1:2, VM) 
Inv. (Tierl, VM 
Tierl ,MVS 
Tier2, MV 
Tier2 MVS 


Tiexzl, VM) 
Tiex2, MVS) 
Tier2, VM) 
ie: VM 
Tier2, VM 
Tierl, MVS 
Tier2, MVS 
Tietl, 
Tierl, VM) 
Tier2, 


System 
Tier2, 


System 


ADG 
5758-C37 
5758-C33 
5758-C35 
5758-C31 


CADG+FACILITY 
5758-CAQ 


CADG+FM 
5758-C34 


5758-CAA - 


CADG+FM-MVS 
5758-CAR 


CADG+FM-MVS1 


5758-CAS 


CADG+FM-VM1 
5758-CDA 


CADG+FM-VM2 
5758-CAK 


CADIMS 
5713-ACN 


CADWRITE 
5472-422 
5472-423 


CAEDS 
5796-TBN 
5709-019 
5706-064 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

Lease Inventory (DOS) 
Lease Inventory (RT/PC) 
Space Inventory (DOS) 
Space Inventory (RT/PC) 


CADG+Facility Integrator VM2 


CADG+FM (DOS) 
CADG+FM (MVS-TIER 1) 
CADG+FM (MVS2) 

T/PC) 


R 

CADG+FM (Tierl, MVS) 
Tierl, VM) 
Tier2, MVS) 
CADG+FM (Tier2 
VM-TIER 1 

M (VM-TIER 2 
CADG+FM MVS2 


CADG+FM-MVS 


CADG+FM-MVS1 
CADG+FM-VM1 
CADG+FM-VM2 
CADAM CADIMS 


CADwrite Design, Drafting - SolutionPac 
CADwrite Design, Drafting - SolutionPac 


CAEDS (R) - CATIA (R) Geometry Transform 
CAEDS Base 1 or More CSTUs 
CAEDS Base for IBM RT Version 3 


Keywords - Alphabetic Sequence 


CAEDS 
5706-069 
5706-074 
5706-067 
5709-022 
5706-068 
5709-023 
5706-091 
5706-071 
5706-073 
5706-072 
5706-065 
5709-020 
5709-024 
5706-066 
5709-021 
5706-070 
5688-092 
5706-093 
5706-092 


CAI 
5668-011 
6316-973 


CALC 
6024-775 


6024-862 


CALCULATOR 
5796-ZGW 


CALL CENTER 
+5706-148 


(Continued) . 
CAEDS Dimensioning for IBM RT V3 
CAEDS Graphic Numerical Control V3 


CAEDS Graphics Finite Element Modeler V3 


CAEDS Graphics Finite Element 1-17+ 
CAEDS Integrated Finite Element Solver 
CAEDS Integrated Finite Element Solver 
CAEDS Material Data System 

CAEDS Material Data System V3 

CAEDS Mold Cooling Analysis V3 

CAEDS Mold Filling Analysis V3 

CAEDS Object Modeler for IBM RT V3 
CAEDS Object Modeler 1 to 17+ CSTUs 
CAEDS System Dynamics Analysis 1-17+ 
CAEDS System Modeler for IBM RT V3 
CAEDS System Modeler 1 to 17+ CSTUs 
CAEDS Test Data Analysis V3 for IBM RT 
Industry Standard Plotting Commands V2 
Plastics Mold Cooling Analysis 
Plastics Mold Filling Analysis 


Interactive Instructional Authoring 
Programmed 


PC Algebra Series V1 Algebra I: Part 1 
PC Algebra Series V1 Algebra I: Part 1 
PC Algebra Series V1 Algebra I: Part 1 
PC Algebra Series V1 Algebra I: Part 2 
PC Algebra Series V1 Algebra I: Part 2 
PC Algebra Series V1 Algebra I: Part 2 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 


Financial Desk Calculator 


CallPath Host 


Inquiry Learning or Teaching 


NON DRE eS 


CALLUP 


5799-CZE 


CALS 


CAMIS SYSTEMS 


+5706-257 
+5706-258 
+5706-259 


+5758-171 
+5758-181 
+5758-190 
+5758-200 
+5758-170 


+5758-180 


+5758-189 
+5758-199 
+5758-169 
+5758-188 
+5758-172 
+5758-183 
+5758-191 
+5758-202 
+5758-179 
+5758-198 
+5758-184 
+5758-203 
+5758-177 
+5758-196 
+5758-178 
+5758-197 
+5758-185 


~+5758-186 


+5758-173 
+5758-182 
+5758-192 
+5758-201 
+5758-175 
+5758-194 
+5758-176 
+5758-195 
+5758-174 
+5758-193 
+5758-187 
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CALLUP 


Publishing Systems TextTagger 
SGML TextWrite OS/2 Edition 
SGML TextWrite Tools O0S/2 Edition 


Accounts Payable (OC 
Accounts Payable (OC 
Accounts Payable (SC 
Accounts Payable (SC 
Accounts Receivable (OC 
Accounts Receivable (0C 
Accounts Receivable (SC 
Accounts Receivable (SC 
Base Order Entry 83 
Base Order Entry (SC 
General Ledger e) 


Nee Weer mee 


General Ledger (OC 

General Ledger (SC 

General Ledger (SC 

Job Costing Base Module (0C 
Job Costing Base Module (SC 
Mold Builders Off+ Bund. (OC 
Mold Builders Off+ Bund. (SC 
Mold History ate 
Mold History (SC 
Molders Officet+ Bundled te 
Molders Officet+ Bundled 
Molders Shop Automation 
Molders SPC 

Payroll (OC 

Payroll 
Payroll 
Payroll 
Quality. Ctrl Reporting $83 
Quality Ctrl Reporting (SC 
Quoting (OC 

Quoting SC 

Scheduling SC} 

Scheduling (SC 

Upgrade from M.S.A. to M.SPC 


Keywords - Alphabetic Sequence 


CAMST 


57 
5758-CS2 
5758-CS3 
5758-CS4 
5758-CS5 
5758-CS6 


CANADIAN 


32F8-284 


CANDIDA 


5771-AAD 


CAPACITY 


5777-DBJ 
5740-M41 
5746-M41 
5714-M4G 
5714-M7G 
5727-M4G 
5727-M7G 
5727-M7H 
5728-M3G 
5668-829 
+5728-M7G 


CAPITALIZATION 


6024-085 


CAPOSS-E 


5740-M41 
5746-M41 


CARDHOLDER 


5758-SDB 
5758-SDF 


CAREER 


5796-TDE 
5796-TDF 
5796-TDG 
5796-TDH 
5796-TDJ 
5796-TDK 


AR SYSTEMS 
58-CS1 


WIPTRACK 
WIPTRACK 
WIPTRACK 
WIPTRACK 
WIPTRACK 
WIPTRACK 


French (Canadian) Dictionary 


MODEL B10/B20) 


MODEL B30 
MODEL B40 
MODEL B50 
MODEL B60 
MODEL B70 


4250 Candida tm 


Capacity 
Capacity 
Capacity 
Capacity 
Capacity 
Capacity 
Capacity 
Capacity 
Capacit 

COPICS t 


Capitali 


Management with the IBM PC 
i Operations 
peeraae 
Planning 
Planning 
Planning 
Planning 
Planning 


Planning and 
Planning anc 
Requirements. 
Requirements 
Requirements. 
Requirements. 
Requirements 
Requirements 


zation Skills 


| Plannin 
apacity Requirements 
MAPICS/DB Capacity Requirements Planning 


Capacity Planning ancl Operations 
Capacity Planning ancl Operations 


Cardholder Management:-MVS 
Cardholder Management:-VSE 


Career Schoo... 
Career Schoo: 
Career Schoo. 
Career Schoo. 
Career Schoo... 
Career Schoo 


Admin. 
Admin. 
Admin. 
Admin. 
Admin. 
Admin. 


System 
System 
system 
system 
System 
System 


Fianning Rl 


ra ed a 
PH EH RS RS 


CAREER 
5796-TDL 
5796-TDN 
5796-TDP 


CAREER SCH 


6024-888 
CARTRIDGE 
+64F6-931 
ASE : 
5706-020 
-5798-FBG 
CASE PROCESSING 
5730-012 
5727-D4A 
5727-M4X 
5727 -M6X 


CAT 
6024-293 


Keywords - Alphabetic Sequence 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

S/36 PC Career School Admin. System II 
S/36 PC Career School Admin. System II 
S/36 PC Career School Admin. System II 


General Ledger 

Graduate Placement 

Guaranteed Student Loan/Pell Tracking 
Projected/Actual Payment Tracking 
Registration, Attendance & Grading 
Student Accounts Payable 

Student Financial Tracking 

Student Recruitment 

Vendor Accounts Payable 


VALE Version 1.00 - Cartilla l 
VALE Version 1.00 - Cartilla 10 
VALE Version 1.00 - Cartilla 2 
VALE Version 1.00 - Cartilla 3 
VALE Version 1.00 - Cartilla 4 
VALE Version 1.00 - Cartilla 5 
VALE Version 1.00 - Cartilla 6 
VALE Version 1.00 - Cartilla 7 
VALE Version 1.00 - Cartilla 8 
VALE Version 1.00 - Cartilla 9 
SQL Workshop Cartridge 


Case and File Management 
Manufacturing Automation Protocol Rl 


Workfolder Application Facility 


Cross Application System Support 
Cross Application System Support 
Cross Application System Support 


Comma Cat 


3-24 


CATALAN 


32F8-290 


CATALOG 


5798-DXQ 


CATIA 


5612-113 


+5688-160 - 


5796-TBN 
5668-828 
5668-827 
5668-826 
5669-228 
5668-830 
5612-106 


Fe fat ad peat pat fed Pat pd pd 


5612-116 


Catalan Dictionary 


Integrated Catalog Forward Recovery Util 


Buildin 


Design & Facilities Layout 


CAD/CATTA Data Exchange Rl 
CAEDS (R 


CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 


- CATIA (R) Geometry Transform 
Basic 3D Design - Standalone 
Drafting 

Numerical Control 

Server 

R) 3D Design 

Advanced Surfaces for RT PC 
Advanced Surfaces V3 

Base for RT/PC 

Base V3 

Drafting for RT PC 

Peete V3 

Finite Element Modeler 

Finite Element Modeler V3 

Finite Element Modeler V3 
Graphics Interactive Interface 
Graphics Interactive Interface V3 
Image Design for the IBM RT 
Image Design V3 

Interface for the IBM RT 
Kinematics for the IBM RT 
Kinematics V3 

Library for RT PC 

Numerical Control - Lathe 
Numerical Control - Mill for RT PC 
Numerical Control Lathe V3 
Numerical Control Mill V3 

Piping & Tubing V3 

Piping and Tubing for the IBM RT 
Robotics for the IBM RT 

Robotics V3 

Schematics for the IBM RT 
Schematics V3 

Solids Geometry for RT PC 

Solids Geometry V3 

Structural Design & Steelwork 


yeh ohn oe 2] 


CATIA 


CBAS BASE 
5746-F60 


CBAS CLB 
5746-F66 


CBAS CML 
5746-F68 


CBAS DDA 
5746-F61 


CBAS GNL 
5746-F64 


BAS ILN 
5746-F67 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

CATIA Structural Design & Steelwork V3 
CATIA Structural Design & Steelwork V3 
CATIA V3 pone Deane 

CATIA 3D Design for RT PC 

CATIA 3D Design V3 

CATIA(tm) Advanced Surfaces Ver.3 
CATIA(tm) Base V3 

CATIA(tm) Bldng Design & Facil Layout V3 
CATIA(tm) Drafting Ver.3 

CATIA(tm) Image Design Ver.3 

CATIA(tm) Interface Ver.3 

CATIA(tm) Interface V3 

CATIA(tm) Kinematics Ver.3 

CATIA(tm) Library Ver.3 

CATIA(tm) Library V3 

CATIA(tm) Numerical Ctrl Lathe Ver.3 
CATIA(tm) Numerical Ctrl Mill Ver.3 
CATIA(tm) Piping & Tubing Ver.3 
CATIA(tm) Robotics Ver.3 

CATIA(tm) Schematics Ver.3 

CATIA(tm) Solids Geometry Ver.3 
CATIA(tm) 3D Design Ver. 
CATIA(tm)Graphics Interactive Interf V3 
Industry Standard Plotting Commands V2 


Commercial Bank System Base Support 
Commercial Bank Club Accounting 
Commercial Bank Commercial Loan Acctg 
Commercial Bank Demand Deposit Accountng 
Commercial Bank General Ledger Accountng 


Commercial Bank Installment Loan 


Keywords - Alphabetic Sequence 


CBAS RVC 
5746-F65 


CBAS SAV 
5746-F62 


CBAS TCD 
5746-F63 
CBDS 
5688-092 
CBIPO 
5751-CS1 
5665-343 
5751-CS2 
5751-CS3 
CBT 
+5758-006 
CBX 
5799-THK 
CITT 
5668-981 
CP 
5714-CV7 
DPF 
5771-AAA 


CDR 
+5758-TS1 
+5758-TS3 
+5758-TS2 

5706-085 


CDSR-PERSONAL 


+5758-TB2 


EDS 
5785-DHJ 


Commercial Bank System Revolving Credit 
Commercial Bank Savings Accounting 
Commercial Bank Time [Deposit Certificate 
Industry Standard Plotting Commands V2 


MVS Custom-Built Installation Process Of 
MVS CBIPO Drivers 

MVS CBIPO Model Inst Related Inst Materl 
MVS Introductory Base Offering 


CBT Computer Based Training 

EDX TMMS/ROLM CBX 9000 Interface 

X.25 NCP Packet Switching Interface 4.3 
8/3 CCP to S/38 Conversion 

4250 ITC Avant Garde Gothic tm 


HubView/PC CDR Single Site 
HubView/PC CDR Unlimited Use 
HubView/PC CDR 2-5 Sites 

NetView Voice Network Design V1.0 


CDSR-Personal Services DSR 


COPICS Engineering Data Support V1R1 


CELL 
6024-316 
6024-391 


CELLS 
6024-407 
6024-437 


CELLULAR 
6024-346 
6024-396 


CEMETERY 
+5758-S25 
+5758-S26 
+5758-S27 


CEMETERY-5360 _ 


5758-SAC 


CEMETERY -5362 


5758-SAB 


cee eer a 


758-SAA 


CENTER/1 
5668-897 


CENTRAL/MVS 
+5758-056 


CENTRAL/VM 
+5758-055 


CENTRALSTATION 


5758-ISA 


CENTREX 
7798-PHM 

CENTURY 
5771-ADJ 
5771-ACN 
5771-AAE 


KEYWORDS - ALPHABETIC SEQUENCE 


Cell Functions: Growth & Mitosis 
Cell Functions: Growth & Mitosis (BioSer 


Cytology & Histology: Cells & Tissues 
Cytology & Histology: Cells & Tissues 


Human Life ProcessesI: Cellular Physiolo 
Human Life ProcessesI: Cellular Physiolo 


Basic Cemetery Mod. B-10/20 
Basic Cemetery Mod. B-30/40 
Basic Cemetery Mod. B-50/60 


Cemetery-5360 
Cemetery-5362 
Cemetery-5363 

Info Center/1 
Central/MVS © 
Central/VM 
CentralStation 
Siena (R) -1.3:5 


Century Schoolbook (R) 
Hadassah tm and Monotype Century tm 
4250 Monotype Century tm 


Keywords - Alphabetic Sequence 


CENTURY 
5771-AAF 


CFSEARCH 
5664-329 


CGS 
+5758-350 
+5758-352 


CHAIN 
5669-212 
5798-RGD 


CHANGE 
5740-DC1 
5740-DC4 

+5685-144 


CHANNEL 
5719-CX1 
5719-CA1 
5601-232 


CHARACTER 
5688-021 


CHARACTER -BASE 


5758-CSK 


CHARACTER-BASED 


5758-CSI 


CHARACTERS 
5771-ACW 


CHARITABLE 
5796-ZJB 
5796-ZJE 


CHART 
~ 5799-BHQ 
5758-MHB 


(Continued) 
4250 Monotype Century Schoolbook tm 


Contextual File Search/370 


Int., Dyn. Pixel CGS R-T DOS 
Int., Dyn. Pixel CGS R-T 0S2 


Chain Drug Store Sales 
EDX Chain Pharmacy 


Change Management Tracking 
Change Tracker 
Product Change Manager / MVS 


EDX System/370 Channel Attachment 
System/370 Channel Attachment 
8232 LAN Channel Support Program 


Bar Code/Optical Character Recog.Font 
Character-base 08/2 

Character-based DOS 

Characters for Mathematics and Science 


Fund te ele ee - Trade Assn 
Membership Data Base 


Bar Chart 
Chart Management System 


CHARTING 
5758-IAJ 


HECK 

5734-F11 
5748-F54 
5748-F53 
5748-F13 


CHECKING 
5798-DCH 


CHECKOUT 
5734-PL2 
+5601-152 


CHEMBASE 
5758~-MDE 
5758-MDB 


CHEMICALS 
6024-317 
6024-397 
6024-344 
6024-394 
6024-409 
6024-439 


CHEMTALK 
5758-MDF 
5758-MDC 


CHEMTEXT 
5758-MDD 
5758-MDA 


CHINESE 
+5771-AEK 
+5771-AFZ 

5799-BBJ 


CHROMOSOMES 
6024-345 
6024-395 


KEYWORDS - ALPHABETIC SEQUENCE 


Charting and Data Entry 


Check Processing Control System 
Check Processing Executive / VS 
Check Processing Executive / 3694 
Check Reports 


-LDMS Normal Value / Delta Checking 


PL/I Checkout Compiler 
4680 Store Management Application 


ChemBase ae Version) 
ChemBase (5.25 Version) 


Chemicals of Life I: Structure of Matter 
Chemicals of Life I: Structure of Matter 
Chemicals of Life II: Water, Carbo Lipid 
Chemicals of Life II: Water, Carbo Lipid 
Chemicals of Life: Proteins & Nucleic Ac 
Chemicals of Life: Proteins & Nucleic Ac 


ChemTalk ee Version) 
ChemTalk (5.25 Version) 


ChemText (2-3 Version) 
ChemText (5.25 Version) 


AFP Simplified Chinese Font 
AFP Traditional Chinese Font 
DOS/VS Sort/Merge Prog - Kanji/Chinese 


Modern Genetics: Chromosomes & Coding 
Modern Genetics: Chromosomes & Coding 


Keywords - Alphabetic Sequence 


CHX/VS 
5748-F54 
5798-DRE 


CHX/3694 
5748-F53 
5798-DRE 


cics 
5734-XX7 
ect en 
5665-463 
+5688-101 
5798-CFP 
5685-009 
5746-XX3 
5740-XC5 
5746-XC4 
5785-EDT 
5719-THA 
5799-TEN 
5666-318 


CICS OS/2 
+5688-101 


CICS/DDM 
5665-463 
5686-018 


CICS/ESA 
+5685-083 


CICS/MVS 
5685-043 
5665-403 


CICS/VM 
5684-011 


CICS/VS 
5798-DPL 
5798-DJX 
5796-AHJ 
5665-355 


Check Processing Execut:ive / VS 
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Check Processing Executive / 3694 
MICR User Editing - CHX/3694, CHX/VS 


Customer Information Control System 

CICS to 3270-PC File Transfer Program 
CICS Distributed Data Management 1.0 
CICS Operating System/2 V1.1 

CICS Performance Analyzer II 

CICS VSAM Recovery 

CICS/DOS/VS 

Development Management System / CICS 
Development Br he aa System CICS 

Ext DISOSS & CICS Support for Workstatns 
EDX to Texas Instruments (R) Controllers 
EDX Videotex System SVS/1 

Personal Services / CIOS R3 


CICS Operating System/2 V1.1 


CICS Distributed Data Management 1.0 
CICS/DDM VSE V1R1 


CICS/ESA V3 


Application Support Facility V1 MVS 
cies /MVS V2R1 Py is 


Customer Information Control System/VM 


CICS/VS Conversion Paar 

CICS/VS Formatted Dump Online II 
CICS/VS Online Test Debug II 

CICS/VS Perf. Analysis Report Systm Rl 


CICS/VS 
5799 -WXD 
5785-ABJ 
5799-BEH 


CICSVR 
5685-009 


CICSVR/VSE 
5686-011 


IEDS 
5688-092 


CIM 

+5685-146 

5684-064 
+5612-119 
+5685-142 
+5688-099 

5785-DHJ 
+5799 -DKK 
+5685-144 

5684-065 
4+5685-145 
+5685-143 
+5614-001 
+5614-004 
+5614-005 
+5614-003 
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+5688-099 


CIMS 
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5706-003 
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5706-007 
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5706-008 
5706-004 
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AS/400 CIMS III Application Control Sys 
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AS/400 CIMS III Fixed Asset Inventory 
AS/400 CIMS III Student Attendance Sys 
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AS/400 CIMS III Student Management Sys 
AS/400 CIMS III Student Scheduling Sys 
AS/400 CIMS III Warehouse Management 
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CIR 


5706-001 
5706-003 
5706-002 
5706-005 
5706-009 
5706-007 
5706-006 
5706-008 
5706-004 


REC 
5746-XC3 


CUITS 
6024-099 


(Continued) 

Optical Scanning System 

S/38 Application Control System 
S/38 Employee Management System 
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AS/400 CIMS III Student Attendance Sys 
AS/400 CIMS III Student Grading System 
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Client Data System O0S/2 
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Client Financial Management 
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Client/Matter Record Management 
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Cliqaccess. (RT 21-40) 
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$/36 Construction Management/Acctg Syste 
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VM REXX Compiler for CMS - Library 
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Communication Protocol Programs 
Communications Subsystem 1.1 

Realtime Interface Co-Processor DOS Supt 
Realtime Interface Co-Processor OS/2 Sup 
Realtime Interface Co-Processor Services 
X.25 Co-Processor Support Program 


AIX PS/2 VS COBOL Compiler 

AIX PS/2 VS COBOL Run Time Environment 
AIX VS COBOL Compiler/6000 

AIX VS COBOL Run Time Environment /6000 
AIX/RT VS COBOL Compiler 

AIX/RT VS COBOL Run Time Environment 
AS/400 COBOL Interactive Programming 
eabare COBOL Interactive Programming 


COBOL ; 
COBOL & CICS/VS Command Level Conver Aid 
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-5760-LB1 
5660-299 
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COBOL Compiler & Library 

COBOL Compiler & Library 

COBOL Compiler and Library 

COBOL Conversion Aid 
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COBOL Library Only 

COBOL Prompter 

COBOL ReportWriter Precompilert+Libraries 

COBOL ReportWriter Runtime Library Only 

COBOL Structuring Facility V2 

COBOL Support for 4700 Finance System 

COBOL SUP ort for 4700 Finance System 
36 5 Programmable Store System 

COBOL 3650 Programmable Store System 

COBOL/2 

DPPX COBOL Compiler 

DPPX COBOL Runtime Library 

DPPX/370 COBOL II Facility 

EDX COBOL Compiler & Resident Lib V 2 

EDX COBOL Host for Series/1 

EDX COBOL Transient pera V2 

Honeywell DPS to COBOL cu ) 

foneywere DPS to COBOL (VM) 

IBM 4684 Store Application Toolkit 

RM/COBOL tm ee Se diskette) 

RM/COBOL tm (on 5.25-inch diskette) 

RPS COBOL Compiler & Resident Lib V 2 

RPS COBOL Transient Library V2 

RPS S/370 Host COBOL for Series/1 

Synon/2E FOR COBOL RPG 1/4 

Synon/2E FOR COBOL 1/2 

Synon/2E FOR COBOL 1/4 

Synon/2E FOR COBOL, RPG 1/2 

System/88 COBOL R5 

Unisys Series to COBOL he 

Unisys Series to COBOL (VM) 

VS COBOL II Compiler & Library 

VS COBOL II Compiler & Library R3.0 

VS COBOL II piety Only 

4680 Support for COBOL 

4684 Store Application Toolkit R1.1 
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COBOL/2 
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COBOL/400 
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CODE/OPTICAL 
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6024-186 
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COLTS 
5740-F51 
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COMBINING 
6024-482 


6024-494 
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DPPX/370 COBOL II Rec itiy 

VS COBOL II Compiler & Library 

VS COBOL II Compiler & Library R3.0 
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COBOL/2 
COBOL/400 
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Data Collector V1 
NetView/PC ROLM Call Detail Collector 
VM/Data Collector 
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Videotex/PC Ext Sup Updt B1.0 to Bl.1 
Videotex/PC Updt B1.0 to B1.1 
Videotex/PC Version Bl.1 (Feature 9229) 


3614 3624 Consumer Online Transactions 
3614 3624 Consumer Online Transactions 
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Combining Sentences Series, Grades 3 
Combining Sentences Series, Grades 5 
Combining Sentences Series, Grades 5 
Combining Sentences Series, Grades 7 
Combining Sentences Series, Grades 7 


OMMA 
6024-293 


COMMAND 
5785-ABJ 
5668-985 
5719=-PC5 
5719-PC4 


COMMANDER 
5758-COA 
5758-COB 
5758-COC 
5758-COD 
5758-COE 

OMMANDS . 
5688-092 
COMMERCIAL 


5758-MSJ 


COMMERICAL 
5758-MSH 


COMMITMENTS 
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ps te Host Command Facility Ver 2 
RPS Ver 5 with Command Language 
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Commander EIS/20 
Commander EIS/30 
Commander EIS/40A 
Commander EIS/40B 


Industry Standard Plotting Commands V2 


Bank Teller Ap - Commercial Extensions 
Commercial Bank Club Accounting 
Commercial Bank Commercial Loan Acctg 
Commercial Bank Demand Deposit Accountng 
Commercial Bank General Ledger Accountng 
Commercial Bank Installment Loan 
Commercial Bank Savings Accounting 
Commercial Bank System Base Support 
Commercial Bank System Revolving Credit 
Commercial Bank Time Deposit Certificate 
EIS (Commercial) 

EIS/C (Commercial) 

EIS/EMD (Commercial) 

IBA Integrated Commercial Loans 
MIL-HDBK-217E and Commercial 


Commerical Reliability Basic 
Date Commitments 


Communicating Job Stream Processor 
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COMMUNICATIONS 


5732-025 
6428-147 
5601-105 
5732-026 
5669-179 
+5684-057 
5601-116 
5728-CM1 
6024-069 
+5688-099 
+5621-022 
5798-ZZE 
5719-CF2 
5668-979 
5719-HD2 
75X3-264 
5664-175 
5668-947 
5665-316 
5666-285 
5685-016 
5665-288 


Advanced Data Communication for Stores 
Communication Oriented Message System 
Communication Oriented Message System 
Communication Protocol Programs 
Communication Protocol Programs/A 

Data Communication Service 1.2.1 

EASEL (Communication Module) 

EDX Plant Automation Communication Syste 
EDX Yale ASCII Communication Sys II 
Insurance Communication Service 

RIPSS V2 Host Communication 

RIPSS V3.0 Host Communication 

RSCS Networking V2R3 

$/370 ECF Communication 

eye reels to 5520 Communication BSC 
SYS/36 LAN Communication 

Voice Communication Operating Subsystem 
3600 Host Support Finance Communication 
3630 Plant Communication Host Services 
3630 Plant Communication System Host 


Advanced Program to Program Comm R5 
Batch SNA Communications 

Communication Protocol Programs 
Communications & Systems Management R5 
Communications Subsystem 1.1 
Communications System/VM 

Communications System/2 

Communications Utilities 

Computers and Communications 

CIM Communications & Data Facility V1R1 
ee Communications System/2 

EDX Communications Facility - Airlines 
EDX Communications Shae! V2.1 

EDX Host / Communications Facility 

EDX X.25 / HDLC Communications pabege 
Financial Branch Sys Services V2R1.1 
Network Communications Control Facil V2 


Network Communications Control Facil V2 


Network Communications Control Facil 2.2 
Network Communications Control Facil 2.2 
NetView DM for MVS 

Operator Communications Control Facility 
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COMMUNICATIONS / COMSHARE 
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5758-COG Comm. Redi-Mail&Rem DOS/15 
COMMUNICATOR 5758-COH Comm. Redi-Mail&Rem DOS/18 
5665-373 OPC/A Network Event Communicator V1R1 5758-COI Comm. Redi-Mail&Rem DOS/20 
5758-COJ Comm. Redi-Mail&Rem DOS/30 
COMPILER/LIBRAR 5758-COK Comm. Redi-Mail&Rem DOS/40A 
5688-087 VS FORTRAN V2R4 Compiler/Library 5758-COL Comm. Redi-Mail&Rem DOS/40B 
. 5758-COA Commander EIS/10 
COMPILER/ 6000 5758-COB Commander EIS/20 
+5601-258 AIX VS COBOL Compiler/6000 5758-COC Commander EIS/30 
+5601-248 AIX XL FORTRAN Compiler/6000 5758-COD Commander EIS/40A 
+5601-254 AIX XL Pascal Compiler/6000 5758-COE Commander EIS/40B 
COMPOSER : CON/CONTINUOUS 
25F5-999 DisplayWrite 5/2 Composer 3.5 | +5758-009 CON/Continuous Control 
25F6-000 DisplayWrite 5/2 Composer 5.25 
CONCEPT 
COMPOSITION 6024-474 Concept Devt: Heat, Temperature & Graphs 
5798-RWL Composition Utility Version 2 
5748-XX9 Document Composition pact etty V3.2 CONFERENCING 
5798-DTD Interactive bemposition and Editing V2 5664-296 Cooperative Viewing Facility Version 2 
5799-TFN EDX Videotex System SVS/1 
COMPREHENSION 6024-874 PSInet Server V1.0 
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COMPUTER-BASED CONF IGUATIONS 
7732-281 DisplayWrite 2 Computer-Based Training 5758-TAH Network Configuations 
7732-284 DisplayWrite 3 Computer-Based Training 
CONFIGURATION 
COMPUTERS 5758-TAN LFI/2 Network Configuration 
6024-069 Computers and Communications 5798-RLT Network Configuration Tool 
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Consumer Transaction Definition V1.1 
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Drug DB * 
Drug DB * 
Drug DB * 
Drug DB * 
Inpatient 
Inpatient 
Inpatient 
Inpatient 
Interfaces 
Interfaces 
Interfaces 
Interfaces 
Inv. Control 35 200- 


MF 200-499) 
00+ 


500+) 
9370 200-499) 
a8 5-459 
ME 200 499) 


9370. 20 -499) 
9370 sn 
MF 200-499) 
MF 500+) 


le 


Inv. Control (9370 200-499) 
Inv. Control (9370 500+) 
Inventory Control (MF 500+) 
Narcotic Control Cn 500+) 
Narcotic Control (9370 500+) 
Narcotic Ctrl oy 200-499) 
Narcotic Ctrl.(9370 200-499) 


Keywords - Alphabetic Sequence 


KEYWORDS - ALPHABETIC SEQUENCE 


CONTINENTAL 
+5758-C42 
+5758-C43 
+5758-C44 
+5758-C45 
+5758-C54 
+5758-C55 
+5758-C56 
+5758-C57 


CONTINUOUS 
5734-XS9 


CONTOUR 
5758-TD4 
+5758-TDD 


CONTOURING 
5740-M53 


CONTRACTOR 
90X5-958 
90X5-959 
90X5-960 
90X5-961 


CONTRACTORS 


CONTROL-MVS 
59758-SDC 


CONTROL-VSE 
5758-SDG 


Keon ues) 

Out Patient (MF 200-499) 
Out Patient (MF 500+ 

Out Sea pas 9370 200-499) 
Out Patient (9370 500+) 
TPN a 500 0-499) 


MF 500+) 
9370 200-499) 


TPN (9370 500+) 


Continuous System Modeling Program III 
CONTOUR 

CONTOUR (0S/2) 

APT Advanced Contouring Release 4.1 


Contractor 
Contractor 
Contractor 
Contractor 


Network Version 
Network Version 


CONTRACTORS 


GENERAL CONTRACTORS 


HEAVY CONTRACTORS 
Transaction Control-MVS 


Transaction Control-VSE 


KEYWORDS - ALPHABETIC SEQUENCE 


CONTROLLERS - COPICS (Continued ) 
5719-THC EDX to Allen-Bradley (R) Controllers 5713-ACW COPICS Direct Update Receiving 
. 5785 -DHJ COPICS Engineering Data Support V1R1 
CONVENIENCE KIT 5785-GBE COPICS Inventory Accounting II Rl 
30F5-280 PS/2 Internal Tape Backup Conv. Kit 5740-XYX COPICS Online Routing 
a 5746-XY1 COPICS Online Routing 
ONVER 5706-115 COPICS Online Routing II 
5785 -ABJ ‘COBOL & CICS/VS Command Level Conver Aid 5798-DZA COPICS Plant pont tore & Control 370 
we ks 5785-GBD COPICS Product Cost Calculations II Rl 
CONVERSATIONAL | . 5785-GAX COPICS Purchasing 
5746-XC3 Conversational Project Evaluation 5785-GAZ COPICS Receiving Rl 
. . oe 5668-908 COPICS Shop Order Load Analysis Reportng 
CONVERSION . 5668-907 Facilities Data Management 
5714-CV2 Conversion Reformat Utility 5798-DCR Inventory Planning Forecasting II Rl 
5798-DPL CICS/VS Conversion Utility 5798-RTG Management Information 
5785-ABJ COBOL & CICS/VS Command Level Conver Aid 5668-898 Master Production Schedule Penning 
5798-RGT COBOL Conversion Aid 5798-DFR Plant Monitoring - Host Interface Rl 
5668-864 FORTRAN Language Conversion Program +5688-144 Plant Operations Interface Program 
5735-CV1 RPG II Conversion Preprocessor 5798-DZH Product Data Interface for COPICS 
5798-RBC S/3 to 8/38 Batch Conversion Aid 5706-174 Professional CADAM V2R3 
- 5798-RDK $/3 to 8/38 Batch Conversion Aid +5688-143 Relational Base Product 
5714-CV7 S/3 CCP to S/38 Conversion +5688-165 Relational Bill of Material 
5714-CV9 Py ag lea to S/38 Conversion Aid 1.2.0 +5688-163 Relational Inventory Accounting 
5785-GCL AM Protocol Conversion Pppeeeesen +5688-164 Relational Material Requirements 
5798-FBK 8100 DOSF Text Conversion Facility 7798-COP TRY-COPICS 
ae +5601-399 3270 & COPICS Data Services V1 
CON2 /CONTINUOUS 
+5 758-022 CON2/Continuous Control R-T COPICS COS 
5668-906 COPICS - Shipping Management Rel. 2.0 
COOLING . 
5706-073 CAEDS Mold pocneue Analysis V3 COPIES 
5706-093 Plastics Mold Cooling Analysis +5758-T06 TBL ADD COPIES /RT Qty 1-8 
+5758-T08 TBL ADD COPIES /RT Qty 17-24 
COOPERATIVE +5758-T09 TBL ADD COPIES /RT Qty 25-32 
5664-296 Cooperative Viewing Facility Version 2 +5758-T10 TBL ADD COPIEs /RT Qty 33-64 
ee +5758-T07 TBL ADD COPIES pet Qty 9-16 
COORDINATOR-VM2 +5758-T16 TBL ADD COPIES PS/2 Qty 9-16 
5758-CAJ System Coordinator-VM2 +5758-T17 TBL ADD COPIES PS/2 Qty17-24 
agnree ae 3 +5758-T18 TBL ADD COPIES PS/2 Qty25-32 
5668-906 COPICS a aoe pean Management Rel. 2.0 COPIES/. . 
5688-019 COPICS Base Product +5758-T15 TBL ADD COPIES/ PS/2 Qty 1-8 
5668-829 COPICS Capacity at peer pea Planning Rl 
5688-007 COPICS Cust Order Service Data & Ord Mng COPY 
5713-ACH COPICS Defense Program Offering 5744-BJ1 Diskette Copy Program 


Keywords - Alphabetic Sequence 


COPY 
5744-BL1 
80X1-011 
5746-AM4 


CORE 
5758-TD1 
+5758-TDA 


CORELIB 
5758-S74 


CORNERSTONE 
5713-ADH 


COST 
+5758-L48 
+5685-142 

5785-GBD 
5758-DEG 
5758-TAD 


COSTING 
6317-054 
6467-008 
5767-038 
5728-M66 
5728-M69 
5727-M66 

+5758-179 
+5758-198 


CP/M-86 
6024-035 


CPCS 
5734-F11 
5798-CLD 


KEYWORDS - 


(Continued) 

Diskette Copy Program 

DOS 3.3 One additional copy license 
Fast Copy Data-set Program 


CORE 

CORE (0S/2) 

CoreLib 

MICRO CADAM (tm) CORNERSTONE R1.3 


Cost Allocations Mod. ae 
Cost Evaluation Manager / Ss 

COPICS Product Cost Calculations II Rl 
Job Cost 

Time Balance & Cost Alloc. 


Acctg Assistant Series - Job Costing 
Acctg Assistant Series - Job Costing 
Rey Los cake aye Project Man. Costing 
AS/400 CMAS II Job Costing 

op Aa CMAS Payroll & Labor Costing 
Job Costing 

Job Costing Base Module 686} 
Job Ska es Base Module (SC 
Payroll And Labor Costing 
Production Control & Costin 
Production Control and Costing 
Production Control and Costing 
Production Control and Costing 
Production Control and Costing 
Production Control and Costing 


CP/M-86 tm Operating System 


Check Processing Control System 
CPCS Online Adjustments - 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


Ber Ws 


cS 
5798-DNG 
5798-DXK 
5798-CRC 


PF 
5714-SS81 


CPM 
5709-031 
5709-032 


CREDIT 
5746-F65 


CRISP 
5758-MRA 


CRISP-BANK 
5758-MR5 


CRISP-BASE 
5758-MR2 
5758-MR3 


CRISP-BASE2 
5758-MR1 


CRISP-LOCATION 


5758-MR4 


CRISP-PRODUCT 
5758-MRB 


CRISP-RISK 
5758-MRC 


CRITICAL PATH 
5798-RRH 


CROSS 
5706-053 
5728-M6X 
5728-M7X 
5728-M3X 


Rear eae 

CPCS Sort Table Generator 
MICR User Editing 

3890 Online Fine Sort - CPCS 


Control Program Facility 1.8 


ee bea Management Control Series 
EMCS Advanced Function Management Tools 


Commercial Bank System Revolving Credit 
CRISP BASE 
CRISP-BANK 


CRISP-BASE 11 
CRISP-BASE 20 


CRISP-BASE2 
CRISP-LOCATION 
CRISP-PRODUCT 
CRISP-RISK 

Job Analysis System 


Ada Cross Compiler VM to MVS 

AS/400 CMAS Cross i eae eaepore 
AS/400 MAPICS Cross Application Support 
Cross Application Support 


KEYWORDS - ALPHABETIC SEQUENCE 


CROSS | (Continued) CRYPTOGRAPHIC (Continued 
5727-D4A Cross Application System Support §740-XY5 Cryptographic Programmed Facility 
§727-M4&X Cross Application System Support 5740-XY6 eBeP poe erate Unit Support 
5727-M6X Cross Application System Support 5796-PPK IPS Cryptographic for VM/CMS 
5727-M7X Cross Application System Support 
5728-D4X Cross epee ee Pye Support CRYPTOGRAPHY 
5793-AHP Cross Sell Manager V2 Author 5668-981 X.25 NCP Packet Switching Interface 4.3 
5793-AHQ Cross Sell Manager V2 Workstation 
-~5660-284 Cross System Product / Applic Developmt CRYSTALS 
-5660-285 Cross System Product / a ia pee Execution 6024-473 Ratio Reasoning: Crystals and Speed 
5668-813 Cross System Product/Appl Dev V3R2.1 
668-81 Cross System Sacra 4 1 Exec V3R2.1 CSAS 
+5688-150 Cross System Product/3/0 Runtime Service 5706-165 General Ledger 
5729 -M6X S/36 Construction Management/Acctg Syste 5706-159 Graduate Placement 
5714-M7X $/38 MAPICS II Cross Applic. Support 5706-162 Loan and Grant Tracking 
5706-163 Projected and Actual Payment Tracking 
CROSSREFERENCE 5706-161 Registration Attendance and Grading 
5796-AYP PCS ADS Crossreference 5706-166 Student Accounts Payable 
5706-164 Student Financial Tracking 
CRWTH 5706-160 Student Recruitment 
5758-CRD Project CP 5706-167 Vendor Accounts Payable 
5758-CRJ Project CP 
5758-CRP Project CP CSAS I 
5758-CRE Projects 796-TDE S/36 PC Career School Admin. System II 
§758-CRK Projects 5796-TDF S/36 PC Career School Admin. System II 
eee pe Projects 5796-TD S/36 PC Career School Admin. System II 
5758-C Using A 5796-TDH S/36 PC Career School Admin. System II 
5758-CRL Using AS 5796-TDJ S/36 PC Career School Admin. System II 
5758-CRR Using AS 5796-TDK S/36 PC Career School Admin. System II 
5758-CRB Using Displaywrite/370 5796-TDL S/36 PC Career School Admin. System II 
5758-CRH Using Displaywrite/370 5796-TDN S/36 PC Career School Admin. System II 
5758-C Using Displaywrite/370 5796-TDP S/36 PC Career School Admin. System II 
5758-CRC Using Displaywrite/370-PROFS 
5758-CRI Using Displaywrite/370-PROFS P | 
5758-CRO Using Paopae yw eann avert Runs 5734-XS9 Continuous System Modeling Program III 
5758-CRA Using PROFS 
5758-CRG Using PROFS CS 
5758-CRM Using PROFS 5669-068 CSOS Assembler V2 
5669-079 CSOS BASIC V1.2 
CRYPTO 5669-082 CSOS BASIC V2 
6024-158 Crypto Cube 5669-081 CSOS C V1.2 
5669-071 CSOS C V2 
CRYPTOGRAPHIC 5669-075 CSOS Extensions V1.13 
5728-CR1 AS/400 SO teh ee Support 5669-078 CSOS FORTRAN V1.2 
5714-CR1 Cryptographic Facility 5669-070 CSOS FORTRAN V2 
Keywords - Alphabetic Sequence 3-38 


CSOS 


5669-072 
5669-073 


cian 
-5660-284 


5668-813 
5660-300 


CSP/AE 
-5660-285 
5668-814 
5660-295 


CSP/370RS 
+5688-150 


CSPF 
5688-013 


CTRL. 9370 
+5758-C48 

CUA . 
+49F4-608 


CUBE 
6024-158 
CURRENT 
+40F4-877 
+40F4-879 
CUSTOMIZING 
5758-IAI 


UTSET 
5758-MSN 


KEYWORDS - ALPHABETIC SEQUENCE 


Re oe paced 

CSOS Pascal V1.2 

CSOS Pascal V2 

CSOS Personal Editor Vl 

CSOS Programmers ToolKit V2 

CSOS Scientific Subroutine Library V1.1 
CSOS puerto 100 V1 


CSOS 3101 Terminal Emulation V1 


Cross System Product / Applic Developmt 
Cross System Product/Appl] Dev V3R2.1 
CSP/AD for DPPX/370 


Cross System Product / Applic Execution 
Cross System Product/App] Exec V3R2.1 
CSP/AE for DPPX/370 


Cross System Product/370 Runtime Service 
GDDM Central Slide and Plot Facility 
Narcotic Ctrl.(9370 200-499) 

OS/2 Image Support 

Crypto Cube 


IBM Current V1 3.5" 


‘IBM Current V1 5.25" 


Customizing Interfacing 


RESULTS (CUTSET) 


Keywords - Alphabetic Sequence 


CUTSET QUANTIF 


5758-MSO 


CVIEW 
5664-296 


CYRILLIC 
5771-ACR 
5771-ACQ 
5771-ACP 
5799-BGK 


CYTOLOGY 
6024-407 
6024-437 


ANISH 
32F8-291 


DASD 
+5706-116 


DATA ACCESS 
+5758-D10 
+5758-D07 
+5758-D12 
+5758-D08 


+5758-D11 


DATA BASE 
5665-290 
5666-270 


DATA COLLECTION 


+5706-274 
DATA_ENTRY 
5798- 


RESULTS (CUTSET, QUANTIFY) 


Cooperative Viewing Facility Version 2 


Monotype Bodoni Cyrillic tm 

Monotype Times New Roman Cyrillic tm 
Univers Cyrillic tm 

6670 Fonts Library 


Cytology & Histology: Cells & Tissues 
Cytology & Histology: Cells & Tissues 


Danish Dictionary 


DFSMS/VM 


DataFlex 
DataFlex 
DataFlex 
DataFlex 
DataFlex 
DataFlex 
DataFlex 
DataFlex 
DataFlex 
DataF lex 
DataF lex 
DataF lex 


PS/2) EDL 

PS/2) FDL 

PS/2) Upgrades 
PS/2)R ae 4 
PS/2)RTL (4 users 
PS/2)RTL(unlimitd 
T) EDL 


RT) FDL 

RT) RTL (incr. 4) 
RT) RTL (unlimitd) 
RT) RTL (4 users) 
RT) Upgrades 


Distributed Office Support System V3R4 
Distributed Office Support System V3R4 


7527 Terminal Services Vl 


Touch-Tone - 


Audio Support 


DATA FACILITY 
5665-329 


DATA-SET 
5746-AM4 


DATABASE 
7798-MDD 
49F4-720 
49F4-721 
5798-DZT 
5798-FAP 
5798-FAF 
6024-732 
5740-XYR 

- 5665-354 
+5665-408 
5668-856 
+5758-033 
5710-RRL 
32F8-334 
32F8 -333 
5759-012 
+5758-211 
+5758-212 


DATAFLEX 
+5758-D10 
+5758-D07 
+5758-D12 
+5758-D08 
+5758-D05 
+5758-D06 
+5758-D09 
+5758-D03 
+5758-D04 
+5758-D02 
+5758-D01 
+5758-D11 


DATAINTERCHANGE 
5727-008 
5714-007 


5685-036 
+32F8 -266 


KEYWORDS - 


DFHSM V2R3.1 
Fast Copy Data-set Program 


AHA Medical Device Database 

AS/400 Relational Database Design & Code 
AS/400 Relational Database Design & Code 
DataBase Relational Applic Directory 
DataBase Relational Applic Directory 
DataBase 2 VSAM Transparency 
InfoCourse: Database for PC 

IBM Database 2 R3 

IBM Database 2 Performance Monitor R2 
IMS/ESA V3R1 Database Manager 

IMS/VS System Utilities DataBase Tools 
MDA/C Database Access 

OFFICE/38 - Worksheet/38 

OS/2 Database Manager Introduction 3.5, 
OS/2 Database Manager Introduction 5.25 
SolutionPac Database Application Develp 
200-110/C DataBase Acc. (DOS 

700-110/C DataBase Acc(0S/2 


t 


PS/2) EDL 
DataFlex (PS/2) FDL. 
DataFlex (PS/2 rperacee 
DataFlex (PS/2)RT Oa 4 
DataFlex (PS/2)RTL (4 users 
DataFlex (PS/2)RTL(Cunlimitd 
DataFlex (R DL 

DataFlex (RT) FDL 

DataFlex (RT) RTL fan i 4) 


DataFlex 


rd 
Hn 


DataFlex (RT) RTL (unlimitd) 
DataFlex (RT) RTL (4 users) 
DataFlex (RT) Upgrades 


DataInterchange System/36 
DataInterchange System/38 
DataInterchange/MVS Rl 
DataInterchange/2 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 
DATAINTERCHANGE 
5730-043 


DATALINK 
+5758-HIL 
+5758-HIK 


ATA1 
5771-ADA 


ATE 
5706-014 


DB 
+5758-C58 
+5758-C59 
+5758-C60 
+5758-C61 
+5758-362 
+5758-364 
+5758-363 
+5758-365 
+5758-385 
+5758-386 


DB/DC 
5746-XXC 
5740-XXF 


BCS 
5665-360 
5665-465 
5664-362 


DBEDIT 


5798-DLL 
5798-DLQ 


BMS 
5713-AFR 


DB2 
+5685-105 
5668-899 
5668-948 


3-40 


pone inne) . 
DataInterchange/400 


ONSPEC Host Gateway Datalink 
ONSPEC Shadow Datalink 


Datal Fonts (Source or Object) 
Date Commitments 


Drug DB * (MF 200-499) 

Drug DB * (MF 500+) 

Drug DB * (9370 200-499) 
Drug DB * (9370 500+) 

Online Relat. DB DEV/R-T DOS 
Online Relat. DB DEV/R-T O0S2 
Online Relational DB R-T DOS 
Online Relational DB R-T OS2 
R-T DB Debugger DEV/R-T DOS 
R-T DB Debugger DEV/R-T 0S2 


Data Dictionary - DB/DC 
Data Dictionary - DB/DC 1.6 


DBCS Ordering Support Program Rel. 2 
DCP/MVS 
DCP/VM 


Data Base Edit 
Data Base Edit 


SQL*NET TCP/IP Protocol Device Driver 


poor anager 
PL2 Ver.1 Rel.3 
Batch Terminal Simulator 


DB2 
5798-DRP 
5665-360 
5665-465 
5664-362 
5740-XYR 


DB2PM 
5665-354 


DCF. 
5748 -XX9 
5684-025 
DCP 


5665-465 
5664-362 


oer ee 
665-465 
Or ive 
664-362 
DMS 
5601-105 


5601-104 


DDSR-DISOSS 
+5758-TB3 


DEBUG 


5668-806 


DEBUGGER 
5658-995 
+5758-385 
+5758-386 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

Data Dictionary DB2 Interface 

DBCS ea upport Program Rel. 2 
DCP/MVS 


DCP/VM 
IBM Database 2 R3 
IBM Database 2 Performance Monitor R2 


Document Composition Facility V3.2 
SGML Translator DCF Edition 


DCP/MVS 
DCP/VM 


DCP/MVS 
DCP/VM 


Communication Protocol Programs 
Device Data Management for Industrial/PC 


DDSR-DISOSS DSR 


alee Online Test Debug II 
COBOL Interactive Debu 

FORTRAN Interactive Debug 

FORTRAN VS - Interactive Debug 2.0 SPE 
Professional Debug Facility 

VS FORTRAN Compiler Library & Debug V2R3 


INSPECT for C/370 & PL/I yey 
R-T DB Debugger DEV/R-T DOS 
R-T DB Debugger DEV/R-T 0OS2 


Keywords - Alphabetic Sequence 


DEBUGGING 
5732-017 


EC/VMS 
oe 6 e8e- 077 


DECATHLON 
+5758-G01 
+5758-G04 
+5758-G05 
+5758-G06 
+5758-G02 
+5758-G07 
+5758-G03 


DECISION 
5666-361 


5746-XX9 


DECISIONS/MVS 
+5688-167 


DECISIONS/VM 
5688-094 


DECRYPT 
5728-CR1 


System/88 Symbolic Debugging Aid R5 


DXT/D1 V1R1 


GOLDMEDAL 
GOLDMEDAL 
GOLDMEDAL 
GOLDMEDAL 
GOLDMEDAL 
GOLDMEDAL 
GOLDMEDAL 


1-4) 
17-32 
33-48 
49-64 
5-8) 
oe -96) 
9-16) 


DISPF V1R1.2 
OFFICE/38 - Worksheet /38 


Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Planning 
Planning 
Planning 
Planning 


Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 


Control & Decision 


Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 


= 
- 
-~ 
- 
= 
- 
- 
- 
- 


Attachment /36 
Data Edition 
Data eaten 
English Ac 2 
English Ac 2. 
Network+ 2.0 
Network+ 2.0 
Planst+ 2.0 
Plans+ 2.0 
Reports+ Edit 


Series - Reportst+ 2.0 
Series, UPE to Plans+ 
V 


aluation 


Control & Decision Evaluation 
Control & Decision Evaluation 
Control & Decision Evaluation 


Executive Decisions/MVS Rl 


Executive Decisions/VM 


AS/400 Cryptographic Support 


DEERE TECH 
+5758-DT4 
+5758-DT1 
+5758-DT5 
+5758-DT2 
+5758-DT6 
+5758-DT3 


DEFENSE 
5713-ACH 


DEFENSES 
6024-343 
6024-390 


EGREE 
5798-DNK 


DEKELLIS & 
+5758-D26 
+5758-D30 
+5758-D32 
+5758-D29 
+5758-D27 
+5758-D25 
+5758-D33 
+5758-D31 
+5758-D28 


DELIVERY 
5665-416 
5685-010 


DELIVERYSTATION 
5758-ISI 


DELRINA 


KEYWORDS - ALPHABETIC SEQUENCE 


JD/CAPP (single seat RT 
JD/CAPP (2-4 seats Ba 
JD/CAPP (2-4 seats RT 
JD/CAPP (5-8 seats RT) 
JD/CAPP (5-8 seats RT 


JD/CAPP (single seat Kn) 


COPICS Defense Program Offering 


Pathology: Diseases and Defenses 
Pathology: Diseases and Defenses 


3800 90 Degree Rotate Rescaled Char Set 


Accounts Receivable ES/28) 
Automated Dist. (S/36) 
Barcode Ticket Prtin ae 
Dist. Center Mgmt. /36 
General Ledger (S/36) 
Merchandise Control $84 3¢ 
P.O.S. Data Reform. (S/36 
bearer rae ye Mgmt. (S/36) 
Sales Audit (S/36) 


IBA Online Delivery System 
KnowledgeTool V2R1 Delivery Environment 


DeliveryStation 


PerFORM Designer (5 04) 
PerFORM Designer (3 1/2 
PerFORM Filler t2 1/2 
PerFORM Filler 
PerFORM LAN Pack +3 1423 
PerFORM LAN Pack 


Keywords - Alphabetic Sequence 


DELTA 
5798-DCH 


DELUXE DATA 


5758-DDA 
5758-DDB 


EMAND 
5746-F6l 
5685-018 


DEMONSTRATOR 
5792-ZFB 


DENEB SYSTEMS, 
5758-DEA 


5758-DEB 
5758-DED 
5758-DEE 
5758-DEC 
5758-DEF 
5758-DEG 
5758-DEH 
5758-DEI 
5758-DEJ 


DEPARTMENT 
5798-DQG 


DEPARTMENTAL 
5796-PLN 


DEPOSIT 
5746-F61 
5746-F63 
5740-F13 
5685-018 
5685-019 


DESIGN 
49F4-730 


5612-113 


3-42 


LDMS Normal Value / Delta Checking 


Connex Foundation Switch 
Connex Full Switch © 


Commercial Bank Demand Deposit Accountng 
IBA Integrated Demand Deposit Accounts 


=MONEY=TRACK= (Teaching & Demonstrator) 


Accounts Payable 

Accounts Rec./Inventory 
Equipment Control 
Estimating 

General Ledger w/Bank Recon. 
Item Billing a 
Job Cost 

Order Entry 

Payroll | 

Purchase Order 


EDX Department Office Control System 
A Departmental Reporting System II 


Commercial Bank Demand Deposit Accountng 
Commercial Bank Time Deposit Certificate 
Deposit Processing 

IBA Integrated Demand Deposit Accounts 
IBA Integrated Time Deposit Accounts 


AS/400 Interactive Program Design 

AS/400 Interactive Program Design 

AS/400 Relational Database Design & Code 
AS/400 Relational Database Design & Code 
Building Design & Facilities Layout 


5727-002 
+5614-001 


DESIGNER 


5758-DA1 
5758-DA4 


ESK 
5796-ZGW 
59758-EVE 


DESKTOP 


06F2-454 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 
Computer Aided Design Integration 
Computer Aided Design Integration V2 
CADwrite Design, Drafting - SolutionPac 
CADwrite Design, Drafting - SolutionPac 
CADAM 8 Design Build Manage Rel. 21 

R) Interactive Solids Design R21 
CADAM AEC Design Base 
CADAM Interactive Design V2R20 
CAEDS Base for IBM RT Version 3 
CAEDS Dimensioning for IBM RT V3 
CAEDS Graphics Finite Element Modeler V3 
CAEDS Integrated Finite Element Solver 
CAEDS Object Modeler for IBM RT V3 
CAEDS System Modeler for IBM RT V3 
CATIA ‘ Basic 3D Design - Standalone 
CATIA (R) 3D Design 
CATIA Image Design for the IBM RT 
CATIA Image Design V3 
CATIA Structural Design & Steelwork 
CATIA Structural Design & Steelwork V3 
CATIA Structural Design & Steelwork V3 
CATIA 3D Design for RT PC 
CATIA 3D Design V3 
CATIA(tm) Bldng Design & Facil Layout V3 
CATIA(tm) Image Design Ver.3 
CATIA(tm) 3D Design Ver.3 
ea of Experiments 
MICRO CADAM Parametric Design 
NetView Voice Network Design V1.0 
PROFESSIONAL CADAM Interactive Solid Dsg 
ay eeee Relational Design Tool 
SYS/36 Systems aa and Implementation 
Valisys 


esign Verification 


PerFORM Designer 


(5 25”? 
PerFORM Designer 


(3 1/2 


Financial Desk Calculator 
Sales Des 


Interleaf Pub Series French Dictionary 


Keywords - Alphabetic Sequence 


DESKTOP 
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COPICS Direct Update geo: 
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Direct S.W.I.F.T. Link 
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Directory Services/Wang OFF. 
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DISOSS 
5740-XY9 
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X.400 DISOSS Connection 
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‘Display Information Alpha Search 


Display Management System / CMS 

Display Management Systems 
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DISPLAYWRITE 
32F8-289 
32F8-290 
32F8-291 
59X9-958 
74X9-903 
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6024-190 
6024-197 
7732-281 
7732-284 
74X9-913 
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25F5-951 
25F5-950 
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75X1-124 
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32F8-292 
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32F8-283 
32F8-293 
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32F8-298 
32F8-297 
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DisplayGraphics V1.1 3.5" 
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DisplayWrite Asst, Upg from Writing 1.0 
DisplayWrite Index Support 

DisplayWrite rit: uepOre 

DisplayWrite Medical upper 
DisplayWrite 2 Computer-Based Training 


DisplayWrite 3 il ta aba Training 
DisplayWrite 4 3.5 Diskette 
DisplayWrite 4 5.25 Diskette 
DisplayWrite 4 V2 35 

DisplayWrite 4 V2 (5.25 

DisplayWrite 4/2 Additional License 
DisplayWrite 4/2 Manual 

DisplayWrite 4/2 Upgrade > 
DisplayWrite 4/2 Upgrade Addl license 
DisplayWrite 5/2 Composer 3.5 


DisplayWrite 5/2 Composer 5.25" 
DisplayWrite 5/2 3.5, 
DisplayWrite 5/2 5.25 
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English (U.K.) Dictionary 
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Portuguese (National) Dictionary 
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5664-370 
5665-460 
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5758-CRB 
5758-CRH 
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DisplayWrite/36 English Dictionaries 1.5 
DisplayWrite/36 English Dictionaries 1.5 
DisplayWrite/36 1.5.1 


DisplayWrite/370 for MVS/CICS 
DisplayWrite/370 for VM R2 
DisplayWrite/370 R2 Base Product 
DisplayWrite/370 R2 w/Image Graphics 
Using Displaywrite/370 

Using Displaywrite/370 

Using Displaywrite/370 

Using Displaywrite/370-PROFS 

Using Displaywrite/370-PROFS 

Using Displaywrite/370-PROFS 


Displaywriter - Information Exchange 
Displaywriter PC Attach Convenience Kit 
DisplayComm Binary Synchronous Communica 


Measurement Process: Distance & Area 


AIX/RT Distributed Services R1.2 

CICS Distributed Data Management 1.0 
Distributed Data Management 

Distributed Data Management 

Distributed Intelligence System/7 - 370 
Distributed Office Support / 370 Ver 2 
Distributed Office Support / 370 Ver 2 
Distributed Office Support / 370 V1 
Distributed Office Support System V3R4 
Distributed Office Support System V3R4 
Distributed Services 

Distributed Workstation Support 

DPPX Distributed Presentation Serv V2 
DPPX Distributed Presentation Service Vl 
PC Distributed eyetene Node Executive V1 
System/88 Distributed System Services R5 


Keywords - Alphabetic Sequence 


3-47 


DISTRIBUTED 
5732-030 
5684-009 
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DISTRIBUTION 


5714-D48 
5714-D42 
5714-D41 
5712-AAB 
5798-RPJ 
5714-D47 
5799-BJA 
5799-BJB 
5714-D43 
+5685-048 
5714-D49 
5714-D45 
5665-310 
5714-D44 


DISTRIBUTOR 
5798-RRB 
5798-RPK 


DISTRIBUTORS 


5727-D48 
5727-D42 
5727-D41 
5727-D47 
5727-D43 
5727-D46 
5727-D49 
5727-D45 
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Accounts Payable Distribution 

Accounts Receivable Distribution 
Customer Service Billing Distribution 
Distribution Construction Information 
Document Distribution to Remote 5520 
General Ledger Distribution / Media 
Image Distribution System - Scanmaster 
Image Distribution System - Scanmaster 
eayentory Control Distribution 

MVS/ESA Object Distribution Manager 
Payroll Distribution 

Purchasing Distribution 

aehoee Management & Distribution System 
Sales Analysis Distribution 


6670 Information Distributor 
6670 Information Distributor Support 


Distributors Mgt Acctg - Accts Pay 
Distributors Mgt Acctg - Accts Rec 
Distributors Mgt Acctg - iar oe 
Distributors Mgt Acctg - Gen Le ger 
Distributors Mgt Acctg - Inv Ctr 
Distributors Mgt Acctg - Inv Mgmt 
Distributors Mgt Acctg - Payroll 
Distributors Mgt Acctg - Seer ea 
Distributors Mgt Acctg - Sales Analysis 


4700 Format Distrubution Services 


DITTO 
DITTO for VSE and VM V3R1 
MVS/DITTO 


DITTO 2.1 
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+5758-U22 
+5758-U34 
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+5758-U45 
+5758-U21 
+5758-U33 
+5758-U24 
+5758-U65 
+5758-U20 
+5758-U32 
+5758-164 


+5758-152 


+5758-161 
+5758-149 
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+5758-158 
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DL/I 
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ACCELL IDS (PS/2) DL 
ACCELL IDS 1-8 Users (Rt DL 
ACCELL IDS 65+ Users (RT) DL 
ACCELL/CP ars /2) DL 
ACCELL/CP 1-8 To 65+ (RT) DL 
ACCELL/CP 1-8 Users Rt DL 
ACCELL/CP 65+ Users (RT) DL 
ACCELL/CP 9-16 Users (RT) DL 
ACCELL/SQL (PS/2) DL 
ACCELL/SQL 1-8 Users RT} DL 
pce EEGs Se Users (RT) DL 

-ISAM (PS/2 oe 

C-ISAM (RT 
INFORMIX’ ESQL/C ON DL 
INFORMIX- rt ae RT 
INFORMIX-NE TED | DL 
INFORMIX-NET (RT) DL 
INFORMIX-SQL (PS/2) DL 
INFORMIX-SQL (RT) DL 
INFORMIX-TURBO S 2) DL 
INFORMIX-TURBO (RT) DL 
INFORMIX-4GL (PS/2) DL 
INFORMIX-4GL (RT) DL 
INFORMIX-4GL ID (PS 2) DL 
INFORMIX-4GL ID (RT L 
INFORMIX-4GL RDS tE (2) DL 
INFORMIX-4GL RDS (RT) DL 


Data Lan uage / I Entry 
DL/I ek 


DL/I DOS/VS V1iR8 
DL/I SBEat Management Utilities 


Query 
Query DLT 


Document Library Facility 


DISOSS Library Services DLS-E R2 
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5685-016 
5684-017 


DM/VSE 
-5666-339 


DMACS 
+5758-215 
+5758-216 
+5758-213 


MARC 
5796-PPZ 


DMAS 
5728-D48 
5728-D42 
5728-D41 
5728-D47 
5728-D43 
5728-D46 
5728-D49 
5728-D45 
5728-D44 
5728-D4X 
5798-RPG 
5727-D48 
5727-D42 
5727-D41 
5727-D47 
5727-D43 
5727-D46 
5727-D49 
5727-D45 
5727-D44 
5798-RPY 


5729-D45 


NetView DM for MVS 
NetView DM for VM/SP and VM/XA 


DM/VSE Document Management 1.1 


FIX DMACS I/O Dri 1500 DOS 
FIX DMACS I/O 2000 DOS OS/2 
300-410/FIX DMACS I/O Dri.Tk 


Library Congress Marc to Dortmund Dmarc 


AS/400 DMAS 
AS/400 DMAS 


AS/400 DMAS Billi 


AS/400 


AS/400 DMAS 
AS/400 DMAS 


AS/400 


AS/400 DMAS 
AS/400 DMAS 
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Purchasin 


Accounts Payable 
Accounts Receivable 
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Inventory Control 
pee tae Management 


Sales sing 


Cross nape tr eatace Systems Support 


Detail 
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Distributors 
Distributors Mgt 
Distributors 
Distributors 
Distributors 
Distributors 
Distributors 
Distributors 
Distributors M 


Analysis 
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Mgt Acctg - 
Mgt Acctg - 
Mgt Acctg - 
Met Acctg - 
t Acctg - 


Accts Pay 
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Payroll — 
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DMAS II File i Record Definitions 
a 


Payroll 401K 
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S/36 DMAS 
S/36 DMAS 
S/36 DMAS 
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for 8/36 
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for 8/36 
for 
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5363SU & 5364 PC SU 
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DMAS 
5729-D46 
5729-D47 
5729-D48 
5729-D49 


DMS/CICS 
5740-XC5 
5746-XC4 


DMS/CMS 
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DOBIS 
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5787-DAB 
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5785-DDN 
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5787-FAL 


DOBIS REL2 
5787-FAH 


DOBIS REL4 
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Display Management System / CMS 
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Accounts Receivable Distribution 
Customer Service Billing Distribution 
General Ledger Distribution f Media 
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Inventory Control Di 

Payroll Distribution 

eae er Distribution 
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stribution 


CallPath Host 


Dortmund Leuven Library System R4 
Dortmund Leuven Library System R4 
Library Congress Marc to Dortmund Dmarc 
Periodicals Control System R4& 
Periodicals Control System R4 


Dortmund Leuven Library System Batch 
Dortmund Leuven Library System Batch 


Dortmund Leuven Library System Online 
Dortmund Leuven Library System Online 
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+5787-DBB 
+5787-DBC 
+5785-DBD 
+5785-DBE 


DOCKET 
5793-ABF 


DOCTOR'S 
6360-486 
6280-344 
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DOCTORS 
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5799-BWE 
5730-012 
5798-RRE 


DOCUMENTATION 


5798-RLZ 
5798-RPN 
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DOG 
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DOBIS/Leuven Library System 
DOBIS/Leuven Library System 
DOBIS/Leuven Periodicals Control V2 
DOBIS/Leuven Periodicals Control V2 


Attorney Practice - Statutory Dates 


Doctor's Office Demo & Tutorial es 
Doctor s Office Manager II Plus 3.5 |, 
Doctor s Office Manager II Plus 5.25 


Doctors Office Manager II 


Document Composition Facility V3.2 
Document Distribution to Remote 5520 
Document Interchange - Host to Displaywr 
Document Library Facility 

Document Retrieval Assistant 

DM/VSE Document Management 1.1 

DOSCHECK V2 

DPPX Distb Document Formatting Facility 
Image Document Vaca? | 

MVS/ESA Updece Distribution Manager 
ODPS/RMS Office and Document Processing 
System/36 to System/36 Document Transfer 
Workfolder Application Facility 

3101 Emulation and Document Transfer 


Object Management Facility 
Procedure Documentation & Mod Aid 
Source Archive 


MVS/ESA Folder Application Facility 
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DOS/20 
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5798-FBK 


DPCX/DPPX 
5668-985 


DPPX/DPS 
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Dortmund Leuven Library System Online 
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Comm. Redi-Mail&Rem DOS/10 
Comm. Redi-Mail&Rem DOS/15. 
Comm. Redi-Mail&Rem DOS/18 
Comm. Redi-Mail&Rem DOS/20 
Comm. Redi-MailéRem DOs /30 
Comm. Redi-Mail&Rem DOS/40A 
Comm. Redi-Mail&Rem DOS/40B- 


CPCS Sort Table Generator 
DOSCHECK V2 

Electronic Payment Systems 
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MICR User Editing 
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DPPX Distributed Presentation Serv V2 


Keywords - Alphabetic Sequence 


DPPX/SP 
-5799-WXJ 
-5660-281 


DPPX/3640 | 
-5660-267 


DPPX/370 
5660-300 
5660-295 
5660-292 
5660-299 
5660-294 
5660-301 
5660-302 


DRAFTING 
5472-422 
5472-423 
5706-064 
5706-069 
5706-067 
5706-068 


5706-065 © 


5706-066 
5668-827 
5612-104 
5612-004 
5613-004 
5758-CDF 
5758-CAX 
5758-CAG 
5758-CAO 
5719-GP1 


RAW 
5758-CAY 
5758-CAH 
5758-CDG 


DRAWING 
+5688-160 
5796-TBP 
5796-TB 
5713-AD 


DPPX/SP to 3270-PC File Transfer 
DPPX/SP R4 


DPPX 3640 Presentation Services Exec 


CSP/AD for DPPX/370 

Sher for DPPX/370 

DPPX/370 | 

DPPX/370 COBOL II aaretns | 

DPPX/370 Interactive Map Definition 
DPPX/370 PL/1 Compiler a. s 
DPPX/370 PL/1 Library 


CADwrite Design, Drafting - SolutionPac 
CADwrite Design, Drafting - SolutionPac 
CAEDS Base for IBM RT Version 3 

CAEDS Dimensioning for IBM RT V3 

CAEDS Graphics Finite Element Modeler V3 
CAEDS Integrated Finite Element Solver 
CAEDS Object Modeler for IBM RT V3 

CAEDS oats Modeler for IBM RT V3 

(R) Drafting 

CATIA Drafting for RT PC 

CATIA eet tang V3 
CATIA(tm) Drafting Ver.3 
Drafting Coordinator VM1 
Drafting Coordinator MVS1 
Drafting Coordinator MVS2 
Drafting Coordinator VM2 
7361 Fastdraft System 


Intelligent Draw Dis. MVS1 
Intelligent Draw Dis. MVS2 
Intelligent Draw Dis. VM1 


CAD/CATIA Data Exchange R1 

CADAM RS Drawing Viewing Program - Host 
CADAM (R) Drawing Viewing Program - PC 
CADAM Drawing Compare 


DRAWING 
5758-CAP 


DRAWMASTER 
5601-100 
5664-388 


DRI 
+5758-215 

DRI.TK 
+5758-213 


RIVEN 
5719-XJ5 


DRIVER 
+5758-019 


5713-AFR 
6466-981 


DRIVERS 
5665-343 
+5758-375 
+5758-376 
6168-460 


RUG 
5669-212 
+5758-C58 
+5758-C59 
+5758-C60 
+5758-C61 


DRVR 


+5758-031 
+5758-032 


DRVRS 
+5758-383 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 
Intelligent Drawing Dis. VM2 


DrawMaster Workstation Support 
Publishing Systems DrawMaster 


FIX DMACS I/O Dri 1500 DOS 
300-410/FIX DMACS I/O Dri.Tk 
Event Driven Executive V5.2 


FIX I/O Driver Type 1100 

FIX I/O Driver Type 800 

ITX/Adv. I/O Driver Toolkit 

Network Protocol Driver 

SDD Dual Driver peer? Pkg. 

SPD Dual Driver Pkg. 

SQL*NET TCP/IP Protocol Device Driver 
3812 Pageprinter Driver 


MVS CBIPO Drivers 

PLC I-F Drivers DEV/R-T DOS 

PLC I-F Drivers DEV/R-T 0S2 
Virtual Device Interface Drivers 


Chain Drug Store Sales 
Drug DB * (MF 200-499) 
Drug DB * (MF 500+) 
Drug DB * (9370 200-499) 
Drug DB * (9370 500+) 


FIX I/O Drvr Type 640 R-T 
FIX 1/0 Drvr Type 880 R-T 


Dev. Drvrs ARTIC DEV/R-T DOS 


Keywords - Alphabetic Sequence 


DRVRS 
+5758-384 


DRVRS. 
+5758~-377 
+5758-378 


DSNL/2 
5669-330 


DSR 
+5758-TB2 
+5758-TB3 


DSS 
3573-030 
5732-030 


DTNL/370 
5665-411 
5665-412 
5666-344 
5750-ACB 


AL 

+5758-003 
+5758-002 
+49F4-794 


DUES 
5796-ZJA 
5796-ZJF 


UMP 
5798-DJX 
5740-UT1 


DUTCH 
32F8-292 


DW/36 
5727-WP7 


W5/2 
25F5-999 


(Continued) 
Dev. Drvrs ARTIC DEV/R-T OS2 


Dev. Drvrs. COMM DEV/R-T DOS 
Dev. Drvrs. COMM DEV/R-T OS2 


DSNL/2 


CDSR-Personal Services DSR 
DDSR-DISOSS DSR 


System/88 Distributed System Services R5 
System/88 Distributed System Services R5 


Direct Telecommunication Network Link R2 
Direct Telecommunication Network Link R2 
Direct Telecommunication Network Link R2 
MERVA/VSE System Package with DTNL/370 


SPD Dual Driver P 


SDD Dual Driver Upgrd Pkg. 
Windows Convection’ (Dual Media) 


Dues Assessment - Trade Assn 
Membership Dues Assessment 


CICS/VS Formatted Dump Online II 
Direct Access Storage Dump Restore 


Dutch Dictionary 
DW/36 Language Dictionaries 


DisplayWrite 5/2 Composer 3.5" 


W5/2 
25F6-000 
25F5-959 
25F5-958 


DXT/D1_ 
+5684-077 


DYNAMIC 
_5798-DZW 


DYNAMICS - 
5709-02 


E& IAT. 
+5758-137 
+5758-119 
+5758-138 
+5758-120 
+5758-1I40 
+5758-122 
+5758-139 


+5758-121 © 


E-MAIL 
+5785-HAP 


E-Z DATA 


4+5758-E18 
+5758-E15 
+5758-E14 
+5758-E17 


TH 

5799-ARX 

6024-322 
6024-117 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) zs 
DisplayWrite 5/2 Composer 5.25 
DisplayWrite 5/2 3.5, 
DisplayWrite 5/2 5.25 


DXT/D1 V1R1 
Dynamic Steplib Facility 


CAEDS System Dynamics Analysis 1-17+ 


PS/2 80286). Aca. 
PS/2 80286) Com. 
PS/2.80386) Aca. 
re 2 80386) Com. 


EXPedITE/mvs Host R3.0 


Add. LAN Client Data WS 
Additional OS/2 LAN C.D. WS 
Client Data System 

Client Data System LAN 
Client Data System 08/2 
Client Data System OS/2 LAN 
Investments Module 
Investments Module LAN 

New Bus. Tracking Mod. LAN 
New Business Tracking Module 
Telemarketing Module 
Telemarketing Module LAN 


Earth Resources Management II 
Earthquakes (Earth Science Series) 
Glacial Landforms - Earth Science Series 


Keywords - Alphabetic Sequence 


EARTH 
6024-610 
6024-122 
6024-121 
6024-123 
6024-323 


EARTH SCIENCE 
60 


24-124 


EARTHQUAKES 
6024-322 


EASEL 
49F4-644 
49F4-726 
49F4-645 
49F4-727 
5758-103 
5758-102 
5758-101 


CF 
5664-327 


5758-TAK 
ECOSYSTEMS 
6024-412 
6024-442 
DD. 
5798-RPJ 


EDI 
5727-008 


5730-043 
+5785-HAP 


DIT 
5798-DLL 


(Continued) i 

Glacial Landforms - Earth Science Series 
Ground Water - Earth Science Series 
Hydrologic Cycle - Earth Science Series 
Surface Water - Earth Science Series 
Volcanos (Earth Science Series) 


Moisture in the Atmosphere 
Earthquakes (Earth Science Series) 


Easel OS/2 EE Development System 3.5" | 
Easel OS/2 EE Development System 5,25 
Easel OS/2 EE Runtime Facility 3.5 |, 
Easel OS/2 EE Runtime Facility 5.25 
EASEL (Communication races 

EASEL (Development Software 

EASEL (RUNTIME SOFTWARE) 


ECF CMS Servers / Requesters V1.2 
ECF TSO/E Servers 
LFI/2 S/370 ECF Comm. 

$/370 ECF Communication 


Environment: Habitats & Ecosystems 
Environment: Habitats & Ecosystems 


Document Distribution to Remote 5520 


DataInterchange System/36 
DataInterchange System/38 
DataInterchange/MVS Rl 
DataInterchange/2 
DataInterchange/400 
EXPedITE/mvs Host R3.0 


Data Base Edit 


EDIT 


5798-DL 
5798-DP 


EDITING 


5654-260 
5658-260 
5656-260 
5798-DTD 
5798-DXK 
5798-DXL 
5798-DRE 


EDITOR 


5669-076 
5796-PLY 
6024-504 
5664-282 
6024-051 
6024-294 
6024-770 
6024-771 
6024-899 
6024-048 
5732-033 
5732-016 
6331-443 


EDITOR+ 


6024-770 
6024-771 


DL 
+5758-D10 
+5758-D09 
5798-RRR 
(7732-907 


EDUCATION 


5730-004 
5730-009 
3730-010 
5730-007 
5730-005 
5730-006 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued 
Data Base Edit 
Structured Query Language / Edit 


Environmental Record Editing & Printing 
Environmental Record Editing & Printing 
Environmental Recording Editing Printing 
Interactive Composition and Editing V2 
MICR User Editing 

MICR User Editing 

MICR User Editing - CHX/3694, CHX/VS 


CSOS Personal Editor V1 
Extended Editor and Full Screen Manager 
InfoWindow Presentation Editor 1.0 
ISPF V2R2 
Personal Editor 
Primary Editor 
Primary Editor Plus 
Primary Editor Plus 
Primary Editor Plus School Package 
Professional Editor 
System/88 Programming Editor R5 
oye ben 56 Text Editor R5 
NIX tm (Preinstalled on l-side hardisk 


Primary Editor Plus 
Primary Editor Plus 


DataFlex ES 2) EDL 
DataFlex (RT) EDL 
Executive Data Link to PC 

Using EDX and EDL (Computer Based Trng) 


AS/400 Education Series 

AS/400 Implementation 

AS/400 Implementation - Additional Topic 
AS/400 Introduction - Data Communication 
AS/400 Office Support 

AS/400 Office Support - Additional Topic 


Keywords - Alphabetic Sequence 3-53 


EDUCATION 


5730-008 
32F8-316 
32F8-313 
6024-870 
6024-871 
6024-872 
5706-152 
5706-165 
5706-119 
5706-124 
5706-159 
6024-901 
6024-903 
6024-902 
5706-121 
5706-126 
5706-162 
6024-076 
6024-893 
6024-892 
32F8-334 
32F8-333 


32F8-330 


32F8-329 
6024-770 
6024-771 
5706-123 
5706-128 
5706-163 
5706-127 
5706-161 


5706-122. 


5796-ZFY 
5601-187 
5706-153 
5706-166 
5706-151 
5706-164 
5706-120 
5706-125 
5706-160 
5727-006 
5727-004 
5727-001 


(Continued) 

AS/400 RPG Programming 

DOS Introduction & Implementation 3.5, 
DOS Introduction & Implementation 5.25 
Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money L1V1 
en abe Measurement Time & Money L1V1 
General Ledger 

General Ledger 

Graduate Placement 

Graduate Placement 

Graduate Placement 

LinkWay LAN Pack 

LinkWay School Package 

LinkWay Single Package 

Loan and Grant Tracking 

Loan and Grant Tracking 

Loan and Grant Tracking 

LOGO (R) with Turtle Graphics 

LS/1 Language Extension - Authoring 
LS/1 Language Extension - Presentation 
OS/2 Database Manager Introduction 3.5 


OS/2 Database Manager Introduction 5.25" 
OS/2 Introduction & Implementation 3.5 |, 
OS/2 Introduction & Implementation 5.25 


Primary Editor Plus 

Primary Editor Plus 

Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 
Registration Attendance and Grading 
Registration Attendance and Grading 
Sp bot ey Attendance and Grading 
School - Financial Management 

Self Education pee 

Student Accounts Payabie 

Student Accounts Payable 

Student Financial Tracking 

Student Financial Tracking 

Student Recruitment 

Student Recruitment 

Student Recruitment 

SYS/36 Education Series 

SYS/36 Introduction ~ Data Communication 
SYS/36 Introduction and Operations 


EDUCATION 


5727-003 
5727-002 
5706-154 


EDX 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

SYS/36 Professional and OFfice Support 
SYS/36 Systems Design and Implementation 
Vendor Accounts Payable 

Vendor Accounts Payable 

i to Read Diskette Package 
3990-3380 Introduction and Operations 


' Basic Supervisor and Emulator V6.1 


Event Driven Executive V5. 

EDX to Allen-Bradley (R) Controllers 

EDX to General Electric Series 6 tm Supt 
EDX to Gould Modicon MICRO tm Controllirs 
EDX to Texas Instruments (R) Controllers 
EDX Advanced Remote Job eae ty 

EDX Basic Supervisor and Emulator Ver. 4 
EDX Chain Pharmacy 

EDX Communications Facility - Airlines 
EDX Communications Facility V2.1 

EDX COBOL Compiler & Resident Lib V 2 
EDX COBOL Host for Series/1 

EDX COBOL Transient Library V2 

EDX Data Backup with Compression 

EDX Data Collect Interactive 

EDX Data Entry 

EDX Department Office Control System 
EDX nie Management - Supermarkets 

EDX Gen Purpose Automation Exec-Distrbt 
EDX High-Level Language Transaction 

EDX Host / Communications Facility 

EDX Indexed Access Method V2.1 

EDX Indust Terminals - Transaction Test 
EDX Industrial Monitoring and Automation 
EDX Macro Assembler 

EDX Macro Library/Host V4 

EDX Math & Functional Subroutine Library 
EDX Multiple Terminal Manager V2 

EDX MAP tm Application Server _ 

EDX Network Definition Utility 1.0 
Pascal 

EDX Plant Automation Communication Syste 
EDX Point of Sale - Hospitality 

EDX Primary SNA 1.1 

EDX Program Preparation Facility V4 


Keywords - Alphabetic Sequence 


EDX 


719-PL5 
719-PL6 
796-REE 
719-RM1 
719-SM2 
798-RTE 
796-ZDC 
798-RHH 
719-CX1 
19-SX2 
19 -XX9 


19-TR1 


oO 
e 
a 
r< 


Wet Oo 
oer 

tJ 
Bie 


19-HD2 
96-RKJ 


40-LM7 
19-LMA 


UNUNNManaaananuianunrurinunuy 
LP 
-) 
t 
E 


SS SSS SSS SS SS SY 


19-EAB 
5740-EAB 
5719-EAC 
7732-907 


X-CF 
5798-DZQ 


E 
49F4-644 


EES 


49F4~-726 
49F4-645 
49F4-727 


OF 
5758-EIA 
5758-EIB 


EFT 4680 


3-54 


5669-031 


19=-XX7 


Touchstone 


(Continued) 

EDX PL/I Compiler & Resident Library 

EDX PL/I Transient Library 

EDX PXS Development Support V3 

EDX Remote Manager 1.2 

EDX Sort/Merge > 

EDX Store Item Management 

EDX Subscript 

EDX Support - Programmable Cycle 

EDX System/370 Channel Attachment 

EDX Systems Network Architecture RJE 

EDX Systems Network Architecture V2R1 

EDX Telephone Message Management System 

EDX Transaction Processing System 1.2 

EDX TMMS/ROLM CBX 9000 Interface 

EDX Utilities V2 

EDX Videotex System SVS/1 
X.25 / HDLC Communications Suppor 

EDX Yale ASCII Communication Sie 

Host C Compiler for Series/1 EDX 

Macro Library ¢ Host V6.1 

Macro Library V6.1 

Program pecuereu cn Facility V6.1 

Series/1 EDX C Run-Time Library 

Series/1 EDX C Run-Time Library 

sian EDX Token-Ring Interface Pgm 

Using EDX and EDL (Computer Based Trng) 


EDX-CF PACS/Material Logistics System 


Easel OS/2 EE Development System 3.5 |, 
Easel OS/2 EE Development System 5,25 
Easel OS/2 EE Runtime Facility 3.5 | 
Easel OS/2 EE Runtime Facility 5.25 


Touchstone es 


4680 General Sales Application V1R2 


EHLLAPI 
15F7-121 


EIS 
5758-RAD 
5758-RAA 


EIS/C 
758-RAF 
5758-RAC 


EIS/EMD 
758-RAE 
5758-RAB 


EIS/10 
758-COA 


EIS/20 
32758-COB 


BIs( 20 
758-COC 


EIS/40A 
758-COD 


EIS/40B 
9758-COE 


ELECTRIC 
6024-172 
5719-THD 
6024-464 


ELECTRICAL 
5706-058 
5706-059 
5758-EEA 
5758-EEB 
5758-EEC 


ELECTRONIC 
+5730-079 
5799-BNX 


KEYWORDS - ALPHABETIC SEQUENCE 


Personal Communications/3270 


EIS S Sesteapeteetate 
EIS (Government 


EIS/C Seon tanaae 
EIS/C (Government 


EIS/EMD teorecanese} 
EIS/EMD (Government 


Commander EIS/10 
Commander EIS/20 
Commander EIS/30 
Commander EIS/40A 
Commander EIS/40B 


Electric Poet 
EDX to General Electric Series 6 tm Supt 
Investigating Electric Fields 


Electrical Schematic Library - Inches 
Geometry Library - Electrical 
Precise 

Precise CAs MODEL 1383 

Precise (RT/PC MODEL 135 


AS/400 Electronic Filing Cabinet 
Branch Electronic Reports System - Host 


Keywords - Alphabetic Sequence 


ELECTRONIC 
5799 -BZN 
5796-PYK 
5746-F12 
5798-RRW 

+5758-J19 


ELECTRONIC MAIL 
5798-RPJ 


6410-976 
6410-984 
5665-310 


ELEMENTARY 
5799-BTB 


EMBEDDED 
+5601-408 
5709-008 
5709-009 
+5601-370 


MCS 
5709-031 
5601-066 
5601-067 
5709-032 


EMI 
+64F6-921 
+64F6-922 
+70F9-267 
+70F9-268 


EMPLOYEE 


5706-046 


EMPLOYMENT 
5798-RQC 


SITE 


EMUL. 
5758-TAU 


(Continued) 

Branch Electronic Reports System - 4700 
Electronic Payment Sys Suppt/Check Procg 
Electronic Payment Systems 

Electronic Spreadsheet 

JDE Electronic Mail (Mod 35) 


Document Distribution to Remote 5520 
Interactive Network and Message System 
PROFS Personal Computer Connection to VM 
Report Management & Distribution System 


FORTRAN Elementary Math Library 


Embedded SQL Preprocessor for FORTRAN 
Embedded SQL Preprocessor for FORTRAN 
Embedded SQL Preprocessor for Pascal 
Embedded SQL Preprocessor V6 


Enterprise Management Control Series 
EMCS -- A 

EMCS -- PC/DOS 

EMCS Advanced Function Management Tools 


IBM CAD/Plus DOS 3.5", 
IBM CAD/Plus DOS 5.25). 
IBM CAD/Plus OS/2 3.5 
IBM CAD/Plus OS/2 5.25 


AS/400 CIMS III Employee Management 
$/38 Employee Management System 

School - Employee Management System 
SYS/36 CIMS III Employee Management Sys 


Equal Employment Opportunity Report 


TEC/2 Terminal Emul. (Site) 


EMULATION 


92X0-716 
5669-073 
5735-XXB 


+49F5-617 


5798-RRR 
6317-060 
83X8-873 
92X0-718 
5710-RTJ 
69X6-287 
69X6-286 
5758-TAT 
5798-DTL 
6024-175 
5793-AAN 
5798-RRJ 
5798-RRE 
8575-345 
75X1-085 
84X0-001 
5727-EP1 
5727-EP6 
6024-134 
5669-052 
+49F5-618 
74X8-403 
74X8-406 
92X0-814 
92X0-815 


EMULATION/6000 


+5601-256 


EMULATOR 


5719-XS6 
5744-AS1 
5719-XS4 
5747-AG1 
5669-064 
5799~-ADT 
5799-ADR 
5747-CC3 
5746-SU1 
5744-AH1 


Keywords - Alphabetic Sequence 


KEYWORDS - ALPHABETIC SEQUENCE 


. . EMULATOR ~ 
AL Remote 5250 Emulation Prog.Ver. 2.0 5744-AG1 
CSOS 3101 Terminal Emulation V1 5747-SA1 
Emulation Program R5 5732-005 
Enhanced 5250 Emulation V2.2 5744-AK1 
Executive Data Link to PC 5744-AJ1 
Interactive Executive 3270-Plus 5744-AL1 
PC 3270 Emulation LAN Management Prg Vl 5744-AM1 
Remote 5250 Emulation Program Ver. 2.0 
RPS PC Connectivity EMULATOR/PS/2 
System/36, 38 Emulation Install Kit/A +5758-T19 
DS 36, 38 Worksta. Emul. Prog.V 1 . 

C/2 Terminal Emulation ENABLEMENT 
TSO Host Server for PC tae (VM/PC) 5758-K04 
Virtual Machine / Personal Computer 1.1 
Waterloo PC Network Standalone Server ENCRYPT 
Yale ASCII Communications - Host Loaded 5728-CR1 
3101 Emulation and Document Transfer 
3270 Emulation Memory Mgt Enhancement ENDORSEMENT 
3270 Emulation Program Entry 1.2 5688-043 
3270 Emulation Program Entry 1.2 
3278 Emulation via PC ENERGY 
3278 Emulation via PC 5709-013 
3278/79 Emulation Control Program 5798-RLD 
3278/79 Emulation 1.1 5719-U11 
5250 Emulation V2.2 Convenience Kit 5719-U12 
5250 Emulation 2.1.2 Convenience Kit 5719-U13 
5250 Emulation 2.1.2 Upgrade Kit 5719-U14 
5520 Attach Version 4 5719-U15 
5520 PC Attachment Convenience Kit V4 5740-U11 

5796-RJIT 

6024-406 
AIX 3278/3279 Emulation/6000 6024-405 

ENFORCEMEN 
Basic Supervisor and Emulator V6.1 +5758-COl 
DOS Emulator 
EDX Basic Supervisor and Emulator Ver. 4 ENGINE 
EP/VS - 3704 / 3705 Emulator Support +5758-008 
Graphics Terminal Emulator +5758-021 
Honeywell (RD 200 Emulator 
RCA (R) 301 Emulator ENGINEER 
1400 Emulator Programs 90X5-962 
1401/1440/1460 Emulator 90X5-963 
1401/1440/1460 Integrated Emulator 90X5-964 
3-56 


pe enganeet 

1410/7010 Integrated Emulator 
231x Emulator on FBA Devices 
3270 Emulator Support R5 
7040/7044 Emulator 

7070/7074 Emulator 

7080 Emulator 

7090/7094 Emulator 


Termi. Emulator/PS/2 Qty ive 
IEW/CSP Enablement 

AS/400 Cryptographic Support 
3890/XP Toolkit I Run Profile & Endorse. 


Architecture & Engineering - Energy 
Energy Conservation System I 

Energy Facility Control Power Mgmt 
Energy Facility Control Power Mgmt 
Energy Facility Control Power Mgmt | 
Energy Facility Control Power Mgmt 
Energy Facility Control Power Mgmt 
Energy siniags eaters System 

EDX Energy Management - Supermarkets 
Investigating Conservation of Energy 
Investigating Thermal Energy 


Intro to Law Enforcemen 


ody es Control Engine 
ACE2/R-T Appl Ctrl Engine 


Architect / Engineer 
Architect / Engineer 
Architect / Engineer Network Version 


KEYWORDS - ALPHABETIC SEQUENCE 


ENGINEER (Continued) ENGINEERING (Continued) 
90X5-965 Architect / Engineer Network Version 5709-012 Structural Application 
7798-COP TRY-COPICS 
ENGINEERING +5614-003 Valisys Quality pupinecring 
709-013 Architecture & Engineering - Energy 5713-AAK VM Software Engineering - SolutionPac 
5713-ADB Architecture & Engineering - eae ics +5706-200 VM/Software Engineering V2 
5709-015 Architecture & Engineering - HVA 25F5-940 Workstation Aided Software Engineering 
5709-018 Architecture & Engineering - Lighting : 
5709-017 Architecture & Engineering - Power ENGLISH | 
5709-011 Architecture & So ace - Rendering 5727-WP2 DisplayWrite/36 English Dictionaries 1.5 
5668-853 CADAM (R) Design Build Manage Rel. 21 5727-WP6 DisplayWrite/36 English Dictionaries 1.5 
5713-ABW CADAM (R) Interactive Solids Design R21 32F8-282 English (U.K.) Dictionary 
5796-ATE CADAM APT Interface 32F8-281 English (U.S.) Dictionary 
5796-BDT CADAM APT Source Geometry R21 32F8-288 English (U.S.) Legal and Medicine 
5713-ACN CADAM CADIMS 6476-065 Personal Decision Series - English Ac 2. 
5796-BDG CADAM COMPACT II Interface 6476-079 Personal Decision Series - English Ac 2. 
5668-840 CADAM Interactive Design V2R20 ; 
5713-ACK CADAM Lathe R21 ENVIRON/PC 
5668-844 CADAM 3D Interactive R21 8497-346 Expert System Consultation Environ/PC 
5709-019 CAEDS Base 1 or More CSTUs 
5706-064 CAEDS Base for IBM RT Version 3 ENVIRONMENT / 600 
5706-069 CAEDS Dimensioning for IBM RT V3 +5601-384 AIX Det coEee Environment /6000 
5706-067 CAEDS Graphics Finite Element Modeler V3 +5601-259 AIX VS COBOL Run Time Environment /6000 
5709-022 CAEDS Graphics Finite Element 1-17+ +5601-251 AIX XL Pascal Run Time Environment/6000 
5706-068 CAEDS Integrated Finite Element Solver +5601-257 AlXwindows Environment/6000 
5709-023 CAEDS Integrated Finite Element Solver 
5706-065 CAEDS Object Modeler for IBM RT V3 ENVIRONMENTAL 
5709-020 CAEDS Object Modeler 1 to 17+ CSTUs 5654-260 Environmental Record Editing & Printing 
5709-024 CAEDS System Dynamics Analysis 1-17+ 5658-260 Environmental Record Editing & Printing 
5706-066 CAEDS System Modeler for IBM RT V3 5656-260 Environmental Recording Editing Printing 
5709-021 CAEDS System Modeler 1 to 17+ CSTUs 
5706-070 CAEDS Test Data Analysis V3 for IBM RT ENVOY SYSTEMS 
5612-018 CATIA Finite Element Modeler V3 5758-EVC Panapenent Reports 
5613-018 CATIA Finite Element Modeler V3 5758-EVB PROFS Interface 
5785-DHJ COPICS Engineering Data Support V1R1 5758-EVK Sales Aid 
+5756-008 Data Translator 5758-EVE Sales Desk 
+5756-010 Data Translator Extension 5758-EVG Sales File 
5713-ACL Direct Cutter Location Data Interface 5758-EVL Sales Forms 
5798-DZY Engineering / Manufacturing Interface 5758-EVA Sales Information System 
6317-031 patees oe Simulation Program 5758-EVJ Sales Inquire 
5668-863 ESSL R3 5758-EVF Sales Mail 
+5756-009 IGES Translator 5758-EVH Sales Plan 
5709-016 Piping ge ee eae 5758-EVD SaleMate System Software 
5684-065 Product Engineering Surpett 
5668-882 Scientific Engineering Application Dirtr 
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5796-AQW 
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+64F6-921 
+64F6-922 
+70F9-267 
+70F9-268 


PSS 
5748-F13 


EQU 


AL 
5798-RQC 


ee 


EQU 


317-031 


58-C32 
58-J24 


RASURE 
5798-DXN 


RSP 
5758-GMA 


ES/3090 | 
+5688-137 


SA 
5665-XA3 


5685-001 
5685-002 


peal? ie 


685-025 
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EOC Functions for IDNX or TNM 
EPIC - SOCRATES Online Maint System 


IBM CAD/Plus DOS 3.5". 
IBM CAD/Plus DOS 5. 322m 
IBM CAD/Plus 0S/2 3 = 
IBM CAD/Plus Beier. 


Check Reports 
Equal Employment Opportunity Report 
Engineering Simulation Program 


Equipment Control 

hi ir dae Inventory er] 

oe pee Tnventory RT/ Ge 
quipment Mgmt. (Mod 35) 


Classified Data Erasure Program 
ERSP 
Optimization Subroutine Library 


tegeee V3R1_ 
MVS/SP-JES2 V3. 
MVS/SP-JES3 V3 


TSO/E V2 
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ESCE/PC 


8497-346 


ESRI | 


ESSI 


5758-ERA 
5758-ERE 


5758-ERD 


5758-ERB 
5758-ERG 
5758-ERF 
5758-ERC 


5758-E02 


ESTIMATING 
5758-DEE 


Expert System Consultation Environ/PC 


pereeeanee Starter Kit 
C ARC 

PC ARCPLOT 

PC GridConversion 

PC INFO 


PC Network 
PC Overlay 


SEMS ee 
SEMS (PC) 


SEMS -PS/2 
SEMS (S/36 
age SCHEDULING (3/50) 
1 ATTENDANCE 6373 

SIMS) 21 ATTE 
SIMS/21 ATTENDANCE ASE06 
SIMS/21 ATTENDANCE-PC 
SIMS/21 ETE ne Repost sus (S/36) . 

IMS/21 F -PS/2 
SIMS/21 PTE REPORTING AS400 
SIMS/21 FTE REPORTING PC 
SIMS/21 Grade Re S/36) 
SIMS/21 GRADE RE -PS/2 
SIMS/21 GRADE REPORTING 
SIMS/21 GRADE REPORTING - PC 
SIMS/21 pe istration (8/36) 
SIMS/21 REGISTRATION -PC 


SIMS/21 REGISTRATION -PS/2 
SIMS/21 REGISTRATION AS/400 
SIMS/21 Scheduling(S/36 
CHEDULI = PC 
SIMS oer eet -PS/2 


—~| 
heed 
x 
~~” 
— 
bo 
— 
” 


UBAS (PS/2) 


Estimating 


ETHERNET 
+5728-TC1 
+5732-048 
+5732-039 

5798-DRG 
5601-077 


EVALUATION 
5746-XC3 
+5685-142 


5746-XX9 
5796-ZNK 


EVALUATOR 
+5601-360 


EVENT 
5719-XJ5 
+5758-335 
+5758-336 
5665-371 
5665-373 


EVENTS 
5796-ZJIJ 
9796-ZJD 


EXCELSIOR 
5771-AAG 


EXCHANGE 
+5688-160 
32F8-217 
32F8-228 
5685-066 
+49F4-841 
+49F4-890 
5799-CCN 
5798-RPL 
5685-070 
5684-061 
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eae TCP/IP Connectivity Utilities 
File Transfers & T Protocols Rl 
oy pence TCP/IP R1 

Interface Program for TCP/IP 
X-Windows 


Conversational Project Evaluation 

Cost Evaluation Manager / MVS 

Planning Control & Decision Evaluation 
Planning Control & Decision Evaluation 
Planning Control & Decision Evaluation 
Planning Control & Decision Evaluation 
Student Evaluation System 


3890/XP Sort Evaluator 


Event Driven Executive V5.2 

Int. & Event Timer R-T DOS 

Int. & Event Timer R-T 082 

OPC/A Event Manager Subsystem V1R1 
OPC/A Network Event Communicator V1R1 


Membership Special Events 
Special Events - Trade Assn 


4250 Excelsior tm 


CAD/CATIA Data Exchange R1 

CAD/GDF Data Exchange V1 

CAD/GDF Data Exchange V1 

CAD/Host Graphics Data Exchange V1 
CAD/IGES Data Exchange (3.5 ) 

Sed paras Data Exchange (5.25 ) 
Diskette Exchange Facility 
Displaywriter - Information eeeranee 
Open Systems Message Exchange for MVS 
Open Systems Message Exchange for VM 
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EXECPLAN 
+5601-068 

EXECUTION 
-5660-285 


+5713-ADS 
5688-030 


EXECUTIVE 
~~ 5601-061 
5713-AFL 
5748-F54 
5748-F53 
5719-XJ5 
5798-RRR 
5798-RRP 
5798-RRZ 
+5688-167 
5688-094 
6317-060 
6476-171 
6317-009 
5719-EM1 
5799-BXN 
5684-009 


XEC2 
5664-167 


EXPANDED 
5771-ACB 
5771-AFN 

+5758-020 


EXPANSIONS 
5748-F56 


EXPEDITE/MVS 
+5785 -HAP 


EXPENSE 
5758-LSF 
5758-ETI 
5758-ETJ 
5758~-ETK 


ExecPlan 


Cross System Product / Applic Execution 
Execution Services/2 
NCPG Execution LIbrary 


Advanced Interactive Executive V2.2 
AIX/370 Advanced Interactive Executive 
Check Processing Executive / VS 

Check Processing Executive / 3694 

Event Driven Executive V5.2 

Executive Data Link to PC 

Executive Data Link to PC 2238 er ere 
Executive Data Link to PC (5250 Emulate 
Executive Decisions,/MVS Rl 

Executive Decisions VM 

Interactive Executive 3270-Plus 

PC Distributed Systems Node Executive V1 
PC Interactive Executive Upgrade to 1.1 
Series/1 Input/Output Executive V1.1 
Virtual Machine Interactive Executive 
VM Distributed System Node Executive Rl 


Virtual Machine/System Product R5 


Helvetica Condensed and Expanded tm 
Sonoran Sans Serif Expanded 
SX2/R-T Expanded SCADA Pkg. 


3694 Application Macro Expansions 
EXPedITE/mvs Host R3.0 


Time & Expense (AS4)0) 
Time & Expense AS/490 
Time & Expense AS/4)0 
Time & Expense AS/4)0 


EXPENSE 
5758-ETL 


EXPERIMENTS 
5758-1AF 


EXPERT 
5685-007 
8497 -346 
5664-392 
5685-006 
5664-391 


EXPERT SYSTEMS 
5798-DQZ 


EXPLORATION 
6024-774 
6024-858 
6024-866 


EXPLORING 
6024-870 
6024-871 
6024-872 

+6280-354 
+6280-355 
+6280-356 
+6280-357 
- +6280-358 
+6280-359 


EXPORT 
5706-243 
06F2-458 


EXPRESS __- 
5796-PLH 
6317-001 

EXTENTIONS 
5771-ACF 


XTRACT . 
5798-DZP 
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Time & Expense AS/400 


Design of Experiments 


Expert System Consultation Environ/MVS 
Expert System Consultation Environ/PC 
Expert System Consultation Environ/VM 
Expert System Environment/MVS 
Expert System Environment /VM 


LISP 


PC Math Exploration Toolkit V1 
PC Math Exploration Toolkit V1 
PC Math Exploration Toolkit V1 


Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money LI1V1 
Exploring Measurement Time & Money L1V1 
Exploring Measurement ,Time,and Money 
Exploring Measurement ,Time,and Money II 
Exploring Measurement,Time,and Money II 
Exploring Measurement,Time,and Money II 
Exploring Measurement,Time,and Money II 
Exploring Measurement ,Time,and Money II 


Interleaf Pub Series RT PC Data Export 
Interleaf Publisher Data Export 


Data Base Extracting and Restructuring 
File Transfer Express 


Helvetica tm - Language Extentions 


Data Extract Assist 
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rt rt ket 


EXTRACT 
5668-788 


EXTRACTING 
- 5796-PLH 


EZ-VU II 
6317-026 
6476-163 
6265-484 
6265-485 
6317-025 
6476-162 
6265-486 
6265-487 


FACSIMILE 
+5684-127 
ACT 
6024-023 


FACTORYNET 
5758-IAA 


FAILURE 
5758-MSL 

FARE 
5736-T11 


FAST PATH 
5740-XX2 


FASTDRAFT 
5796-BEB 
5719-GP1 

AWN 
5688-041 


FAXSERVER 
+5601-492 


3-60 © 
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Data Extract 2.3 


Data Base Extracting and Restructuring 


ISPF/PC 


II Development Facility 
ISPF/PC II Development cae 
ISPF/PC II Development Subscriber Update 
ISPF/PC II Devt Nonsubscriber Updates 
ISPF/PC II Runtime Facility 
ISPF/PC II Runtime intact? d 
ISPF/PC II Runtime Subscriber Updates 
ISPF/PC II Runtime Subscriber Updates 


Office Facsimile Application / VM Rl 
FACT TRACK tm — 

FACTORYnet I/S 

Predictor Failure | 


Fare Quote / Ticketing 


-IMS/VS Data Base System 1.3 


Fastdraft to IGES Translator 
7361 Fastdraft System 


IBM FAWN 


OFA FaxServer V1.1 


FAXUSER 
+5601-491 


FBSS 

75X3-261 
75X3-264 
75X3-258 

+12F9-571 


FBSS/2 
+12F9-575 


FCS ,RPQN/A 
$799-BOY 
5799-BQZ 


FDL 
+5758-D07 
+5758-D03 


FEDERAL 
5727-039 
5728-BA1 
5727-ZPY 
5727-009 
5727-ZPZ 


FEES 
5796-ZQB 
FEM 
5612-018 
5613-018 
FFR 
+5758-005 


FFR/FF 
+5758-014 


FFR2/FF 
+5758-027 


FIFTH GRADE 
+6280-357 


OFA FaxUser V1.1 
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Financial Branch Sys Services Ver. 2 
Financial Branch Sys Services V2R1.1 
Financial Branch System Integrator 

Financial Branch System Services V2R2 


Financial Branch System Services/2 V1 


4700 Finance System - Adv Branch Control 
4700 Finance System - Format Distributn 


DataFlex 
DataF lex 


Federal 


Federal 


SYS/36 PSAS 


CRT) Pod. 


Mag Media 
Mag Media 


W-2 
W-2 
Federal W-2 Mag Media 
W-2 
W-2 


Mag Media 
Mag Media 


- Bus. 


Reporting AS/400 
Reporting AS/400 
Reporting Sys/36 
Reporting Sys/36 
Reporting Sys/38 


Licenses & Fees 


CATIA Finite Element Modeler V3 
CATIA Finite Element Modeler V3 


FFR Rep. Gen. and Scheduler 


FFR/FF Rep Gen and Scheduler 


FFR2/FF Rep Gen and Schdlr 


Exploring Measurement ,Time,and Money III 
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FIFTH GRADE 
+6280-358 
+6280-359 


FILE ACCESS 
5798-DTL 


FILING 
+5730-079 
6024-457 


FILLER 
5758-DA5 
5758-DA2 


FILLING 
5706-072 
5706-092 


FIN/REP 
758-LSE 


FINANCIAL 
5706-002 
5728-019 
5706-013 
5793-AAZ 
75X3-232 
75X3-233 
5665-424 
5665-427 
5666-347 
5668-969 
5668-970 
5668-967 
5728-M3H 
75X3-261 
75X3-264 
75X3-258 

+12F9-571 
+12F9-575 
5796-ZGW 
5798-CYC 
5798-CYB 
5665-309 


(Continued) 
Exploring Measurement,Time,and Money III 
Exploring Measurement,Time,and Money III 


TSO Host Server for PC XT/370 (VM/PC) 


appa Electronic Filing Cabinet 
Filing Assistant 2.0 


PerFORM Filler 63 1433 
PerFORM Filler (5 1/4 


CAEDS Mold Peek: Analysis V3 
Plastics Mold Filling Analysis 


Fin/Rep (AS400) 


AS/400 CIMS III Financial Management 
AS/400 Financial Transaction Processing 
Client Financial Management 

Client Financial Management 

Consumer Transaction Definition V1.1 
Consumer Transaction Runtime V1.1 
DSNL/370 V2R1 for MVS/CICS 

DSNL/370 V2R1 for MVS/IMS 

DSNL/370 V2R1 for VSE/CICS 

Financial Open Item Acctg A/R A/P R3 
Financial Payment peer A/P R3 
Financial - Posting & General Ledger R3 
Financial Analysis 

Financial Branch Sys Services Ver. 2 
Financial Branch Sys Services V2R1.1 
Financial Branch System Integrator 
Financial Branch System Services V2R2 
Financial Branch System Services/2 V1 
Financial Desk Calculator 

Financial Information System 
Financial Information System Online 
Financial Management. System 


FINANCIAL 


5666-263 


5706-166 
5706-151 
5706-156 
5706-164 
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scone tau) 

Financial Management System 
Financial Management 2000 
Financial Management 2000 . 
Financial Services Terminal Support 
Financial Services Terminal Support 
Financial Status P&L Balance Sheet R3 
Financial Transaction Processing System 
Financial Transaction Processing System 
General Ledger 

General Ledger 

Graduate Placement 

Interactive Financial Planning System 
Inventory Management ‘ 

IBA Financial Information System 

IBA Platform Automation Support System 
IBA Umbrella System 

Law Firm Financial Management 

Law Firm Financial Management 

Lawyer Financial Management 

Lawyer Financial Management 

Loan and Grant peecking 

Material Requirements panna 

MAPICS II Financial Analysis Rl 
MAPICS/DB Financial Analysis 

MERVA/370 V1 for MVS/CIC 

MERVA/370 V1_ for VSE/CICS 

MERVA/370 V1R1 for MVS/IMS 

Order Entry and Invoicing 

Product Data Management 

Production Control and ahaa 
Projected and Actual Payment Tracking 
Wit eee ae Attendance and Grading 
S/38 Application Control System 

S/38 Employee Management System 

S/38 Financial Management fais 

S/38 Fixed Asset Inventory yee 

$/38 Student Administration System 
S/38 Warehouse Inventory System 

School - Financial Management 

Student Accounts Payable 

Student Accounts Payable 

Student Financial Tracking 

Student Financial Tracking 

Student Financial Tracking 
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FINANCIAL 
5796-TCA 


5799-BZR 
5799-CJN 


FIREARMS : 
+5758-C03 


FIRM 
5793-AEP 
5706-011 
5793-ABA 
5793-ABJ 
6024-745 
6024-746 


FIX 
+5758-215 
+5758-216 
+5758-019 
+5758-018 
+5758-031 
+5758-032 


FLEXIBLE 
+5758-L49 


FLSF 
5668-890 


N 
5758-IA1 
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Student Financial Tracking 

Student Recruitment 

SYS/36 CIMS III Financial Management Sys 
SYS/38 Financial Transaction Process. 
Vendor Accounts Payable 

Vendor Accounts Payable 12 

4700 Controller Resource Manager V2R2 
4730 Financial Application Extension 
4730 Financial Application Extension IMS 


Firearms: Safety, Care, Use 


Info Syst for Attny - Law Firm Finance 
Law Firm Financial Management 

Law Firm Financial Management 

Law Firm Library Management 

Law Firm Secretarial - SolutionPac tm 

Law Firm Secretarial - SolutionPac tm 


FIX DMACS I/O Dri 1500 DOS 
FIX DMACS I/O 2000 DOS OS/2 
FIX I/0 Driver Type 1100 
FIX I/O Driver Type 800 

FIX I/0 Drvr Type 640 R-T 
FIX I/O Drvr Type 880 R-T 


Flexible Budgeting (S/38) 
Font Library Service Facility 


FMP (MVS)(Tier 2) 
MVS1 

FMP (VM) (Tier 2) 
VM1) 


FN 


5758-IA2 


5758-1A4 


FOLDER 
+5685-052 


FONT 


5771-ADE 


+5771-AFX 


FONTS 


+5728-FNT 


5771-ADB 
5771-ADA 
5771-AEP 
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FN 3-4 

FN 33-63 
FN 5-8 


MVS/ESA Folder Application Facility 


Adv Function Printing Kanji Source Font 
AFP Japanese Font 
AFP Korean Font 
AFP Simplified Chinese Font 
AFP Thai Font 
AFP Traditional Chinese Font 
Characters for Mathematics and Science 
Font Library Service Facility 
Helvetica tm - Pangudss Extentions 
Helvetica Condensed and Expanded tm 

C Souvenir tm Version 2 
ITC Souvenir Font 
Kanji Font for 3820 Page Printer - MVS 
Kanji Font for 3820 Page Printer - VSE 
Monotype Bodoni Cyrillic tm 
Monotype Garamond(R) Language Extensions 
Monotype Levenim tm and Helvetica tm 
Monotype Old Eng Text & New Berolina tm 
Monotype Peninim,Alachsoni,Times N Roman 
Monotype Rockwell(R) Language Extensions 
Monotype Times New Roman Cyrillic tm 
Monotype Times New Roman Language Extens 
Oron tm and Univers (R) 
Typewriter and Pi V2 
Univers Condensed tm 
Univers Cyrillic tm 
3812 Pageprinter Font Management System 
4250 ITC Avant Garde Gothic tm 


Advanced Function Printing Fonts 
APL2 Fonts (Source or Object) 
Datal Fonts (Source or Object) 
VM Kanji Source Fonts 
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ALPHABETIC SEQUENCE 


3-63 


FONT 


FO 


FO 


FO 


5 
5669-163 
5669-162 
5669-161 
5799 -BGK 
5799-BGL 
5799-BGN 
5799-BGQ 


Oe iee 
5758-SLB 
5758-SLA 


0D/400 
5758-SLC 


RECASTING 
5727-M7L 
5728-M3L 
5798-RPR 
5798-DCR 
5714-M7L 

+5728-M7L 


ORMAT 
5799-BQZ 


FO 


FO 


5799-B 


RMATION: 
6024-471 


RMATTED 
5798-DJX 


FORMATTING 


5713-AFD 
5785-RAA 
5665-351 
5666-327 
5664-199 


FORMS 
+5695-002 


+5686-039 
+70F9-+358 
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3812 Fonts - Pi and Specials 
3812 Fonts ~- Sonoran Sans Serif 
3812 Fonts - Sonoran Serif 
6670 Fonts Library 

6670 Fonts Library 

6670 Fonts Library 

6670 Fonts Library 

Food/36 coe 

Food/36 (5.25 

Food/400 

Forecasting 

Forecastin 


Inventory Forecasting for Manufacturers 
ipa | Planning Forecasting II Rl 
MAPICS II Forecasting Release 1 
MAPICS/DB Forecasting 


4700 Finance System ~- Format Distributn 
4700 Format Distrubution Services 


Theory Formation: Reflections & Patterns 
CICS/VS Formatted Dump Online II 


AIX PS/2 Text Formatting System 

DPPX Distb Document Formatting Facility 
Page Printer Formatting Aid Release 1 
Page Printer Formatting Aid Ver.1 Rel.1 
Page Printer Formatting Aid/VM 


Alform/CICS/MVS 
Alform/CICS/VSE 
Consumer Transaction Definition V1.2 


FO 


RMS 
+70F9-366 
+70F9-362 
5799-BJE 
+5758-400 
+5758-405 
+5758-406 
+5758-407 
+5758-402 
+5758-401 
+5758-404 


5732-007 


FORTRAN 


5713-AFA 
+5601-248 
+5601-266 
5799-DGC 
5669-078 
5669-070 
6024-202 
+5601-408 
5709-008 
6294-124 
6294-125 
5734-F01 
5799-BTB 
5796-PKR 
5799-AAW 
5734-F05 
5727-FO1 
5727-F06 
5734-FO2 
5734-FO3 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 
Consumer Transaction Platform V1.0 
Consumer Transaction Runtime V1.2 
Forms Passbook Printer - 4720 FCS 
Forms pees oeve conan 
Forms Xpress/400 B10-B20 Dev 
Forms Xpress/400 830-B45 Dev 
Forms Xpress/400 B50-B70 Dev 
RT for Forms Xpress/36 11-25 
RT Forms Xpress/36 1-10 
RT Forms Xpress/36 100 Bane 
RT Forms Xpress/36 26-100 
RT Forms Xpress/400 1-10 
RT Forms Xpress/400 100 pans 
RT Forms Xpress/400 11-2 
T Forms Xpress/400 26-100 
Sales Forms 
System/88 Forms Management System R5 


AIX PS/2 VS FORTRAN 

AIX XL FORTRAN Compiler/6000 

AIX XL FORTRAN Run Time Environment /6000 

AIX/RT XL FORTRAN Compiler 

CSOS FORTRAN V1.2 

CSOS FORTRAN V2 

Data Acquisition and Control poepter 

Embedded SQL Preprocessor for FORTRAN 

Embedded SQL Preprocessor for FORTRAN 
on eee gre diskette) 

on 5.25-inch diskette) 

FORTRAN - Code-and-Go 

FORTRAN Elementary Math Library 

FORTRAN H Extended Optimization Enhanced 

FORTRAN H Extended Plus 

FORTRAN Oe Debug 


IV (G1 
FORTRAN IV te bstendea) Compiler 
FORTRAN IV Compiler & Obj Sup Lib V2 
FORTRAN IV Library sea 1 
FORTRAN IV Realtime Subrou Lib V2 
FORTRAN Language Conversion Program 
FORTRAN Prompter 
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FORTRAN 


5798-RXE 
5798-DFH 
5668-903 
5748 -FO3 
5601-037 
~5748-LM3 
6410-971 
6024-200 
6280-185 
6024-201 
5664-185 
5665-337 
5734-LM3 


5688-087 
5793~-AAP 


FORTRAN /2 


6280-185 


FOUND 


+5758-331 
+5758-332 


FOUNDATION 


32F8-259 


+5758-333 
+5758-334 
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FORTRAN Translation Tool 

FORTRAN Utilities for VM/370 III 
FORTRAN VS - Interactive Debug 2.0 SPE 
FORTRAN VS Compiler & Library 4.1 
FORTRAN VS Compiler 1.0 

FORTRAN VS Library 4.1 
FORTRAN 77 Interactive Compiler 
FORTRAN 77 Professional ANSI Compt+Libr 
FORTRAN/2 
General Purpose Interface Bus Adapter 
High-Accuracy Arithmetic Subroutine Libr 
High-Accuracy Arithmetic Subroutine Libr 
OS FORTRAN IV Library (Mod ITI) 

RT PC FORTRAN 

System/88 FORTRAN R5 : 
Virtual Machine Productivity System 
VAST-2 for VS FORTRAN 

VS FORTRAN Compiler Library & Debug V2R3 
VS FORTRAN Library V2R3 

VS FORTRAN V2R4 SF ee a apes? 
Waterloo and WATCOM Languages (30 PCs) 


FORTRAN/2 


DEV/Run-Time Found. S/W DOS 
DEV/Run-Time Found. S/W OS2 


Application Foundation V1.1 
Connex Foundation Switch 
Foundation Module Model B20 
Foundation Module Model B30 
Foundation Module Model B40 
Foundation Module Model B50 
Foundation Module Model B60 
Foundation Module/38 

Fund Raising/Development - Trade Assn 
nat apa» ata Base 
Run-Time Foundation S/W DOS 
Run-Time Foundation S/W OS2 


FOUNDATIONS 
6024-500 
6024-495 
6024-485 


FOURTH GRADE 
+6280-354 
+6280-355 
+6280-356 


5706-241 
RR II 

5798-DPR 
FTAM 

+5684-038 


5758-ESK 
5758-E07 
5758-ESR 
5758-ESY 


FTPS/38 
5714-AA4 


FTPS/400 
5728-019 


FTTERM 
75X3-287 
32F8-221 


RM 2 
75X3-287 
FUNCTIONS : 


6024-316 
6024-391 
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Geometry One: Foundations oa 
Geometry One: Foundations (Schoo pack} 
Geometry One: Foundations (Single Pack 


Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 


French ehatioaals Dictionary 
French (National) Dictionary 
Interleaf Pub Series French Dictionary 
Interleaf Pub Series French Dictionary 


IMS/VS Fast Reorganization Reload II 
OSI/File Services R1 for VM 


FTE Aeon ($/36) 
FTE REPORTING -PS/2 
FTE REPORTING AS400 
FTE REPORTING PC 


SYS/38 Financial Transaction Process. 
AS/400 Financial Transaction Processing 


FTTERM Version 2 - Prgm. Upgrade Package 
PC/HOST FITERM V2.1 


FTTERM Version 2 - Prgm. Upgrade Package 


Growth & Mitosis 
Growth & Mitosis (BioSer 


Cell Functions: 
Cell Functions: 
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UND 
5796-ZJB 
5796-ZJG 


FUNDAMENTALS 
49F4-767 
49F4-768 

FUNDMNTLS 
6024-868 

5 
5732-032 
UTURA 
5771-AAH 

FUTURE THREE 

+5758-FT1 


AGE 
5758-IAE 


GAM/SP 
5668-978 


GAMES 
6024-024 
6024-025 
6024-094 
6024-097 
6024-099 


OND 
5771-AFK 
5771-AAJ 

ARAMOND R 
5771-ACH 

GATEAY 
5758-TAQ 


GATEWAY __.. 
5758-TAI 


Fund Raising/Development - Trade Assn 
Membership Fund Raising/Development 


AS/400 Fundamentals and Implementation 
AS/400 Fundamentals and Implementation 


InfoCourse Fundmntls Discrete Mfg Prog 
System/88 Intn'l Funds Transfer Sys R1.0 
4250 Futura tm 

Automotive Release 

Gage Management 

Graphics Access Method / System Product 


Arithmetic Games Set 1 
Arithmetic Games Set 2 

Bumble Games tm (Feature 4094) 
Gertrude s Secrets 

Rocky s Boots 


poner yee Garamond (tm) 
4250 Monotype Garamond tm 


Monotype Garamond(R) Language Extensions 
LFI/2 MAP Gateay 3.0 and MMS 


Gateway Host Access 3270 


GATEWAY 


GATEWAY -MODEL 


+5758-061 
+5758-062 


GATEWAY/MVS 
+5758-064 


GATEWAY /VM 
+5758-063 


GBX/IBM 
+5758-017 
GBK2/ TBM 
+5758-030 
GDDM 
5668-899 
5668-948 


5665-309 
5688-013 


5684-007 


GDDM-GKS 
5668-802 


GDDM-OS/2 - 
+5688-113 
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Gateway Host Access 5250 
LFI/2 Gateway Host 3270 

MAP Gateway 3.0 and MMS 
ONSPEC Host Gateway Datalink 


X.400 Gateway-Model 10 
X.400 Gateway-Model 20 


SMTP Gateway/MVS 

SMTP Gateway/VM | 

GBX/IBM 7552 Support 
GBX2/IBM 7552 Support R-T 


APL2 Ver.1 Rel.3 
Batch Terminal Simulator 
Financial es, a a System 

M Central Slide and Plot Facility 
GDDM Graphic Subroutines 
GDDM Graphical Kernel System 
GDDM Image View Utility 
GDDM Interactive Map Definition 2.1 
GDDM Presentation Graphics Feature 2.1 
GDDM Ver. 2.2 with PCLK Feature 
cones eete Link V1.0 
GDDM-PCLK Ver.1.1 Improved Availability 
GDDM/VM V2.2 Base 
GDDM/VMXA V2.2 


GDDM Graphical Kernel System 


GDDM-OS/2 Link V1.0 


Keywords - Alphabetic Sequence 


GDDM-PCLK 
_ 6242-913 


GDDM-PGF 
5668-812 


GDDM-REXX 


5664-336 
GDDM/GRAPHIGS 


+5688-093 


GDDM/VM 
5664-200 


GDDM/VMXA 
5684-007 


GDDM/VSE 
5666-328 


GDDM , CSPF 
5688-013 


GDDM, OMF 
B3h96913 


GDF 
+64F6-921 
+64F6-922 
+70F9-267 
+70F9-268 


GDQF 
5668-905 
5601-081 


GE FANUC 
+5601-151 

GEARBOX 
5601-136 


GEN. 
+5758-005 


GDDM-PCLK Ver.1.1 Improved Availability 
GDDM Presentation Graphics Feature 2.1 
GDDM-REXX 

GDDM/graPHIGS en Interface V2 
GDDM/VM V2.2 Base 

GDDM/VMXA V2.2 

GDDM/VSE 2.2 

GDDM Central Slide and Plot Facility 
GDDM-PCLK Ver.1.1 Improved Availability 


IBM CAD/Plus DOS 3.5" 
IBM CAD/Plus DOS 5.25" 
IBM CAD/Plus 0S/2 3.5". 
IBM CAD/Plus OS/2 5.25 


Graphical Display and Query Facility 5.0 
Shop Assist 1.1 _ 


Communication Protocol Programs/A 
GEARBOX Language Extensions 


FFR Rep. Gen. and Scheduler 


GEN. 
+5758-046 
+5758-047 


GEN. / LOGGER 
+5 758-341 
+5758-342 


GENERAL 
5758-MCE 
5758-MCK 
5758-MC 
5758-MC 


GENERATION 
5665-433 
5665-308 
5666-324 
5664-293 
5668-998 


GENERATOR 
5798-DNG 
5668-941 
5688-050 
5734-XMC 
5668-815 
5799-AQL 


GENET TM 
5719-THD 


GENETICS: 
6024-408 
6024-438 
6024-345 
6024-395 


GENRAD 
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(Continued) 
200-090/Report Gen. ee: 
700-090/Report Gen. (OS/2) 


Report Gen./Logger R-T DOS 
Report Gen./Logger R-T OS2 


GENERAL CONTRACTORS 
GENERAL CONTRACTORS 
GENERAL CONTRACTORS 
GENERAL CONTRACTORS 


Algorithm Generation Language V2R2 
Overlay Generation Language Rl 

Overlay Generation Language V1R1.1 
Overlay Generation Language/VM Rl 

3644 Parameter Table Generation Facility 


CPCS Sort Table Generator 

Graphics Program Generator R2 

Graphics Program Generator V2.1 

Matrix Generator Report Writer for MPSX 
Routing Table Generator 

STAIRS/VS Thesaurus Generator 


EDX to General Electric Series 6 tm Supt 


Mendelian Genetics: Inheritance 
Mendelian Genetics: Inheritance 
Modern Genetics: Chromosomes & Coding 
Modern Genetics: Chromosomes & Coding 


HIFAULT 
HIFAULT 
HILIB 
HILIB 
HILO-RT 
HILO-30xx 


Keywords - Alphabetic Sequence 


GENRAD 
5758-GRA 
5758-GRB 
5758-GRE 
5758-GRJ 
5758-GRH 
5758-GRM 
5758-GRG 
5758-GRL 


GEN3644 
5668-998 


GEO-FACILITIES 
5799-BEB 


5668-941 


GEO- INFORMATION 


75X3-285 
+49F4-653 
75X3-283 


GEO-PROCESSING 
5799-BEB 


5668-941 


GEOMANAGER 
+5685-105 


GEOMETRY 
32F8-226 
32F8-215 
32F8-216 
32F8-227 
32F8-217 
32F8-228 
5796-BDT 
5668-842 
5796-AWR 
5796-TBN 
5612-107 
5612-007 
5613-007 
5706-061 
5706-Q59 


(Continued) 
HILO-434X 
HILO-438X 
HISIM 
HISIM 
HITEST 
HITEST 
HITIME 
HITIME 


3644 Parameter Table Generation Facility 


Geo-Facilities Data Base Support 
Graphics Program Generator 


Geo-Information Workstation Addl Lic. 
Geo-Information Workstation Supervisor 
Geo-Information Workstation Supervisor 


Geo-Facilities Data Base a he 
Graphics Program Generator 


geoManager 


CAD V1.0 3.5", 

CAD V1.0 5.25 

CAD/Engineering Manufacturing Interface 
CE GaR nece ae Manufacturing Interface 
CAD/GDF Data Exchange V1 

CAD/GDF Data Exchange V1 

CADAM APT Source Geometry R21 

CADAM Geometry Interface Version 2 
CADAM 3D Mesh Geometry R21 

CAEDS (R) - CATIA (R) Goomenhy, Transform 
CATIA Solids Geometry for RT PC 

CATIA Solids Geometry V3 

CATIA(tm) Solids Geometry Ver.3 
Geometry Library - Architectural Inches 
Geometry Library - Electrical 


GEOMETRY 
5706-060 
6024-500 
6024-495 
6024-485 

6024-486 
6024-496 
6024-501 
5668-905 
5706-056 
6024-307 


- 06F2-453 
5706-240 


GERTRUDE 'S 
6024-098 
6024-097 


GFIS 
+5685-105 
75X3-285 
+49F4-653 
75X3-283 


GIS/VS 
740-XX7 


GLACIAL 
6024-117 
6024-610 


5758-GMB 
—5758-GMA 


ML 
5798-DKD 
GOLDMEDAL 


+5758-G01 
+5758-G04 
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(Continued) 

Geometry Library - Mechanical - Inches 
Geometry One: Foundations (Guide 
Geometry One: Foundations (Schoo packs 
Geometry One: Foundations (Single Pack 
Geometry Two: Proofs & Extensions 
Geometry Two: Proofs & Extensions 
Geometry Two: Proofs & Extensions (Guide 
Graphical Display and Query Facility 5.0 
MICRO CADAM Geometry Interface 
Preparing for Geometry and Algebra 


German Era Dictionary 
German (Swiss) Dictionary 

Interleaf Pub Series German Dictionary 
Interleaf Pub Series German Dictionary 


Gertrude's Puzzles 
Gertrude s Secrets 


peonaneset 

eo-Information Workstation Addl Lic. 
Geo-Information Workstation Supervisor 
Geo-Information Workstation Supervisor 


Generalized Information System - VS 


Glacial Landforms - Earth Science Series 
Glacial Landforms - Earth Science Series 


CAD Interface 
_ERSP 


General Markup Language Product Aid 


GOLDMEDAL i533 
GOLDMEDAL (17-32) 


Keywords - Alphabetic Sequence 


GOLDMEDAL 
+5758-G05 
+5758-G06 
+5758-G02 
+5758-G07 
+5758-G03 


GOTHIC 
5771-ADL 
5771-AAA 
5799-BGK 


GOULD 
+5601-151 
5719-THB 


GOVERNMENT 
5758-RAA 
5758-RAC 
5758-RAB 


PAR 
5798-CPR 


GPAR/DOS 
5798-DAA 


GPAX-D 
5798-FAS 


GPG 
5668-941 
5688-050 


GPG/GFIS 
5688-092 


GPIB 
6024-201 


PSS 
5734-XS2 
5736-XS3 


(Continued) 
GOLDMEDAL 33768) 
GOLDMEDAL (49-64 
GOLDMEDAL (5-8) 
GOLDMEDAL (65-96) 
GOLDMEDAL (9-16) 


ITC Avant Garde Gothic (R) 
4250 ITC Avant Garde Gothic tm 
6670 Fonts Library 


Communication Protocol Programs/A 
EDX to Gould Modicon MICRO tm Controllrs 


EIS (Government ) 
EIS/C (Government ) 
EIS/EMD (Government) 


General Performance Analysis Reporting 
Generalized Performance Analysis Report 
EDX Gen Purpose Automation Exec-Distrbt 


Graphics Program Generator R2 
Graphics Program Generator V2.1 


Industry Standard Plotting Commands V2 
General Purpose Interface Bus Adapter 


General Purpose Simulation System V 
General Purpose Simulation System V 


GRADE 
5758-E06 
5758-ES 
5758-ES 


GRADES 1-6 
+6024-973 
+6024-972 
+6024-971 


+6024-977 


GRADING 
5706-007 
5706-127 
5706-161 
5796-TCJ 
5706-122 
5796-ZPR 
5706-050 


GRADUATE 
5706-119 
5706-124 
5706-159 
5796-TCC 


RANT 
5706-121 
5706-126 
5706-162 


GRAPH. 
+5758-042 
+5758-043 


GRAPH. DOS 
+5758-040 


GRAPH. 0S/2 
+5758-041 


Keywords - Alphabetic Sequence 


SIMS/21 GRADE REP. 


KEYWORDS - ALPHABETIC SEQUENCE 


-PS/2 


SIMS/21 GRADE REPORTING 
SIMS/21 GRADE REPORTING - PC 


Spelling: 
Spel ling: 
Spelling: 
ing: 
ling: 
Spelling: 
Spelling: 
Spelling: 
Spelling: 


Spell 
Spel 


Level I LAN Pack 
Level I School Pack 
Level I Single Pack 
Level II Pack 
Level II School Pack 
Level II Single Pack 
Level III Pack 
Level III School Pack 
Level III Single Pack 


AS/400 CIMS III Student Grading System 
Registration Attendance and Grading 
Registration Attendance and Grading 
Registration, Attendance & Grading 
Registration, Attendance and Grading 


Student Gradin 
SYS/36 CIMS II 


Graduate 
Graduate 
Graduate 
Graduate 


Loan and 
Loan and 
Loan and 


200-020/Pixel Graph. 
700-020/Pixel Graph. 


System 
Student Grading System 


Placement 
Placement 
Placement 
Placement 


Grant Tracking 
Grant Tracking 
Grant Tracking 


(Dos) 
0S/2) 


200-010/Char. Graph. (DOS) 


700-010/Char. Graph. (0S/2) 


GRAPHIC 
5706-074 
+5793-AJX 
5798-DXR 


GRAPHICAL 
56 


5668-802 


GRAPHICS 
5713-ADB 
5728-DS1 
5727-BG1 
5727-BG6 
5714-GP1 

+5601-386 
5685-066 
5796-ATE 
5796-BDG 
5713-ADX 
5668-840 
5668-844 
5796-AWR 
5706-067 
5709-022 
5706-070 
5612-106 
5612-101 
5612-104 
5612-117 
5612-017 
5612-102 
5612-109 


5668-978 


CAEDS Graphic Numerical Control V3 
Graphic Network Monitor Program 
GDDM Graphic Subroutines 


Graphical Data Display Mgr/ eereepe 3.4 
Graphical Display and Query Facility 5.0 
Graphical File System 

GDDM Graphical Kernel System 


Architecture & pe penerpes - Graphics 
AS/400 Business Graphics Utility 
Business Graphics Utilities/36 

Business Graphics Utilities/36 

Business Graphics Utility 

Computer Graphics Interface Toolkit/6000 
CAD/Host Graphics Data Exchange V1 

CADAM APT Interface 

CADAM COMPACT II Interface 

CADAM Drawing Compare 

CADAM Interactive pene V2R20 

CADAM 3D Interactive R21 

CADAM 3D Mesh Geometry R21 

CAEDS Graphics Finite Element Modeler V3 
CAEDS Graphics Finite Element 1-17+ 
CAEDS Test Data Analysis V3 for IBM RT 
Advanced Surfaces for RT PC 

CATIA Base for RT/PC 

CATIA Drafting for RT PC 

CATIA Graphics Interactive Interface 
CATIA Graphics Interactive Interface V3 
CATIA Library for RT PC 

CATIA Numerical Control - Mill for RT PC 
CATIA Solids ciate page for RT PC 

CATIA 3D Design for RT PC 

Digital Interactive Graphics / Mapping 
Direct Cutter Location Data Interface 
DisplayWrite/370 R2 nee Graphics 

DOS V4.0 and Windows Kit for nae 
Geo-Information Workstation Addl Lic. 
Geo-Information Workstation Supervisor 
Gertrude s Puzzles 

Graphics Access Method / System Product 


GRAPHICS 
5799 -AXX 
1887-959 
1887-962 
1887-961 
5669-050 


+5758-012 
+5758-025 


GRAPHIGS 
5668-792 
+5688-093 


5669-167 

GRAPHING 
5798-RPW 
6024-458 


GRAPHPAK 
5796-PPH 


GRAVITATIONAL 
60 4 


24-40 


GRIDCONVERSION 
5758-ERB 


GROUND 
6024-122 
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Graphics Attachment 3277GA, 5080 
Graphics CP 3.2.1 Ups from 2.0 
Graphics CP 3.2, Add update from 3.1 
Graphics CP 3.2, Single update from 3.1 
Graphics Development Toolkit 

Graphics Development ToolKit 1.2 
Graphics Development ToolKit 1.2 Upgrade 
Graphics Interface Control V1R1 
Graphics Program Generator R2 

Graphics Program Generator V2.1 
Graphics Resource Monitor 

Graphics Terminal Emulator 

GDDM Presentation Graphics Feature 2.1 
INGRES/Visual Graphics 

IPDS Graphics Text Merge 

IPDS Graphics Text Merge 

LOGO (R) with Turtle Graphics 

OS/2 Graphics Development Toolkit — 
PS/2 Graphics Wksta Prog PRPQ 7J0115 


_ PXL/Pixel Graphics 


PXL2/Pixel Graphics Runtime 


ta pars Data Display Mgr/ graPHIGS 3.4 
GDDM/graPHIGS Programming Interface V2 
Personal graPHIGS Programming Interface 
Personal graPHIGS Programming Interface 
Personal graPHIGS 3.4 


Graphing . 
Graphing Assistant 2.0 


Graphpak Full Screen Interface 
Investigating Gravitational Force 
PC GridConversion 


Ground Water - Earth Science Series 


Keywords - Alphabetic Sequence 


GROUPTALK 
5799-DDK 
5799-DDL 


ROWTH 
6024-316 
6024-391 
6024-321 
6024-392 


GTFPARS 
5798-CQQ 


HABITATS 
6024-412 
6024-442 


HADASSAH 
5771-ACN 


HANDLER _ 
+5758-050 


HANDLER 0S/2 
+5758-051 


HANDLING 
— 5664-363 
5665-478 


HARDWARE 
6936-809 


HD74HC 
5758-S18 


HEADLINER 
5771-ADX 
5771-ADW 


HEALTH 
5796-PXX 
5796-ATZ 
5796-ANY 
5796-AWH 


IBM Grouptalk 
IBM Grouptalk 


Cell Functions: Growth & Mitosis 
Cell Functions: Growth & Mitosis (BioSe 
Plants: Growth & Specialization 
Plants: Growth & Specialization 


Generalized Trace Facility Analysis 


Environment: Habitats & Ecosystems 
Environment: Habitats & Ecosystems 


Hadassah tm and Monotype Century tm 
200-140/Recipe Handler (DOS) 
700-140/Recipe Handler(0S/2) 


Image Handling Facility IHF - VM/CMS 
Image Handling Facility V2.0 


Hardware Maintenance and Service for XT 
TTL, HD74HC 


Sonoran Sans Serif Headliner 
Sonoran Serif Headliner 


neuene e Mental Health MIS 

HCS PCS Patient Care System DOS 
HCS PCS Patient Care System OS 
Laboratory Data Acquisition System 


5796-PQC 
5796-PRJ 


HEARING IMPAIRE 


+57F1-954 
HEAT 
6024-474 


AVY 
5758-MCF 
5758-MCL 
5758-MCR 
5758-MCX 


HELVETICA 


HEURISTICS 
+5758-HIJ 
+5758-HIA 
+5758-HII 


+5758-HID 
+5758-HIB 
+5758-HIP 
+5758-HIN 
+5758-HIM 


HIERARCHICAL 


5665-329 
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(Continued) 

Laboratory Data aig eberg System II 
LDMS Normal Value / Delta Checking 
PCS Infection Data Management | 

PCS Nursing Care Plans 

PCS Surgery Reporting 


PhoneCommunicator V1.0 
Concept Devt: Heat, Temperature & Graphs 


HEAVY CONTRACTORS 
HEAVY CONTRACTORS 
HEAVY CONTRACTORS 
HEAVY CONTRACTORS 


Helvetica tm - ponenass Extentions 
Helvetica Condensed and Expanded tm 
Monotype Levenim tm and Helvetica tm 
4250 Helvetica tm 


OnNet 

ONS PEC 

ONSPEC Batch Tool Kit 
ONSPEC Control Blocks 
ONSPEC Control Logic 
ONSPEC Control Option 
ONSPEC Host Gateway Datalink 
ONSPEC I/O Templates 
ONSPEC Modelling Kit 

Self Tuner 

ONSPEC Shadow Datalink 
ONSPEC SupGeaneencane 
ONSPEC SQC/SPC 

ONSPEC sie Ae Standalone 
ONSPEC Technology Pak 


ONSPEC World Interface 


DFHSM V2R3.1 


Keywords - Alphabetic Sequence 


HIFAULT 
5758-GRF 
5758-GRK 


HIGH-ACCURACY 
5664-185 
5665-337 


HIGH-LEVEL 
5798-RJF 
5719-HD1 
75X1-087 
5601-300 


HILIB 
5758-GRI 
5758-GRN 


HILO-RT 
5758-GRD 


HILO-30XX 
5758-GRC 


HILO-434x 
5758-GRA 


HILO-438X 
5758-GRB 


5758-GRE 
5758-GRJ 


ST. 
+5758-354 
+5758-356 


HIST .TREND 
+5758-355 
+5758-357 


HISTOLOGY: 


6024-407 
6024-437 


3-71 


HIFAULT 
HIFAULT 


High-Accuracy Arithmetic Subroutine Libr 
High-Accuracy Arithmetic Subroutine Libr 


EDX pe ee Language Transaction 
RPS X.25 / High-Level Data Link Control 
3270-PC High-level Language API 3.1 
3890/XP High-Level Language Services 


HILIB 
HILIB 


HILO-RT 

HILO-30xx 
HILO-434X 
HILO-438X 


HISIM 
HISIM 


Dyn. R-T & Hist. DEV/R-T DOS 
Dyn. R-T & Hist. DEV/R-T 0S2 


Dyn.R-T & Hist.Trend R-T DOS 
Dyn.R-T & Hist.Trend R-T 0S2 


Cytology & Histology: Cells & Tissues 
Cytology & Histology: Cells & Tissues 


HISTORY 
5758-IAK 
+5758-177 
+5758-196 


HITEST 
5758-GRH 
5758-GRM 


ITIME 
5758-GRG 
5758-GRL 


HOGAN TM 
5665-413 


OME 
5758-MCB 
5758-MCH 
5758-MCN 
5758-MCT 


HOMEBUILDER 
90X5-954 
90X5-955 
90X5-956 
90X5-957 


HOMEOSTASIS 
6024-410 
6024-440 


HONEYWELL 
5799-ADT 
5758-TITD 
5758-TTB 


HOSPITAL 
5796- 
5796-AWH 
5796-AWC 
5798-DCH 
5796-ZPW 


5796-BCC 
5796-PQC 
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History Analysis 
Mold History 363 
Mold History (SC 


HITEST 
HITEST 


HITIME 
HITIME 


IBA Umbrella System 


HOME BUILDERS 


HOME BUILDERS 
HOME BUILDERS 
HOME BUILDERS 


Homebuilder 
Homebuilder 
Homebuilder 
Homebuilder 


Network Version 
Network Version 


Regulation & Homeostasis 
Regulation & Homeostasis 


Honeywell (R) 200 Emulator 
Honeywell DPS to COBOL (HVS) 
Honeywell DPS to COBOL (VM) 


HCS PCS Patient Care System OS 
Laboratory Data Acquisition System 
Laboratory Data eg hae a System II 
LDMS Normal Value / Delta gre | 

Mass. Gen 1 Hospital Util. Multi-Prog.Sy 
PCS Infection Data Management 

PCS Nursing Care Plans 


Keywords - Alphabetic Sequence . 3-72 


HOSPITAL 


5796-PRJ 


HOSPITALITY 


5710-D02 


5758-CSO 
+5601-412 
5758-TAO 
5740-LM7 
+5758-HIL 
5798-DFR 
5744-BQ1 
38F2-001 
+66F3-001 
+66F3-002 
5799-TEP 
5799-BNA 
5798-RWZ 
5747-BK1 
5798-DTL 


(Continued) 
PCS Surgery Reporting 


EDX Point of Sale - Hospitality 


Advanced Control Syst Host Support V2R2 
Advanced Control System - Host ACS 
Automated Teller Host Enhancements 

AIX PS/2 Workstation Host Interface Pgm 
AIX 3270 Host Connection Program/6000 
AIX/RT Workstation Host Interface V1.1 
AS/400 Prod. Monitoring & Cntrl Host 
Branch Electronic Reports System - Host 
CallPath Host 

Data Interpretation Sys Host Client Rl 
Document Interchange - Host to Displaywr 
DPCX/DPPX Host Command Facility Ver 2 
EDX COBOL Host for Series/1 

EDX Host / Communications Facility 
EXPedITE/mvs Host R3.0 

Gateway Host Access 3270 

Gateway Host Access 5250 

Host C Compiler for Series/1 EDX 

Host Data Base View Ver 2 Rel 1 

Host Data Base View 2.0 

Host Data Base View 2.0 Upg from 1.0 
Host Link/VM 

Host Link/2 

Host Software 

INGRES/PCLINK (Host Module) 

LFI/2 Gateway Host 3270 

Macro papEary / Host V6.1 © 

ONSPEC Host Gateway Datalink 

Plant Monitoring -’Host Interface R1 
Retail Store System Host Support 

RIPSS V2 Host Communication 

RIPSS V3.0 Host Communication 

RIPSS V3.0 Host Management 

RPS 8/370 Host COBOL for Series/1 

RPS Version 6 - Host Program Prep 

S/38 Prod. Monitoring & Control Host Sup 
pepe nen tee System Host 

TSO Host Server for PC XT/370 (VM/PC) 


5668-989 


HOST /36 


5798-DYJ 


HOTEL 


5728-LO1 
5710-D03 


HOULIHAN 
5758-HOA 
PO 
5664-173 


SM 
5796-BDY 
7798-MVS 


PICE 
5758-MSA 


SX HIF 
5668-989 


HTR/HISTORICAL 


+5758-013 


HTR2/HISTORICAL 


+5 758-026 


HUBVIEW/PC 


+5758-TS4 
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(Continued) 

VM/PC Host Server 

Workstation Host Interface Program 
Yale ASCII Communications - Host Loaded 
3600 Host Support 

3600 Host puppets Finance Communication 
3624 Teller Machine IMS/VS Host Support 
3630 Plant Communication Host Services 
3630 Plant Communication System Host 
3650/3680 Language and Host Services 1.2 
3660 Supermarket System - Host Support 
3728 Matrix Switch Host Facility 

4700 Host Support R7 


Production Monitoring & Control Host/36 


AS/400 Hotel Reservations & Guest BECES 
System/38 Hotel Resv. & Guest Acct SyslI 


CMAS/PLUS 
VM High Performance Option R5 


HSM Maintenance / Recovery Utilities 
MVS Productivity System 


HSPICE 

4700 Host Support R7 
HTR/Historical Trending 
HTR2/Historical Trending R-T 


HubView/PC AT Single Site 
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HUBVIEW/PC 
+5758-TS6 
+5758-TS5 
+5758-TS1 
+5758-TS3 
+5758-TS2 
+5758-TS7 
+5758-TS9I 
+5758-TS8 


6024-411 
6024-441 
6024-346 
6024-396 
6024-414 
6024-444 


6024-076 
HUPDATE 
+5758-TB1 
AC 
5709-015 


HYDROLOGIC 
6024-121 


HYPERVISOR 
5664-167 


I-F 


(Continued) 

HubView/PC AT Unlimited Use 
HubView/PC AT 2-5 Sites 
HubView/PC CDR Single Site 
HubView/PC CDR Unlimited Use 
HubView/PC CDR 2-5 Sites 
HubView/PC PLUS Single Site 
HubView/PC PLUS Unlimited 
HubView/PC PLUS 2-5 Sites 


Human Life Processes 

Human Life Processes 

Human Life ProcessesI: Cellular Physiolo 
Human Life ProcessesI: Cellular Physiolo 
Human Life: Development & Differentiatn 
Human Life: Development & Differentiatn 
Human Resources 

Human Resources Series 

Human Resources Series 2000 

Human Resources 2000 

LOGO (R) with Turtle Graphics 


HUPDATE 

Architecture & Engineering - HVAC 
Hydrologic Cycle - Earth Science Series 
Virtual Machine/System Product R5 


I-F to IBM D.A.E.DEV/R-T OS2 
I-F to IBM Dist.A.E. R-T 082 
PLC I-F Drivers DEV/R-T DOS 
PLC I-F Drivers DEV/R-T OS2 
R-T I/F to Lotus DEV/R-T DOS 
Touch Screen I/F DEV/R-T DOS 


I/s___. 
5758-IAA 


IAM. . 
5719-AM4 


TAM-V2RPS 
5719-AM2 


ATA — 
5799-AHP 


IBA 
5665-420 
5685-023 


5685-020 
5685-021 
5665-413 


IBM CAD 
+49F4-841 
+49F4-890 

_ 5601-307 


IBM RT _~ 
5612-113 
5612-118 
5612-117 
5612-116 


CCF 
5746-TS1 
5666-302 


CEF_ 
5798-DTD 
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FACTORYnet I/S 

EDX tadeved Access Method V2.1 
RPS Indexed Access Method V2 
Link Control FDX IATA 3704 SEP 


IBA Financial Information System 

IBA Integrated Commercial Loans 

IBA Integrated Consumer Loans . 

IBA Integrated Demand Deposit Accounts 
IBA Integrated Mortgage Loans 

IBA Integrated Time Deposit Accounts 
IBA Online Collections System 

IBA Online Delivery System 

IBA Platform Automation Support System 
IBA Preferred Client Services System 
IBA Relationships & Profitability CIS 
IBA Relationships & Profitability Mgr 
IBA Umbrella System 


CAD/IGES Data Exchange 31328 
CAD/IGES Data Exchange (5.25 } 
Data Comm. Service/Manufact. Interface 


Building pestee & Facilities Layout 
CATIA Finite Element Modeler 
CATIA Graphics Interactive Interface 
CATIA Structural Design & Steelwork 


Interactive Computing & Control Facility 
VSE ICCF V2 | 


Interactive Composition and Editing V2 
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ICKDSF 
5655-257 
5752-VS2 
5747-DS1 
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5747-DS2 


cs 
7798-ICS 
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+5758-I159 
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IDF 
+5758-136 
+5758-118 
+5758-135 
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IDS 
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Integrated Catalog Forward Recovery Util 
Device Support Facility for MVS/XA R9 
ICKDSF MVS7370 | : 

ICKDSF Stand-Alone 


ICKDSF Virtual Machine VM R10 
ICKDSF Virtual System Extended 


Insurance Communication Service 


INFORMIX-4GL ID eee 
INFORMIX-4GL ID (RT) DL 


IDF (30XX & 3090 VE) Aca. 
IDF (30XX & 3090 VF) Com. 
IDF (43XX & 337%) Aca. 

IDF (43XX & 937X) Com. 


EOC Functions for IDNX or TNM 


ACCELL IDS Eye) DL 


ACCELL IDS (PS/2) RL 
ACCELL IDS 1-8 To 65+ (RT)DL 
ACCELL IDS 1-8 To 65+ (RT)RL 


8 To 9-16(RT)DL 
8 To 9-16(RT)RL 
8 Tol7-32(RT)DL 
-8 Tol7-32(RT)RL 
8 To33-64(RT)DL 
8 To33-64(RT)RL 
8 Users RT) DL 
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ACCELL IDS 1-8 Users (RT) RL 
ACCELL IDS 17-32 To65+(RT)DL 
ACCELL IDS 17-32 To65+(RT)RL 
ACCELL IDS 17-32 Users(RT)DL 


IDS 


+5758-U82 


+5758-U80 


IDWS 


5740~-XYE 


IEEE 802.3 


+5728-TC1 
+5732-048 
+5732-039 


IEW/CSP 


5758-K04 


FS 
5758-TAW 


IFS-1 


5668-967 
5746-F52 


S-2 
5668-968 
5746-F53 


-3 
5668-969 
5746-F54 


FS-4 
5668-970 
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ACCELL IDS 17-32 Users(RT)RL 5746-F55 

ACCELL IDS 33-64 To65+(RT)DL 

ACCELL IDS 33-64 Users(RT)DL GES 

ACCELL IDS 33-64 Users (RT)RL 5796-BEB 

ACCELL IDS 33-64To 65+(RT)RL 5601-200 

ACCELL IDS 65+ Users Rt DL 5688-047 

ACCELL IDS 65+ Users (RT) RL +5756-009 

ACCELL IDS 9-16 To 65+(RT)DL 

ACCELL IDS 9-16 To 65+(RT)RL HF 

ACCELL IDS 9-16 Users (RT)DL 5664-363 

ACCELL IDS 9-16To17-32(RT)DL 

ACCELL IDS 9-16To17-32(RT)RL TAS 

ACCELL IDS 9-16T033-64(RT)DL 5668-011 

ACCELL IDS 9-16T033-64(RT)RL 

6CCELL IDS 9-16 Users (RT)RL ITAS/IIPS 
6428-147 
6428-087 

Distributed Workstation Support 6428-071 


IPS 
oP pee TCP/IP Connectivity Utilities 5668-012 
Fi LNE 


e Transfers & T Protocols Rl 7798-VMP 

System/88 TCP/IP R1 - 
5748 -XX6 

IEW/CSP Enablement 
IMAGE 

5758-ISF 
IFS Program- SQL Access 5758-ISA 
5612-110 
5612-010 
Financial - Posting & General Ledger R3 5613-010 
General Ledger & Postings R3 5758-ISI 
5758-ISH 
5668-723 
Financial Status P&L Balance Sheet R3 5799-BJA 
P&L and Balance Sheet R3 5799-BJB 
5785-EDW 
. 5664-363 
Financial Open Item rnb A/R A/P R3 5665-478 
Open Item Accounting A/R A/P R3 6457-801 
6457-821 
5758-ISB 
Financial Payment Processing A/P R3 5758-ISC 


(Continued) 
Payment Processing A/P R3 


Fastdraft to IGES Translator 

IGES Processor for the Workstation 
IGES Processor Version 2 Release 1.0 
IGES Translator 


Image Handling Facility IHF - VM/CMS 
Interactive Instructional Authoring 


Batch SNA Communications 
Instructional System ~ Administration 
Instructional System - Presentation 


Interactive Instructional Presentation 
Virtual Machine Productivity System 


Interactive Instructional System 


Barcode Recognition Software 
CentralStation 

CATIA Image Design for the IBM RT 
CATIA Image Desi V3 

CATIA(tm) Image 
DeliveryStation 
DeviceStation 
GDDM Image View Utility 

Image Distribution System - Scanmaster 
Image Distribution System - Scanmaster 
Image Document Utility 

Image Handling Facility IHF - VM/CMS 
Image Handling Facility V2.0 

Image Support Facility 2 

Image Support Facility 2 1.1 

Jukebox uppost 

Mainframe Comm. Support 


esign Ver.3 
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758-18 OCRStation 5668-856 IMS/VS System Utilities DataBase Tools 
+49F4-608 OS/2 Image Support 5796-BBG 3624 Teller Machine IMS/VS Host Support 
5758-ISE ScanStation . 
5758-ISD TaskStation IMS/360 Sod 
5668-870 4730 Customization Image Builder R2 5734-XX6 Information Management System Version 2 
IMAGEDIT IMSADF 
6476-113 ImagEdit e 5668-937 Apee cee sce Development Facility II Vl 
-75X3-255 ImagEdit Version 2.0 5665-348 IMS Application Development Facil II 2.2 
IMAGEPLUS IMSL : 
+5730-079 AS/400 Electronic Filing Cabinet +5758-137 E&IAT (PS/2 80286) Aca. - 
+5685-052 MVS/ESA Folder Application Facility +5758-119 E&IAT (PS/2 80286) Com 
+5685-048 MVS/ESA Object Distribution Manager +5758-138 E&IAT (PS/2 80386) Aca 
5601-234 PS/2 ImagePlus Workstation Program V1.0 +5758-120 E&IAT (PS/2 80386) Com 
5727-007 Workfolder Application Facility +5758-140 E&IAT (30XX & 3090 VE) Aca 
5730-012 Workfolder Application Facility +5758-122 E&IAT (30XX & 3090 VF) Com 
+5758-139 E&IAT (43XX & 937X) Aca. 
MD - +5758-121 E&IAT (43XX & 937X) Com. 
5660-294 DPPX/370 Interactive Map Definition +5758-136 IDF (30XX & 3090 V } Aca. 
| +5758-118 IDF (30XX & 3090 VF) Com. . 
IMPROVED | +5758-135 IDF (43XX & 337%) Aca 
6242-913 GDDM-PCLK Ver.1.1 Improved Availability +5758-117 & 937X) Com. 
+5758-127 IMSL Lib. (PS/2 80286) Aca. 
IMS ; +5758-I109 IMSL Lib. (PS/2 80286) Com. 
5799-TEN EDX Videotex System SVS/1 +5758-128 IMSL Lib PS/2 80386) Aca. 
5665-348 IMS Application Development Facil II 2.2 +5758-110 IMSL Lib. (PS/2 80386) Com. 
5796-AHT IMS Log Tape Management System +5758-130 IMSL Lib. (30XX&3090VF) Aca. 
5798-FBD IMS LU 6.1 Adapter for LU 6.2 Applicatio +5758-1I12 IMSL Lib. (30XX&3090VF) Com. 
5798-CHJ IMS Monitor Summary & System Analysis II +5758-129 IMSL Lib. (43XX & 937X) Aca. 
5798-CQP IMS Performance Analysis & SS ep +5758-I11 IMSL Lib. (43XX & 937X) Com. 
+5685-093 System Utilities/Data Base Tools V2R1 +5758-142 LP /PROTRAN 30K) Aca. 
fies +5758-124 LP/PROTRAN (30XX) Com. 
IMS/ESA ; . +5758-I41 LP/PROTRAN (43XX & eee tenes 
+5665-408 IMS/ESA V3R1 Database Manager +5758-123 ST CHES 43XX & 937X)Com. 
+5665-409 IMS/ESA V3R1 Transaction Manager +5758-132 MATH/PROTRAN (30XX) Aca. 
+5798-RXX Remote Recovery Data Facility +5758-114 MATH/PROTRAN (30XX) Com. 
7s +5758-131 -MATH/PROTRAN PES SOREL SCRE 
IMS/VS . +5758-113 MATH/PROTRAN (43XX&937X)Com. 
5740-DC2 Data Processing Accounting for IMS/VS +5758-144 PDE/PROTRAN (30XX) Aca. 
5665-332 Information Management System V2.2 +5758-126 PDE/PROTRAN (30XX) Com. 
5740-XXK2 IMS/VS Data Base System 1.3 +5758-143 PDE /PROTRAN 1 3XKR937x3 Aca. 
5798-DPR IMS/VS Fast Reorganization Reload II +5758-125 PDE/PROTRAN (43XX&937X) Com. 
-5785-GAJ +5758-134 STAT/PROTRAN (30XX) Aca. 
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IMS/VS Queue Loader 


IMSL 
+5758-116 
+5758-133 
+5758-115 


MSO 
5668-948 


NBOUND 
5798-DTP 


INCHES 
5706-058 
5706-061 
5706-060 


INCR. 
+5758-D08 
+5758-D04 


INDEX 
6476-070 


INDEX TECH 
5758-105 


INDEXED 
5719-AM4 
5799-TCB 
5719-AM2 


INDEXING 


5796-ZQF 
5796-ZOR 


INED 
5713-AET 

NFO 
5758-ERG 


INFO CENTER 
5664-296 
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STAT/PROTRAN (30XX) Com. 
STAT /PROTRAN GaXKES 3K Con. 
STAT/PROTRAN (43XX&937X)Com. 


Batch Terminal Simulator 
Inbound File Analysis and Retrieval 


Electrical Schematic Library - Inches 
Geometry Library - Architectural Inches 
Geometry Library - Mechanical - Inches 


DataFlex Rat? RTL (incr. 4) 
DataFlex (RT) RTL (incr. 4) 


DisplayWrite Index Support 
Customizer 


EDX Indexed Access Method V2.1 
RPS Indexed Access Method Version 3 
RPS Indexed Access Method V2 


SYS/36 PSAS-Records Indexing 
SYS/36 PSAS-Records Indexing 


AIX PS/2 INmail/INed/INnet/FTP 
PC INFO | 


Cooperative Viewing Facility Version 2 
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INFO-CENTER/1 


5668-897 
INFO/ACCESS 
5665-950 
5665-266 


INFO/LIB 
5665-277 


INFO/MVS 
5665-955 


INFO/VMVSE 
5668-919 


INFOCOURSE 
6024-868 


INFOCOURSE : 
6024-732 
6476-022 


NFOREM 
5665-394 
5665-393 


INFORMATION/ INS 
5758-IAC 


INFORMIX 
+5758-I64 


+5758-169 
+5758-148 
+5758-I55 
+5758-162 
+5758-I150 


Info Center/1 


Information / Access V1 
Information / Access 3.0 


Information / Library 

Information / MVS 

Information / VM-VSE 

InfoCourse Fundmntls Discrete Mfg Prog 


InfoCourse: Database for PC 
InfoCourse: Spreadsheets forProfessionals 


INFOREM III Allocation 
INFOREM III Base 


Information/Instruction 


C-ISAM bE?) DL 
C-ISAM (RT) DL 
INFORMIX-ESQL/C (PS/2) DL 
INFORMIX-ESQL/C KY 


T L 
INFORMIX-SQL (PS/2) DL 
INFORMIX-SQL (PS/2 
INFORMIX-SQL (RT) DL 
INFORMIX-SQL (RT) RTL 
INFORMIX-TURBO ¢ 7474 DL 
INFORMIX-TURBO (RT) DL 


INFORMIX 


+5758-I54 


INFORMIX-ESQL/C 
+5758-I61 


+5758-170 
+5758-149 
+5758-156 


INFORMIX-NET 
+5758-163 
+5758-I51 


INFORMIX-SQL 
+5758-I160 
+5758-169 
+5758-148 
+5758-155 


INFORMIX-TURBO 
4+5758-162 
— +5758-150 


INFORMIX-4GL 
+5758-I57 
+5758-167 
+5758-I45 
+5758-153 
+5758-159 
+5758-147 
+5758-158 
+5758-168 
+5758-146 
+5758-154 


fone taued? 


NFORMIX-4GL (PS/2) DL 
INFORMIX-4GL a 2 Ae 


RT 
INFORMIX-4GL a 


INFORMIX-4GL RD 


S (P 
INFORMIX-4GL RDS i 
INFORMIX-4GL RDS 


INFORMIX-ESQL/C 
INFORMIX-ESQL/C 
INFORMIX-ESQL/C 
INFORMIX-ESQL/C 


RTL 

PS/2) DL 

RT) DL 

/2) DL 

2) RTL 
L 


RTL 


Ss 
RT 


PS/2) DL 
PS/2) RTL 
RT) DL 


RT) RTL 


INFORMIX-NET Ce ee 


INFORMIX-NET 


INFORMIX-SQL 
INFORMIX-SQL 
INFORMIX-SQL 


INFORMIX-SQL ae DL 


INFORMIX-TURBO 
INFORMIX-TURBO 


PS/2 
R 
RI) RTL 


RTL 
L 


Cer) bu 


INFORMIX-4GL (PS/2 


INFORMIX-4GL (PS/2) DL 
RIL 


INFORMIX-4GL (RT 


INFORMIX-4GL 


RT 
INFORMIX-4GL ID 


INFORMIX-4GL ID (RT 


INFORMIX-4GL RD 
INFORMIX-4GL RD 
INFORMIX-4GL RD 


INFORMIX-4GL RDS ee DL 
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INFORT 
6410-971 


INFOWINDOW 
6024-868 


6024-935 


INGRES 
5709-008 
5709-009 
5709-003 

+5601-369 
+5601-401 
5709-004 
5709-005 
5709-007 
5709-006 


INGRES /APPLICAT 
+5601-406 
+5601-368 

5709-004 


INGRES /NET 
+5601-414 
5709-005 
+5601-366 


INGRES / PCLINK 
+5601-429 
5709-007 
+5601-412 


INGRES/STAR 
5709-006 


INGRES/VISUAL 
+5601-411 


FORTRAN 77 Interactive Compiler 


InfoCourse Fundmntls Discrete Mfg Prog 
InfoWindow tm Control Program 1.2 Upgrad 
InfoWindow Control Program 1.1 
InfoWindow Control Program 1.3 
InfoWindow Presentation Editor 1.0 
InfoWindow Presentation Interpreter 1.0 
InfoWindow PILOT - Authoring 

InfoWindow PILOT - Presentation 
Multimedia Shell Utility 


Embedded SQL Preprocessor for FORTRAN 
Embedded athe Preprocessor for Pascal 
INGRES RDBMS 

INGRES RDBMS V6 

INGRES VS for AIX for RISC System/6000 
INGRES /APPLICATIONS 

INGRES /NET 

INGRES / PCLINK 

INGRES/STAR 


INGRES/Applications 
Eee e abe racer one V6 
INGRES /APPLICATIONS 


INGRES/NET 
INGRES/NET 
INGRES/NET V6 


INGRES / PCLINK 
INGRES / PCLINK 
INGRES/PCLINK (Host Module) 


INGRES/STAR 


INGRES/Visual Graphics 


INHERITANCE 
6024-408 
6024-438 


INMAIL 
5713-AET 
5669-053 


INMAIL/INED/ INN 
5713-AET 


NNET 
6410-976 
5669-053 


INNET/FTP 
6410-976 


INPATIENT 
+5758-C62 
+5758-C63 
+5758-C64 
+5758-C65 


INPUT 
5798-CWF 


INPUT/OUTPUT 
5719-EM1 


INQUIRE 
5758-EVJ 


INQUIRY 
5736-N14 
53799-TGJ 
6316-973 


INSPECT 
5658-995 


INSPECTION 
+5614-004 
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Mendelian Genetics: Inheritance 
Mendelian Genetics: Inheritance 


AIX PS/2 INmail/INed/INnet/FTP 
INmail tm INnet tm File Transfer Program 


AIX PS/2 INmail/INed/INnet/FTP 


Interactive Network and Message System 
INmail tm INnet tm File Transfer Program 


Interactive Network and Message System 


Inpatient (MF 200-499) 
Inpatient (MF 500+) 
Inpatient (9370 200-499) 
Inpatient (9370 500+) 


Time Initiated Input Facility 
Series/1 Input/Output Executive V1.1 
Sales Inquire 


Alpha Search Inquiry System 
File rear | Processor 
Programmed Inquiry Learning or Teaching 


INSPECT for C/370 & PL/I V1R1 


Valisys Inspection 
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INSTRUCTIONAL 


6428-087 
6428-072 
6428-071 
5668-011 
5668-012 
5748-XX6 


INSTRUMENTS 
5719-THA 


SURANCE 
6024-065 
7798-ICS 


INT .MATH&LOGIC 


+5758-337 
+5758-338 


INTEGRATED SYST 


+5688-167 


INTEGRATION 
5684-064 
+5612-119 


INTEGRATOR 


75X3-258 


INTEL 1860 
+34F3-070 


INTEL. - 
+5758-C06 
+5758-C20 
+5758-C13 
+5758-C27 


INTELLIGENCE 
5744-BK1 
5685-007 


Instructional System - Administration 
Instructional System - Authoring 
Instructional System - Presentation 
Interactive Instructional Authoring 
Interactive Instructional Presentation 
Interactive Instructional System 


EDX to Texas Instruments (R) Controllers 


Insurance Agency System 
Insurance Communication Service 


Int .Math&Logic Func. R-T DOS 
Int .Math&Logic Func. R-T 082 


Executive Decisions/MVS Rl 


Computer Aided Design Integration 
Computer Aided Design Integration V2 


CADAM Fac. Integrator MVS2 
CADGtFacility Integrator VM2 
Facility Integrator 

Facility Integrator MVS1 

Financial Branch System Integrator 


Microprocessor O0S/2 Development Tools 


Facility Intel. (Tierl, MVS) 
Facility Intel. (Tierl, VM) 

Facility Intel. (Tier2, MVS) 
Facility Intel. 


Tier2, VM) 


Distributed Se eae, her System/7 - 370 
Expert System Consultation Environ/MVS 


INTELLI 

5664-392 
5685-006 
5664-391 


INTELLIGENT 


5758-CAY 
5758-CAH 
5758-CDG 
5758-CAP 
5798-NLG 
5799-TNG 


INTELLUTION 
~ +5758-008 
+5758-021 
+5758-010 


~ +5758-023 


+5758-006 
+5758-009 
+5758-022 
+5758-005 
+5758-014 
+5758-027 
+5758-215 
+5758-216 
+5758-019 
+5758-018 


+5758-026 
+5758-034 
+5758-033 
+5758-012 
+5758-025 
+5758-016 
-+5758-029 
~+5758-004 
+5758-003 
+5758-015 
+5758-028 
+5758-011 


GENCE 
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Expert System Consultation Environ/VM 
Expert System Environment/ 

Expert System Environment/VM 


Intelligent Draw Dis. MVS1 
Intelligent Draw Dis. MVS2 
Intelligent Draw Dis. VM1 
Intelligent Drawing Dis. VM2 
Intelligent Terminal Subsystem 
S/1 Intelligent Workstation 2.0 


rea tat Control Engine 
ACE2/R-T Appl Ctrl Engine 
BAT/Batch Control . 
BAT2/Batch Control Runtime 
CBT Computer Based Training 
CON/Continuous Control 
CON2/Continuous Control R-T 
FFR Rep. Gen. and Scheduler 
FFR/FF Rep Gen and Scheduler 
SEL Rep Gen and Schdlr 
FIX DMACS [/0O Dri 1500 DOS 
FIX DMACS I/O 2000 DOS OS/2 
FIX I/O Driver Type 1100 
FIX I/O Driver Type 800 

FIX I/O Drvr Type 640 R-T 
FIX I/O Drvr Type 880 R-T 
GBX/IBM 7552 Support 
GBX2/IBM 7552 Support R-T 
HTR/Historical Trending 
HTR2/Historical Trending R-T 
ITX/Adv. I/O Driver Toolkit 
MDA/C Database Access 
PXL/Pixel Graphics 

Ay] esas Graphics Runtime 
RCP/Recipe Package 

reg as rag te Runtime 
SCD SPECIFIX MDA Pkg. 

SDD Dual Driver Upgrd Pkg. 
SHL/Multitasking Shell 

Aina] caw ede aa Shell R-T 
SPC/Statistical Proc Control 
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INTELLUTION 


+5758-024 
+5758-002 
+5758-001 
+5758-007 
+5758-020 
+5758-035 
+5758-037 
+5758-039 
+5758-040 
+5758-042 
+5758-044 
+5758-052 
+5758-054 
+5758-208 
+5758-210 
+5758-046 
+5758-048 
+5758-211 


+5758-038 
+5758-041 
+5758-043 
+5758-045 
+5758-053 
+5758-207 
+5758-209 
+5758-047 
+5758-049 
+5758-212 
+5758-051 


INTER-SYSTEM 


5798-RXC 
5601-113 
6476-174 
5664-376 


INTERACTIONS 
6024-413 


6024-443 


100-010/BASIC: Node ant 


(Continued) 
SPC2/Statistical Pro Ctrl RT 
SPD Dual Driver Pkg. 

SPX Base-line af 

re ar eae SCADA PKs. 
SX2/R-T Expanded SCADA Pkg. 


100-020/SCADA Node (DOS 
100-030/Data Con. Node (DOS) 
200-010/Char. Graph. (DOS) 
200-020/Pixel Graph. (DOS) 
200-030/Hist. Trend (DOS 


200-050/Control Blocks pos) 


200-060/Batch Blocks (DOS) 
200-070/SPC Blocks (DOS) 
200-080/Mult rapt eacipiar | 4 Gi. 
200-090/Report Gen. (DOS 
200-100/Prog. Sched. (DO 2 
200-110/C DataBase ico tp S 
200-140/Recipe Handler (DOS 
300-410/FIX DMACS I/O Dri. 
400-010/FIX 2.3 Bridge 
600-010/BASIC Node (83/2 
600-020/SCADA Node 
700-010/Char. Graph. (0S/2) 
700-020/Pixel Graph. (08/2) 
700-030/Hist. Trend (OS/2) 
700-050/Control Blocks (OS 
700-055/Batch Blocks (OS 
700-070/SPC Blocks (0S/2 
700-090/Report Gen. (OS/ 
700-100/Prog. Sched. (OS 
700-110/C DataBase ise 60 
700-140/Recipe Handler(0O 
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Inter-System Control Facility 

Inter-System Control Facility/PC 
Inter-System Control aeiee Rs 
VM Inter-System Facilities Rel 2 


The Environment: Cycles & Interactions 
The Environment: Cycles & Interactions 


INTERCHANGE 
5799-BKE 


INTERCIM 
5758-IAJ 
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5758-IAM 
5758-IAB 


INTERCONNECT 
+5601-400 
6467-036 


INTERCONNECTION 
5668-951 
5685-005 
5685-035 


INTERFACE /6000 
+5601-230 


INTERFACEDEV/R- 
+5758-369 
+5758-371 


INTERFACES 
+5758-C50 
+5758-C51 
+5758-C52 
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Document Interchange - Host to Displaywr 


Charting and Data Entry 
Customizing Interfacing 
Dean of Experiments 
FACTORYnet I/S 

FN 1-2 

FN 21-32 

FN 3- 

FN 33-63 
FN 5-8 
FN 64+ 

FN 9-20 

Gage Management 
History rp) bas 
Information/ Instruction 
Interface Module 1 
Interface Module 2 
Pareto Analysis 

Report Writer 

ne A ea Monitoring 
STATnet System Manager 


Interconnect Controller 
Token-Ring PC Network Interconnect Progr 


Non-SNA Interconnection to 3725 V3 
X.25 SNA Interconnection V1IR2 
X.25 SNA Interconnection V2 


Personal graPHIGS Programming Interface 


LAN S/W InterfaceDEV/R-T DOS 
LAN S/W InterfaceDEV/R-T 082 


Interfaces (MF 5 


Interfaces CH goon 
Interfaces (9370 200-499) 
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INTFC 
37 


INTERFACES 


+5758-C53 


INTERFACING 


5758-IAI 


INTERFERENCE 


6024-466 


INTERLEAF | 


5706-243 
5706-239 
25F5-911 
25F5-912 
06F2-458 
+77F2-497 
+77F2-496 
5706-214 


NTERNAL 
30F5-280 


30F5-278 


INTERNATIONAL 


5732-032 


INTERNETWORK 


5758-CSG 
5758-CSC 


INTERPRETATION 
5706-113 


5706-172 


87-EBB 


L 
5732-032 


E/DISOSS 


(Continued) 
Interfaces (9370 500+) 


Customizing Interfacing 
Investigating Wave Interference 


Interleaf tm Publishing Software 
Interleaf tm Publishing Software 
Interleaf Pub Series French Dictionary 
Interleaf Pub Series French Dictionary 
Interleaf Pub Series German Dictionary 
Interleaf Pub Series German Dictionary 
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LIGHTS 
6024-319 


6024-393 


LINE 
5796-PPA 


(Continued 

LFI/2 MAP Gateay 3.0 and MMS 
LFI/2 Network Configuration 
LFI/2 S/370 ECF Comm. 


NCPG Execution Library 


HOST CONNECT (Add. Licenses) 
OS/2 Additional Licenses Std. 1.1 
SYS/36 PSAS - Bus. Licenses & Fees 


SYS/36 PSA-Business Licenses&Fees 


Chemicals of Life I: Structure of Matter 
Chemicals of Life I: Structure of Matter 
Chemicals of Life II: Water, Carbo Lipid 
Chemicals of Life II: Water, Carbo Lipid 
Human Life Processes 

Human Life Processes 

Human Life ProcessesI: Cellular Physiolo 
Human Life ProcessesI: Cellular Physiolo 


Chemicals of Life: Proteins & Nucleic Ac 
Chemicals of Life: Proteins & Nucleic Ac 
Human Life: Development & Differentiatn 
Human Life: Development & Differentiatn 


Investigating Models of Light 
Architecture & Engineering - Lighting 


Lights Plants & Photosynthesis (Biolger) 
Lights Plants & Photosynthesis (BiolSer 


Panel 2 Line Art Program 


5798-RRZ 
+5688-113 
5799-AHP 


+5732-057 


LINK/VM 
+5684-059 


INK/2 
5601-118 


LINKWAY 


6024-901 
6024-903 
6024-902 


LINTON SHAFER 


5758-LSA 
5758-LSB 
5758-LSE 
5758-LSF 
~5§758-LSD 
5758-LSC 


ISP 
5669-242 
5669-243 
5685-063 
5798-DQZ 


ISTEN 
6024-165 
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Direct S.W.I.F.T. Link 
Direct S.W.I.F.T. Link 
Direct S.W.I.F.T. Link 
Direct S.W.I.F.T. Terminal 500 Link 


Direct Telecommunication Network Link R2 
Direct Telecommunication Network Link R2 
Direct Telecommunication Network Link R2 
Executive Data Link to PC 

Executive Data Link to PC 2326 pores 
Executive Data:Link to PC (5250 Emulate 
GDDM-OS/2 Link V1.0. 

Link Control FDX IATA 3704 SEP 

Link SUpPo rt PRPQ 

RPS X.25 / High-Level Data Link’ Control 
System/88 SNA Token-Ring Link Manager R6 


Host Link/VM 
Host Link/2 


LinkWay LAN Pack - 
LinkWay School Package | 
LinkWay Single Package 


Fin. Rep/Gen Ledg Sys./36-PC 
Fin. Rep/Gen Ledg Sys/34-36 
Fin/Rep (AS400)_ 

Time & Expense (AS400) 

Time Management System/34-36 
Time Management System/36-PC 


Common Lisp - Application Environment 
Common Lisp - Development Environment 
reo ee Common LISP Production System 


Listen to Learn 
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LITERACY 
6024-340 


LITIGATION 
5793-AER 
5706-018 
5793-ABK 
6024-760 
6024-762 
6024-759 
6024-761 


OADER 
5785-GAJ 


LOB. 
+5685-159 


LOCATION 
5713-ACL 
5758-CAN 


LOG .&STOR.HAND. 
+5758-343 
+5758-344 


LOGIC /MEM 
5758-S03 


LOGICAL 
5668-971 


LOGISTICS 
5798-DZQ 
+5684-058 
5601-117 


LOGO 
6024-136 
6024-076 
5798-DQF 


LOGO GRAPHICS 
6024-109 
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Principle of the Alphabet Literacy Systm 


Info Syst for Attny - Litigation Support 
Litigation Support 

Litigation Support . 
Litigation Support-SolutionPac aah 
Litigation Support-SolutionPac (Network 
Litigation Support-SolutionPac (Single 
Litigation Support-SolutionPac (Single 


IMS/VS Queue Loader 


Application Support Facility V2R1 Base 


Direct Cutter Location Data Interface 
Location & Layout PlannerVM2 . 


Data Log.&Stor.Hand. R-T DOS 
Data Log.&Stor.Hand. R-T 0S2 


PROGRAMABLE LOGIC/MEM 


Network Logical Data Manager 1.3 


EDX-CF PACS/Material Logistics System 
Material Logistics System/VM 
Material Logistics System/2 


Logo Learner “ 
LOGO (R) with Turtle Graphics 
6670 Usability Aid 


Turtle Power (Feature 4109) 


OOPS 
5799 -BEH 


OTMAP 7 
5796-PXK 


TUS 
+5713-AGL 
+5758-368 
LP/PROTRAN 
+5758-I42 
+5758-124 


+5758-I41 
+5758-I23 


L1V1 
6024-871 
6024-872 

M.S.A. 

+5758-187 

M-CONTROL 

+15F2-126 

CLIB 

5798-DTL 


RO 
5727-AS1 
5727-AS6 
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3640 CICS/VS Extensions - 4331 Loops 
Land Ownership Tax Mapping 


Lotus arnt 
R-T I/F to Lotus DEV/R-T DOS 


LP/PROTRAN (30XX) Aca. 
LP/PROTRAN (30XX) Com. 
LP/PROTRAN (43XX & 937% oCon, 
LP/PROTRAN (43XX & 937X)Com. 


LS/1 Language Extension - Authoring 
LS/1 Language Extension - Presentation 


APPC Multiple LU Support 
APPC Multiple LU Support 
IMS LU 6.1 Adapter for LU 6.2 Applicatio 


Distributed Services 


Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money LI1V1 


Upgrade from M.S.A. to M.SPC 
M-Control Program 
TSO Host Server for PC XT/370 (VM/PC) 


Assembler and Macro Processor 
Assembler and Macro Processor 
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MACRO 


5719-LMA 
5748-F56 


5727-039 
5728-BA1 
5727-ZPY 
5727-009 
5727-ZPZ 


MAGNETIC 
799-TAJ 


758-J19 
798-FBJ 
758-EVF 


MAIL ORDER 
5796-ZKB 


MAILBRIDGE 
+5758-068 
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INFRAME 
5758-ISC 


MAKE-TO-SCHEDUL 


5798-RQT 
5798-RWE 


MANAC 

6024-752 
6024-754 
6024-753 
6024-760 
6024-762 


6024-748 
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EDX Macro Assembler 

EDX Macro eee V4 

Macro Assembler/ 

Macro Library { Host V6.1 

Macro Library V6.1 

3694 Application Macro Expansions 


Federal W-2 Mag Media Reporting AS/400 
Federal W-2 Mag Media Reporting AS/400 
Federal W-2 Mag Media Reporting Sys/36 
Federal W-2 Mag Media Reporting Sys/36 
Federal W-2 Mag Media Reporting Sys/38 


CPS 4991-201 Magnetic Stripe Card Reader 


JDE Electronic Mail (Mod 35) 
PROFS oy Extended Mail 
Sales Mai 


Order Management System 
MAILbridge Server/MCI 
Mainframe Comm. Support 


Make-to-Schedule for Inventory Mgt 
Make-to-Schedule Facility for Inventory 


LawFirm Gen Ledger SolutionPac eer. 
LawFirm Gen Ledger SolutionPac (Network 
LawFirm Gen Ledger - SolutionPac tm 
Litigation Support-SolutionPac Nees 
Litigation Support-SolutionPac (Network 
Litigation Support-SolutionPac singie 
Litigation hd Sek tani el pete pb Single 
Manac-OMNILAW-SolutionPac Network User 


MANAC 
6024-750 
6024-747 
6024-749 


MANAC 3.5" 
6024-766 
6024-765 
6024-762 
6024-761 


MANAC 5.25 
6024-756 
6024-764 
6024-763 
6024-752 
6024-760 
6024-759 


MANAC -OMNILAW-S 
6024-748 
6024-750 
6024-747 
6024-749 

MANAGE 
5668-853 


MANAGEMENT-MVS 
5758-SDB 
MANAGEMENT-VSE 
5758-SDF 
MANAGEMENT / ACCT 
5729-M6A 
5729 -M6X 
5729-M66 


5729-M67 
5729 -M69 


MANAGEMENT /38 
5758-MA 
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Manac-OMNILAW-SolutionPac Network User 
Manac-OMNILAW-SolutionPac Single User 
Manac-OMNILAW-SolutionPac Single User 


Client Files,Conflicts ,Dates-Network 
Client Files ,Conflicts ,Dates-SolutionPac 
Litigation Support-SolutionPac ey 
Litigation Support-SolutionPac (Single) 


Client & Lawyer - SolutionPac (Network) 


Client Files ,Conflicts ,Dates-Network 


Client Files ,Conflicts ,Dates-SolutionPac 
LawFirm Gen Ledger SolutionPac (Network 
Litigation Support-SolutionPac Creche 
Litigation Support-SolutionPac (Single) 


Manac-OMNILAW-SolutionPac Network User 
Manac-OMNILAW-SolutionPac Network User 
Manac-OMNILAW-SolutionPac Single User 
Manac~OMNILAW-SolutionPac Single User 


CADAM (R) Design Build Manage Rel. 21 
Cardholder Management-MVS 
Cardholder Management -VSE 


$/36 Construction 
8/36 Construction 
$/36 Construction 
$/36 Construction 
$/36 Construction 


Management/Acctg Syste 
Management/Acctg Syste 
Management/Acctg Syste 
Management/Acctg Syste 
Management/Acctg Syste 


Resource Management /38 
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MANAGEMENT / 6000 
+5601-253 


MANAGER-VM2 
5758-CAL 


MANAGER/MVS 
+5665-461 


MANAGER/6000 
+5601-457 


MANGMT 
+5728-M7R 

NED 
5758-SFC 


MANUFACTURERS 
5798-RPR 


MANUFACTURINGS 
5706-115 


MAP | 

-5660-282 
5660-294 
5719-XT1 
5668-801 
5758-TA 

-5798-FB 

-5798-FBG 
5758-TAL 
5719-XT2 
5668-934 
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Accounts 


AIX Network Management /6000 

Inventory Manager-VM2 

Repository Manager/MVS V1R1 

AIX Xstation Manager/6000 

MAPICS/DB Repetitive Production Mangmt 
ON/2 Manned Teller Appl. 

Inventory Forecasting for Manufacturers 
COPICS Online Routing II 


DPPX Interactive Map Definition 

pha Pree Interactive ae Definition 

EDX MAP tm Application Server 

GDDM Interactive Map Definition 2.1 
LFI/2 MAP Gateay 3.0 and MMS 
Manufacturing Automation Protocol. 
Manufacturing Automation Protocol Rl 

MAP Gateway 3.0 and MMS . 

RPS MAP tm Communications Server 
4700 Finance System - Applic Map Genertr 


Accounts Payable 

Payable 

Payable 

Receivable 

Accounts Receivable 

Accounts Receivable 

Automotive acl fepbee hates ol Control Syst 
AS/400 MAPICS Accounts Payable 


Accounts 
Accounts 
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AS/400 MAPICS Accounts Receivable 
AS/400 MAPICS Cross Gis a eo Support 
AS/400 MAPICS General Ledger 

AS/400 MAPICS Payroll 

AS/400 Prod. Monitoring & Cntrl Host 
AS/400 Production Monitoring & Control 
Capacity Requirements Planning 
Capacity Requirements Planning 
Capacity Requirements Planning 

Cross at peep Support 

Data Collection System Support 

Data Collection System Support 

Data Comm. Service/Manufact. Interface 
Executive Data Link to PC 

Financial Analysis 

ponceast sas 

General Ledger 

General Ledger 

General Ledger 

Inventory Forecasting for Manufacturers 
Inventory Management 

Inventory Management 

Inventory Management 

Inventory Management for Process 
Location/Lot Management 
Make-to-Schedule for Inventory Mgt 
Master Production Schedule Planning 
Material Requirements Planning 
Material Requirements Planning 
Material Requirements Planning 

MAPICS File / Record Definitions 

MAPICS II File / Record Definitions 
MAPICS II Financial Analysis R1 

MAPICS II Forecasting Release 1 

MAPICS II Inventory Management for Proce 
MAPICS II Location/Lot Management 
MAPICS II Master Prod Sched Plan R1 
MAPICS II Purchasing 

Order Entry & Invoicin 

Order Entry and Invoicing 

Order Entry and Invoicing 

Order Entry/Invoice to Gen Ledgr Interfc 
Order Entry/Invoice to Gen Ledgr Interfc 
Payroll 
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+5601-398 
MAPICS II 


5714-M73 
2/27-M73 
5714-M74 
5727-M74& 
5714-M7G 
5727-M7G 
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Payro 

Payroll Manufacturing 

Product Data Management 
Product Data Management 
Product Data Management 
Production Control & Costin 
Production Control and Costing 
Production Control and Costing 
Professional CADAM V2R3 


Bae Gaane 

S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II 8/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
5/36 MAPICS II 8/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/36 MAPICS II S/36 5363SU & 5364PC 
S/38 MAPICS II Cross Applic. Support 


Sales Analysis 
Sales Analysis 
Sales Analysis 
401K Tax-deferred Savings Plan 
401K Tax-deferred Savings Plan 
5250 & MAPICS Data Services V1 


Accounts Payable 

Accounts Payable 

Accounts Receivable 

Accounts Receivable 

Capacity Requirements Planning 
Capacity Requirements Planning 


MAPICS II 


5727-M7H 
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Capacity Requirements Planning | 
Cross ppp tice tn System Support 
Data Collection 

Data Collection System Support 
fon ecee eae 

General Ledger 

General Ledger | 

Inventory Management 

Inventory Management 

Inventory Management for Process 
Location/Lot Management 
Make-to-Schedule crete | for Inventory 
Master Production Schedule Planning 
Material Requirements Planning 
Material Requirements Planning 
Order Entry and Invoicing — 
Order Entry and Invoicing 
Payroll . 

Payroll 

Product Data Management 

Product Data Management 
Production Control and Costing 
Production Control and Costing 


Purchasin 

/36 MAPICS II S/36 53638U & 5364PC SU 
S/36 MAPICS II 8/36 5363SU & 5364PC SU 
$/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II 8/36 5363SU & 5364PC SU 
$/36 MAPICS II S$/36 5363SU & 5364PC SU 
$/36 MAPICS II S/36 5363SU & 5364PC SU 
$/36 MAPICS II $/36 5363SU & 5364PC SU 
$/36 MAPICS II S/36 5363SU & 5364PC SU 
$/36 MAPICS II 8/36 5363SU & 5364PC SU 
S/36 MAPICS II 8/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
$/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II 8/36 5363SU & 5364PC SU 
S/36 MAPICS II 8/36 5363SU & 5364PC SU 
$/36 MAPICS II S/36 5363SU & 5364PC SU 
$/36 MAPICS II $/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II 8/36 5363SU & 5364PC SU 
S/38 MAPICS II Cross Applic. Support 
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MAPICS II 
5714-M78 
5727-M78 


MAPICS/DB 
5728-M75 


+5728-M7L 
+5706-287 
+5728-M7K 
+5728-M7R 
+5728-M78 
5728-M79 
5728-M76 
5728-M71 
+5728-M7S 


MAPPING 
5668-959 
5796-PXK 


MARCAM 
5758-MAG 
5758-MAJ 
5758-MAM 
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5758-MAU 
5758-MAC 


(Continued) 
Sales Analysis 
Sales Analysis 


Inventory Management 

Master Production Schedule Planning 
Material Requirements Planning 
MAPICS/DB Capacity Requirements Planning 
MAPICS/DB Financial Analysis 

MAPICS/DB Forecasting 

MAPICS/DB MPA 

MAPICS/DB Purchasing 

MAPICS/DB Repetitive Production Mangmt 
Late ha Sales Analysis 

Order Entry and Invoicing 

Product Data Management ~ 

Production Control and Costing 
Production Monitoring and Control 


Digital Interactive Graphics / Mappin 
Land Ownership Tax Mapping ; ee 


Foundation Module Model B20 
Foundation Module Model B30 
Foundation Module Model B40 
Foundation Module Model -B50 
Foundation Module Model B60 
Foundation Module/38 
Resource Management Mod. B20 
Resource Management Mod. B30 
Resource Management Mod. B40 
Resource Management Mod. B50 
Resource Management Mod. B60 
Resource Management /38 
Resource Processor Mod. B20 
Resource Processor Mod. B30 
Resource Processor Mod. B40 
Resource Processor Mod. B50 
Resource Processor Mod. B60 
Resource Processor/38 
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P 
5798-DKD General Markup Language Product Aid 
6476-161 P Ver.1 
MASS MAILING 
6024-065 Insurance Agency System 
TE 
5713-AEH Quality Mate 
MATERIAL 
5706-091 CAEDS Material Data System 
5706-071 CAEDS Material Data System V3 
+5684-058 Material Logistics System/VM 
5601-117 Material Logistics System/2 
5714-M4B Material Requirements Planning 
5714-M7B Material Requirements Planning 
5727-M4B Material Requirements Planning 
5727-M7B Material Requirements Planning 
5728-M3B Material Requirements Planning 
5728-M7B Material Requirements Planning 
+5730-081 Material Safety Data System 
+5688-165 Relational Bill of Material 
+5688-164 Relational Material Requirements 
5709-037 SYS/36 Time & Material Service Billing 
5796-ZPK Time & Material / Service Billing 
TH . 
5734-XM8 MATH - BASIC 
MATH&LOGIC 
+5758-347 Comp. Math&Logic DEV/R-T DOS 
MATH/ PROTRAN 
+5758-132 MATH/PROTRAN (30XX) Aca. 
+5758-114 MATH/PROTRAN (30XX) Com. 
+5758-131 MATH /PROTRAN ESTEE TS Steet 
+5758-113 MATH/PROTRAN (43XX&937X)Com. 
MATHEMATICAL 
5719-LM2 RPS Mathematical & Functional Subroutine 
MATHEMATICS 
6024-112 Adventures in Math (Feature 4112) 
+5706-291 AIX Ada/6000 
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MATHEMATICS 
+5621-013 
5771-ACW 
5668-853 
5713-ABW 
5796-BDT 
5713-ACN 
5713-ACK 
5796-AWR 
5612-018 
5613-018 
5612-109 
5612-107 
+6280-354 
+6280-355 
+6280-356 
+6280-357 
+6280-358 
+6280-359 
5719~-LM3 
5799-BTB 
6024-305 
6024-355 
6024-368 
6024-357 
6024-369 
6024-417 
6024-427 
6024-419 
6024-429 
6024-356 


6024-421 
6024-431 
6024-422 
6024-432 
5734-XM3 
5736-XM7 
5771-ADT 
6024-072 
5734-XM8 
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Exploring Measurement ,Time,and Money 


inued) 


Optimization Subroutine Library/6000 
Characters for Mathematics and i 


cience 


iB Design Build Manage Rel. 21 
R) Interactive Solids Design R21 


Source Geometry R21 


CADIMS 


Lathe R21 


3D Mesh Geometr 


Finite Element 
Finite Element Modeler V3 
Numerical Control - Mill for RT PC 
Solids Geometry for RT PC 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 


y R21 
fe) 


deler V3 


IT! 


Exploring Measurement ,Time,and Money III 


oS ae a Measurement ,Time,and Mone 


II! 


Math & Functional Subroutine Library 


FORTRAN Elementa 
Computation 


Math 
Math 
Math 
Math 
Math 


Math 


Concepts 
Concepts 
Concepts 
Concepts 
Concepts 
Concepts 
Concepts 
Concepts 
Concepts 
Concepts 


Practice: 
Practice: 
Practice: 
Practice: 
Practice: 
Practice: 
Practice: 
Practice: 


Math Library 
kills (Private Tutor) 
Series: 2 

Series: 
Series: 
Series: 
Series: 
Series: 
Series: 
Series: 
Series: 
Series: 
Grades 
Grades 1 
Grades 
Grades 
Grades 
Grades 
Grades 
Grades 


Grades l1- 

Grades 1-2 
Grades 3- 
Grades 3- 
Grades 5- 
Grades 5- 
Grades 7- 
Grades 
Pre-school 
Pre-school 


00 COM HE 
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Mathematics - Procedure Library 
Mathematics - Subroutine Library 


Mathematics 


Monst 
MATH 


er Math 
- BASIC 


and Science 


MATHEMATICS 


5668-739 
6024-775 
6024-855 
6024-859 


— 6024-776. 


6024-856 
6024-860 
6024-777 
6024-854 
6024-861 
6024-778 
6024-853 
6024-862 
6024-774 
6024-858 
6024-866 
5713-ABQ 
6024-308 


MATRIX 


5734-XMC 
5665-428 


MATRIX SWITCH 
5688-091 


MCCOSKER 


5758-MCD 
5758-MCJ 
5758-MCP 
5758-MCV 
5758-MCA 
5758-MCG 
5758-MCM 


5758-MCB 
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MPSX/370 Math Prog System Extended V2 
PC Algebra Series V1 Algebra I: Part 
PC Algebra Series V1 Algebra I: Part 
PC Algebra Series V1 Algebra I: Part 
PC Algebra Series V1 Algebra I: Part 
PC Algebra Series V1 Algebra I: Part 
PC Algebra Series V1 Algebra I: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: -Part 
PC Math Exploration Toolkit V1 

PC Math Exploration Toolkit V1 

PC Math Bxprorar sen Toolkit Vl 
PROFESSIONAL CADAM Interactive Solid Dsg 
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NOD DO ee 


Solving Math Word Problems (Priv Tutor) 


Matrix Generator Report Writer for MPSX 


3728 Matrix Switch 


MSHF2 


CONTRACTORS 
CONTRACTORS 
CONTRACTORS 
CONTRACTORS 
DEVELOPERS © 
DEVELOPERS 
DEVELOPERS 
DEVELOPERS 


GENERAL CONTRACTORS 
GENERAL CONTRACTORS 
GENERAL CONTRACTORS 
GENERAL CONTRACTORS 


HEAVY CONTRA 


CTORS 


HEAVY CONTRACTORS 
HEAVY CONTRACTORS 
HEAVY CONTRACTORS 
HOME BUILDERS 
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MCCOSKER 


5758-MCH 
5758-MCN 
5758-MCT 


MCGA 
6242-913 
CGILL 
5750-ACF 


MDA 
+5758-004 


ee 
+5758-033 


ANING 

+57F1-995 
+57F1-994 
+57F 1-993 
+57F1-998 
+57F1-997 
+57F 1-996 
+57F2-001 
+57F2-000 


+57F1-999 
6024-330 
6024-384 
6024-336 
6024-374 
6024-337 
6024-375 
6024-338 
6024-364 


MEASUREMENT 
6024-870 
6024-871 
6024-872 
6024-470 
5799-BJK 
5740-XY4 
5665-274 
5799-PAQ 
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GDDM-PCLK Ver.1.1 Improved Availability 


MUSIC 


SCD SPECIFIX MDA Pkg. 


MDA/C Database Access 
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Reading 
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Reading 
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Reading. 
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Meaning 
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Meaning 
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Level 
Level 
Level 
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Level 
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Level 


Series: 
Series: 
Series: 
Series: 
Series: 
Series: 
Series: 
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Exploring Measurement Time 
Exploring Measurement Time 
Exploring Measurement Time 
Measurement Process: 
Performance Measurement Tool 

Resource Measurement Facility V2 | 
Resource Measurement Facility V3R5 
Response Time Measurement Facility 


LAN Pack 

School Pack 

Single Pack 

I Pack 

I School Pak 
I top pbs Pak 

IV LAN Pack 

IV School Pack 


IT 
II 
II 
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II 
IT 
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Grade 2 
Grades 3-4 
Grades 3-4 
Grades 5-6 
Grades 5-6 
Grades 7-8. 
Grades 7-8 
& Money L1V1 
& Money L1V1 
& Money L1V1 
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Distance & Area 


MEASUREMENT 
5799-PAZ 
5799-WWL 


MEASUREMENT 
+6280-354 
+6280-355 
+6280-356 
+6280-357 
+6280-358 
+6280-359 


MECHANICAL 
5706-060 


MED. 
5758-MHA 


MEDI-CAL 
5798-RGD 


MEDIA 
6280-256 
6280-225 
5727-039 
5728-BA1 
5727-ZPY 
5727-009 
5727-ZPZ 
5714-D47 
6024-926 
6024-930 
84X0-076 
84X0-061 

+49F4-794 


MEDICAL 
7798-MDD 
6024-197 
5727-WP2 
5727-WP6 
5714-DCT 


MEDICINE 
32F8-288 


TIM 
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Response Time Measurement Facility 
Virtual Storage Measurement Reporter 


Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 


Geometry Library - Mechanical - Inches 
Med. Records/Concurrent Rev 
EDX Chain Pharmacy 


4.0 3.5" Media 

4.0 5.25 Media 

Mag Media Reporting AS/400 
Federal W-2 Mag Media Reporting AS/400 
Federal W-2 Mag Media Reporting Sys/36 
Federal W-2 Mag Media Reporting Sys/36 
Federal W-2 Mag Media Reporting Sys/38 
General Ledger Distribution / Media 
OS/2 Standard Edition V1.2 3.5 Media 
OS/2 Standard Edition V}.2 5.25 Media 
PC LAN Version 1.3 3.5, 

PC LAN Version 1.3 5.25 Media 
Windows Connection (Dual Media) 


DOS Version 
DOS Version 
Federal W-2 


AHA Medical Device Database 
DisplayWrite Medical Support 
DisplayWrite/36 English Dictionaries 1. 
DisplayWrite/36 English Dictionaries 1. 
Language Dictionaries 


English (U.S.) Legal and Medicine 


Keywords - Alphabetic Sequence 


MEMBERSHIP 
5796-ZJE 
5796-ZHZ 
5796-ZJF 
5796-Z2JG 
5796-ZJJ 
5796-ZJH 


MORY 
83X9-133 
8575-345 

MENDELIAN 
6024-408 
6024-438 

NTAL 

5796-PXX 
MERCHANDISE 
+5758-D25 


MERCHANDISING 


6024-893 
6024-892 


MERGE / 386 


3-97 


713-AEY 


MERVA/VSE 
5750-ACA 
5750-ACB 


MERVA/2 
5669-330 
5669-329 
5601-345 


MERVA/370 
5685-094 
5685-095 
5686-019 
5665-422 
5666-346 
5665-423 


Membership Data Base 

Membership Data Base - Trade Assn 
Membership Dues Assessment 
Membership Fund Raising/Development 
Membership Special Events 
Membership Subscription Fulfillment 


Workstation Connectivity Memory Mgmt. 
3270 Emulation Memory Mgt Enhancement 


Inheritance 
Inheritance 


Mendelian Genetics: 
Mendelian Genetics: 


Community Mental Health MIS 
Merchandise Control (S/36) 


LS/1 Language Extension - Authoring 
LS/1 Language Extension - Presentation 


AIX PS/2 DOS Merge 


MERVA/VSE System Package 
MERVA/VSE System Package with DTNL/370 


DSNL/2 


MERVA/2 
MERVA/2 V2 


MERVA/370 MVS/CICS 
MERVA/370 MVS/IMS 
MERVA/370 VSE/CICS 
MERVA/370 Vi for MVS5/CICS 
MERVA/370 V1 for VSE/CICS 
MERVA/370 V1R1 for MVS/IMS 


KEYWORDS - ALPHABETIC SEQUENCE 
MESSAGE MGMT. S/36 | 
5668-007 Communication Oriented Message System +5758-D31 Replen./Purchase Mgmt. (S/36) 
5746-XXM Communication Oriented Message System 
5799-TFY EDX Telephone Message Management System . 
6410-976 Interactive Network and Message System 5685-070 Open Systems Message Exchange for MVS 
5796-ATP Message Requeuer 5684-061 Open Systems Message Exchange for VM 
5798~-RHF Message Switching System. 
5685-070 Open Systems Message Exchange for MVS MICR 
5684-061 Open Systems Message Exchange for VM 5798-DXK MICR User Editing 
5798-DXL MICR User Editing 
MESSAGING 5798-DRE MICR User Editing - CHX/3694, CHX/VS 
+5601-343 OSI/Manufacturing Messaging Services 
+5684-107 OSI/Manufacturing Messaging Services VM MICRO . 
5796-PZB Voice / Text Messaging System . 5719-THB EDX to Gould Modicon MICRO tm Controllrs 
. 5713-ADH MICRO CADAM (tm) CORNERSTONE R1.3 
META HEALTH 5706-055 MICRO CADAM Data Transfer 
5758-MHB Chart Management System — 5706-056 MICRO CADAM Geometry Interface 
5758-MHA Med. Records/Concurrent Rev 5706-057 MICRO CADAM Parametric Design 
META-SOFTWARE . MICRO CADAM 
- §758-MSA HSPICE 5706-058 Electrical Schematic Library - Inches 
: 5706-061 Geometry Library - Architectural Inches 
MEXICAN _ : 5706-059 Geometry Library - Electrical 
6024-876 VALE Version 1.00 - Mexican 3.5 | 5706-060 Geometry Library - Mechanical - Inches 
6024-895 VALE Version 1.00 - Mexican 5.25 
MICRO RESOURCES 
MF , 5758-MRA CRISP BASE 
+5758-C58 Drug DB * (MF 200-499) 5758-MR5 CRISP-BANK 
+5758-C59 Drug DB * (MF 500+) 5758-MR2 CRISP-BASE 11 
+5758-C62 Inpatient (MF 200-499) 5758-MR3 CRISP-BASE 20 
+5758-C63 Inpatient (MF 500+) 5758-MR1 CRISP-BASE2 
+5758-C50 Interfaces on 200-499) 5758-MR4 CRISP-LOCATION 
+5758-C51 Interfaces (MF 500+) 5758-MRB CRISP-PRODUCT 
+5758-C38 Inv. Control (MF 200-499) 5758-MRC CRISP-RISK 
+5758-C39 Inventory Control (MF 500+) 
+5758-C47 Narcotic Control (MF 72993 MICRO 184 TM 
+5758-C46 Narcotic Ctrl (MF. 200-499 5719-THB EDX to Gould Modicon MICRO tm Controllrs 
+5758-C42 Out Patient ou 200-499) 
+5758-C43 Out Patient (MF 500+) ; MICRO-CHANNEL : 
+5758-C54 TPN ie 200-499) 5601-234 _PS/2 ImagePlus Workstation Program V1.0 
+5758-C55 | TPN (MF 500+) . - 
MICROPROCESSOR 
MFG +34F3-070 Microprocessor OS/2 Development Tools 
6024-868 InfoCourse Fundmntls Discrete Mfg Prog 
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MIGRATION 


5759-010 


MIL-HDBK-217 
5758-MSI 


ILL 
5612-109 
5612-009 
5613-009 


MINI-PLC-2 TM 
5719-THC 


MINIPERT 
5734-XP3 


IP 
5668-739 


MISSING 
6024-104 


MISSION 
5758-MSK 


MITOSIS 
6024-316 
6024-391 


Ss 
5758-TAQ 
5758-TAL 


MNGT 
5685-074 
5685-086 
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AS/400 SYS/36 Migration Aid 

AS/400 SYS/38 Migration Aid 

Data Base Migration Aid Utility 

Direct Access Storage Device Migration 
MVS Migration System 

MVS/XA Migration Offering 

SolutionPac VSE/MVS Migration Assistant 


MIL-HDBK-217 & E Reliability 


CATIA Numerical Control - Mill for RT PC 
CATIA Numerical Control Mill V3 
CATIA(tm) Numerical Ctrl Mill Ver.3 


EDX to Allen-Bradley (R) Controllers 
MINIPERT 

MPSX/370 Math Prog System Extended V2 
Missing Letters 

MIL-HDBK-217E and Mission 


Cell Functions: Growth & Mitosis 
Cell Functions: Growth & Mitosis (BioSer 


LFI/2 MAP Gateay 3.0 and MMS 
MAP Gateway 3.0 and MMS 


Realtime Plant Mngt Integrated Appl 
Realtime Plant Mngt Integrated Comm R2 
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MOD. 
+5758-S25 
+5758-5826 
+5758-S27 
+5758-L48 
+5758-E18 


MODBUS TM 
5719~-THB 


MODELLING 
+5758-HIH 
MODERN 
6024-345 
6024-395 


MODICON 
5719-THB 


MODIFICATION 
5668-949 


MODULE /38 
5758-MAA 
MOISTURE 
6024-124 
MOLD 


Basic Cemetery Mod. B-10/20 
Basic Cemetery Mod. B-30/40 
Basic Cemetery Mod. B-50/60 
Cost Allocations Mod. (8/38) 
New Bus. Tracking Mod. LAN 

Resource Management Mod. 
Resource Management Mod. 
Resource Management Mod. 
Resource Management Mod. 
Resource Management Mod. B60 
Resource Processor Mod. B20 

Resource Processor Mod. 
Resource Processor Mod. 
Resource Processor Mod. 
Resource Processor Mod. 


EDX to Gould Modicon MICRO tm Controllrs 
ONSPEC Modelling Kit 


Modern Genetics: Chromosomes & Coding 
Modern Genetics: Chromosomes & Coding 


EDX to Gould Modicon MICRO tm Controllrs 
System Modification Pgm Extended V1R4 
Foundation Module/38 

Moisture in the Atmosphere 


CAEDS Mold Cooling Analysis V3 
CAEDS Mold ate Analysis V3 
Mold Builders Off Bund. (9 
Mold Builders Off+ Bund. (SC 
Mold History (0C) 


MOLD 

+5758-196 
5706-093 
5706-092 


MOLDERS 
+5758-178 
+5758-197 
+5758-185 
+5758-186 


5758-MDD 
5758-MDA 


ONEY 
6024-870 
6024-871 
6024-872 

+6280-354 
+6280-355 
+6280-356 
+6280-357 

—+6280-358 

+6280-359 


MONITOR III 
5685-029 


MONITORING 
5728-018 


5798-RWZ 
5798-RWY 
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Mold isetery (SC) 
Plastics Mold Cooling Analysis 
Plastics Mold Filling Analysis 


Molders Officet+ Bundled 698 
Molders Office+ Bundled (SC 
Molders Shop Automation 
Molders SPC 


ChemBase (3.5 Version) 
ChemBase (5.25 Version) 
ChemTalk (3.5 Version) 
ChemTalk (5.25 Version) 
ChemText (3.5 Version) 
ChemText (5.25 Version) 


Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money L1V1 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 


RMF V4R1.1 


AS/400 Prod. Monitoring & Cntrl1 Host 
eobies Production Monitoring & Control 
COPICS Plant Monitoring & Control 370 
EDX Industrial Monitoring and Automation 
JES3 Monitoring Facility II 

Plant Monitoring - Host Interface Rl 
Production Monitoring & Control 
Production Monitoring & Control Host/36 
Production Monitoring and Control 

$/38 Prod. Monitoring & Control Host Sup 
$/38 Production Monitoring & Control Pgm 


Keywords - Alphabetic Sequence 


MONITORING 


5758-IAM 


MONOTYPE 


5771-ACN 
5771-ACR 
5771-AFK 
5771-ACH 
5771-ACK 


5771-AAR 


MONSTE 


R 
6024-072 


MORTGAGE 


5685-024 


MPA 
+5706-287 

MPS | 
+5688-137 


PSP 
5727-M7J 
MPSX 


5734-XMC 
5668-739 


MPSX/370 
+5688-137 


(Continued) 
Systems Monitoring 


Hadassah tm and ponow yee Century tm 
Monotype Bodoni Cyrillic tm 

Monotype Garamond (tm 

Monotype Garamond(R) Language Extensions 
Monotype Levenim tm and Helvetica tm 
Monotype Old Eng Text & New Berolina tm 
Monotype Peninim,Alachsoni,Times N Roman 
Monotype Rockwell (R) Language Extensions 
Monotype Times New Roman Cyrillic tm 
eee hee Times New Roman Language Extens 
4250 Monotype Baskerville tm 

4250 Monotype Bodoni tm 

4250 Monotype Century tm 

4250 Monotype Century Schoolbook tm 

4250 Monotype Garamond tm 

4250 Monotype Rockwell tm 

4250 Monotype Times New Roman tm 


Monster Math 

IBA Integrated Mortgage Loans 
MAPICS/DB MPA 

Optimization Subroutine Library 
Master Production Schedule Planning 


Matrix Generator Report Writer for MPSX 
MPSX/370 Math Prog System Extended V2 


Optimization Subroutine Library 


MQR 
5796-ATP 
MRO 
+5706-148 
MRP 
5727-M7B 
MS 
5758-CSJ 
MSDS 
+5730-081 
SHF2 
5688-091 


MSI /PLESSEY 
5798-DWT 


MSVIZAP 


5799-WPK 


5719-MS2 
5719-MT1 


MULTI-APPLICATI 
44F4-002 
MULTICPU COUPLE 
5740-XX2 


MULTIMEDIA 


6024-935 


MULTIPLAN 


6024-022 


MULTITASK _ 


6024-453 


MULTIVIEW 


+5621-011 
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Message Requeuer 

CallPath Host 

Material Requirements Planning 

MS Windows Additonal User 

Material Safety Data System 

MSHF2 

MSI/Plessey Barcode for 3800/20-III 
MSVIZAP for the 3850 


EDX Multiple Terminal Manager V2 
RPS Multiple Terminal Manager V3 


RIPSS Multi-Application 
IMS/VS Data Base System 1.3 
Multimedia Shell Utility 
Multiplan (R) 

Topview 1.1 


JSB MultiView for AIX 


Keywords - Alphabetic Sequence 


feet Le 


601-279 
PS/VM 


MUM 
5796-ZPW 


6024-099 


MV 
+5758-C24 


S 
5709-026 
5706-053 
5709-028 
+5685-146 
5685-043 
5665-338 
5664-479 
5665-479 
5664-480 
5665-480 
+5685-142 
+5758-C01 
+5758-C08 
+5688-036 

5666-347 

5685-063 
+5758-C06 
+5758-C13 
+5758-C05 
+5758-C12 
+5758-C07 
+5758-C14 
+5758-C04 
+5758-C11 
+5758-C02 
+5758-C09 

5758-TITD 

5685-060 

5665-955 


(Continued) 
JSB MultiView for AIX PS/2 


Mass. Gen'l Hospital Util. Multi-Prog.Sy 


Gertrude's Secrets 
MUSIC 


MUSIC | 
Rocky s Boots 


Facility Inv. (Tier2, MV) 


Ada Compiler MVS 

Ada Cross Compiler VM to MVS 

Ada Run-Time Library MVS 
Application Services Manager / MVS 
BER een wen Support Facility Vi MVS 
ACF/SSP V3R4.1 for MVS 

ADPS/M MVS 

ADPS/M MVS 

ADPS/P MVS 

ADPS/P MVS 

Cost Evaluation Manager / MVS 
CADG+FM (iier}. MVS 

CADG+FM (Tier2, MVS 

Deve lopMate V1R1 for MVS 

DSNL/370 V2R1 for VSE/CICS 

Enhanced Common LISP Production System 
Facility Intel. (Tier}. MVS 
Facility Intel. (Tier2, MVS 
Facility Loc. (Tierl, MVS 

Facility Loc. (Tier2, MVS 

Facility Master (Tierl, S 
Facility Master (Tier2, MVS 
Facility Reqmts (Tierl, MVS 
Facility Reqmts (Tier2, MVS 
Facility System (Tierl, MVS 

Facilit eyecem Tier2, MVS 
Honeywell DPS to COBOL (MVS 
Information / Management V4 for MVS 
Information / MVS 


5685-059 


+5685-046 
+5685-144 
+5685-145 


5740-XXH 


+5685-143 


MV 


5685-029 
5685-061 
5798-DTL 
5685-025 
57 


5798-FBK 


TIER 
5758-CDN 


S-MS 
5787-MVS 
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Information ti System V4 for MVS 

ISPF V3 for MVS 

ISPF/PDF V3 for MVS 

Kanji Data Set Print Prog V2 - MVS 

Kanji Font for 3820 Page Printer - MVS 
MVS Custom-Built Installation Process Of 
MVS CBIPO Drivers 

MVS CBIPO Model Inst Related Inst Mater] 
MVS Introductory Base Offering 

MVS Migration System 

MVS Productivity System 

MVS eyereus Extensions 

MVS/SP-JES2 V3 

MVS/SP-JES3 V3 

Network ahigraceels Processor MVS Support 
NetView DM for MVS 

NetView FTP MVS Base Program R1 

NetView Performance Monitor R3 for MVS 
NetView/Access (MVS) V1R1 

NETDA V2 for MVS 

ite of Clea Message Exchange for MVS 
OCM24/ATMS (MVS Version) 
OSI/Communications Subsystem for MVS 
OSI/File Services Rl for MVS 
Product Change Manager / MVS 
Product Structure Manager / MVS 
Resource Access Control Facilit 
Routing Definition Manager / MV 
RMF V4R1.1 

TCP/IP for MVS Rl 

TSO Host Server for PC XT/370 (VM/PC) 
TSO/E V2 

Unisys Series to COBOL (MVS) 

X.25 NPSI V3R2 for VSE 

X.25 SNA Interconnection V1R2 

X.25 SNA Interconnection V2 

3890/XP MVS a ade 
8100 DOSF Text Conversion Facility 


V1R8.1 


FMP (MVS)(Tier 2) 


MVS Migration System 
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MVS-TIER 
5758-CDI 


MVS/BDT 
5665-302 


MVS /BULK 
5665-264 


MVS/CENTRAL 
+5685 ~-136 


MVS/CICS 
5665-382 
5665-424 
5685-094 
5665-422 


MVS/CNAT 
+5685-136 


MVS/DFP 
5665 -XA3 


MVS/DITTO 
5665-370 


MVS/ESA 
3759-026 
5668-738 
5665-338 

+5685-085 


5685-010 
5787-MVS 
+5685-052 
+5685-048 


5665-371 


3-102 


CADG+FM (MVS-TIER 1) 

MVS/Bulk Data Transfer 

MVS/Bulk Data Transfer Version 2 
MVS/Central Node Administration Tool Rl 


ste eh iairh tera for MVS/CICS 
DSNL/370 V2R1 for MVS/CICS 
MERVA/370 MVS/CICS 

MERVA/370 V1 for MVS/CICS 


MVS/Central Node Administration Tool Rl 
MVS/DFP V3R1 
MVS/DITTO 


Automated Console Operations 

ACF/NCP V5R2.1 

ACF/SSP V3R4.1 for MVS 

ACF/VTAM V3R3 for MVS/ESA 

IBA Platform Automation cupeert System 
IBM Database 2 Performance Monitor R2 — 
INFOREM III Allocation 

INFOREM III Base 

ISPF/PDF V3 for MVS 

KnowledgeTool V2R1 Delivery Environment 
MVS pak ee iae System 

MVS/ESA Folder Application Facility 
bd fae Object Distribution Manager 
NetView for MVS/ESA R3 

NetView Network Call Accounting 

NETDA V2 for MVS 

OPC/A Event Manager Subsystem V1R1 


MVS/ESA 
5688-121 
5748-T13 
5685-061 
5685-025 
5685-109 


MVS /EXTENDED 
798-XAO 


yey rus 

665-427 
5685-095 
5665-423 


MVS / PROLOG 
3798-DYL 


MVS/SE 
5740-XE1 


MVS/SP 
665-394 
5665-393 
5740-XYN 
5665-291 
5740-XYS 
5740-XC6 


5665-371 


MVS /SP-JES2 
5685-001 


MVS/SP-JES3 
5685-002 


MVS/TSO 
5799-BWJ 
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Teleprocessing Network Simulator V3 
Transaction Processing Facility V3R1 
TCP/IP for MVS Rl 


TSO/E V2 
3090/ACA/ISCF 
MVS/Extended Architecture Offering 1985 


DSNL/370 V2R1 for MVS/IMS 
MERVA/370 MVS/IMS 
MERVA/370 V1R1 for MVS/IMS 


Programming in Logic 
MVS Systems Extensions 


INFOREM IIT Allocation 

INFOREM III Base 

MVS/SP - JES3 R3 

MVS/SP - JES3 V2.2 

MVS/SP JES2 

MVS/SP JES2 2.2 

MVS/SP System IPO 

MVS/SP Dept e Program - Kanji Ver 2 
MVS/SP-JES2 V 

MVS/SP-JES3 V3 

NetView DM for MVS 

OPC/A Event Manager Subsystem V1R1 


MVS/SP-JES2 V3 
MVS/SP-JES3 V3 


5550 File Transfer Program MVS/TSO 
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MVS/XA 
5759-026 
5668-738 
5665-338 
5684-052 
5655-257 
5685-082 
5665-354 
5665-394 
5665-393 
5665-402 
5685-010 
5787-MVS 
7798-XA0 
5665-291 
7798-XAM 
5685-016 
5706-084 
5685-045 
5665-371 
5688-121 
5748-T13 
5685-061 
5685-025 
5685-005 
5685-035 
5685-003 
5685-109 


MVS /XAMO 
798-XAM 


MVS/370 
5668-738 
5665-338 
5684-052 
5665-354 
5752-VS2 
5787-MVS 
5685-016 
5706-084 
5665-371 
5688-121 
5685-061 
5665-285 


3-103 


Automated Console Operations 

ACF/NCP V5R2.1 

ACF/SSP V3R4.1 for MVS 

ACF/VTAM V3 for VM/9370 Enhancements 
Device Support Facility for MVS/XA R9 
IBA Platform Automation eubpert System 
IBM Database 2 Performance Monitor R2 
INFOREM III Allocation 

INFOREM III Base 

ISPF/PDF V3 for MVS 

KnowledgeTool V2R1 Delivery Environment 
MVS Migration System 

MVS/Extended Architecture Offering 1985 
MVS/SP - JES3 V2.2 

MVS/XA iy aeagt Offering 

NetView DM for MVS 

NetView Network Call Accounting 

NETDA V2 for MVS 

OPC/A Event Manager Subsystem V1iR1 
Teleprocessing Network Simulator V3 
Transaction Processing Facility V3R1 
TCP/IP for MVS Rl 

TSO/E V2 

X.25 SNA Interconnection V1R2 

X.25 SNA Interconnection V2 

X.25 SNA Network Supervisory Function R2 
3090/ACA/ISCF 


MVS/XA Migration Offering 


ACF/NCP V5R2.1 

ACF/SSP V3R4.1 for MVS 

ACF/VTAM V3 for VM/9370 Enhancements 
IBM Database 2 Performance Monitor R2 
ICKDSF MVS/370 

MVS Migration System 

NetView DM for S 

NetView Network Call rapebr alana 
OPC/A Event Manager Subsystem V1R1 
pe eea ee an Network Simulator V3 
TCP/IP for MVS Rl 

TSO/E MVS/370 R3 


MVS1 
5758-CAX 
5758-CAZ 
5758-CDJ 
5758-CAY 
5758-CAU 
5758-CAW 
5758-CAV 
5758-CAT 


MVS2 
5758-CAI 
5758-CDM 
5758-CAA 
5758-CAG 
5758-CAH 
5758-CAC 
5758-CAE 
5758-CAD 
5758-CAB 


5799-ARG 


NARCOTIC 
+5758-C47 
+5758-C49 
+5758-C46 
+5758-C48 


NATIONAL 
32F8-283 
32F8-293 
32F8-297 


CPG 
5668-757 
32F8-408 
5688-030 


NCPG/XLWS 
5601-210 


NCPGWS ne 
32F8-40 
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Drafting Coordinator MVS1 
pce ane Integrator MVS1 
FMP (MVS1) 

Intelligent Draw Dis. MVS1 
Inventory Manager MVS1 

Loc. & Layout Planner MVS1 
Requirements Programmer MVS1 
System Coordinator MVS1 


CADAM Fac. Integrator MVS2 
CADG+FM (MVS2) 

CADG+FM MVS2 

Drafting Coordinator MVS2 
Intelligent Draw Dis. MVS2 
Inventory Manager MVS2 

Loc. & Layout Planner MVS2 
Requirements Programmer MVS2 
System Coordinator MVS2 


MVT Support for 3350 / 3330-11 


Narcotic Control on 500+) 
Narcotic Control (9370 500+) 
Narcotic Ctrl on 200-499) 
Narcotic Ctrl.(9370 200-499) 


French Nocioni Dictionary 
German (National) Dictionary 
Portuguese (National) Dictionary 


Numerical Control PostProcessor Gen R2 
Numerical Control PostProcessor Generatr 
NCPG Execution Library 


NCPG/XLWS 


Numerical Control PostProcessor Generatr 
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NETBIOS 


84X0-083 
84X0-084 
16F0-535 
6476-039 


NETBOIS 


16F0-535 


NETCENTER 
+5793-AJIX 


NETVIEW 


25F8-217 
25F8-215 
5688-091 
+5685-152 


+5706-086 
5706-085 
5665-365 
5684-028 
+5669-024 
5759-025 
5685-003 
5685-109 


NETVIEW DM 


5685-016 
5684-017 


NETVIEW/ACCESS 
5665-365 


5684-028 


OS/2 LAN Server V1.0 3.5" 

OS/2 LAN Server V1.0 5.25" 

Remote NETBIOS Access agri | Prg V2.1 
Token-Ring Network Basic I/O System 1.1 


Remote NETBIOS Access Facility Prg V2.1 
Graphic Network Monitor Program 


LAN Manager Entry V1.0 

LAN Manager V2.0 

MSHF2 

NetView for MVS/ESA R3 

NetView for VSE PRPQ 

NetView DM for MVS 

NetView DM for VM/SP and VM/XA 
NetView FTP MVS Base Program R1 
NetView Network Call Accounting 
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ARETO 6024-390 Pathology: Diseases and Defenses 
5758-IAL Pareto Analysis 
ATIENT 
PART 5796-ATZ HCS PCS Patient Care System DOS 
6024-775 PC Algebra Series V1 Algebra I: Part 1 5796-ANY HCS PCS Patient Care § 
6024-855 PC Algebra Series V1 Algebra I: Part 1 +5758-C42 Out Patient (MF 200-49 
6024-859 PC Algebra Series V1 Algebra I: Part 1 +5758-C43 Out Patient (MF 500+) 
6024-776 PC Algebra Series V1 Algebra I: Part 2 +5758-C44 Out Patient (9370 200-499) 
6024-856 PC Algebra Series V1 Algebra I: Part 2 +5758-C45 Out Patient (9370 500 } 
6024-860 PC Algebra Series V1 Algebra I: Part 2 5798-DXZ Patient Care Sys - Applic Develop. Educ 
6024-777 PC Algebra Series V1 Algebra JI: Part 1 5796-PZR Patient Care System - Online Text 
6024-854 PC Algebra Series Vi Algebra II: Part 1 5796-TCK Patient Care System ADS Function Support 
6024-861 PC Algebra Series V1 Algebra II: Part 1 
6024-778 PC Algebra Series V1 Algebra II: Part 2 PAYABLE 
6024-853 PC Algebra Series V1 Algebra II: Part 2 5706-019 Accounts Payable 
6024-862 PC Algebra Series V1 Algebra II: Part 2 5714-M43 Accounts Payable 
5714-M73 Accounts Payable 
PARTS 5727-M43 Accounts Payable 
6024-333 Parts of. Speech Series: Grades 3-4 5727-M68 Accounts Payable 
6024-378 Parts of Speech Series: Grades 3-4 5727-M73 Accounts Payable 
6024-334 Parts of Speech Series: Grades 5-6 5727-XB3 Accounts Payable 
6024-379 Parts of Speech Series: Grades 5-6 5728-M33 Accounts Payable 
5796-RGG Vehicle Maint - Parts Inventory 5758-DEA Accounts Payable 
+5758-171 Accounts Payable OG} 
PASCAL +5758-181 Accounts Payable (0C 
6024-128 PASCAL Compiler Version 2 +5758-L50 Accounts Payable (S/38) 
6280-183 PASCAL Com beet +5758-190 Accounts Payable (SC 
5732-015 System/88 PASCAL R5 +5758-200 Accounts Payable (SC 
5714-D48 Accounts Payable Distribution 
5758-SAJF Accounts Payable 2000 
Keywords - Alphabetic Sequence 3-112 


PAYABLE 


5758-SAY 
5728-M68 
5728-D48 
5728-M73 
5727-D48 
5793-AFX 
5793-AFY 
5729-M68 
5706-153 
5706-157 
5706-166 
5796-TCF 
5706-154 
5706-158 
5706-167 
5796-TCH 


PAYABLE MOD 


+5758-J22 


PAYMENT 


5796-PYK 
5746-F12 
5668-970 
aio t D> 


5796-TBY 


PAYROLL 


6317-052 
6467-006 
5728-M69 
5728-D49 
5728-M72 
5727-D49 
5727-039 
9728-BA1 
5727-ZPY 
5727-009 

5727-ZPZ 
+5758-J17 

5714-M72 


KEYWORDS ~ ALPHABETIC SEQUENCE 


(Continued) 

Accounts Payable 2000 

AS/400 CMAS Accounts Payable 

AS/400 DMAS Accounts Payable 

AS/400 MAPICS Accounts a\erre 
Distributors Mgt Acctg - Accts Pay 
Info Sys for Attorneys - Accts Payable 
Info Se for Attorneys - Accts Payable 
S/36 CMAS Accounts Payable 

Student Accounts Payable 

Student Accounts Payable 

Student Accounts Payable 

Student Accounts Payable 

Vendor Accounts Payable 

Vendor Accounts Payable 

Vendor Accounts Payable 

Vendor Accounts Payable 


JDE Accounts Payable(Mod 35) 


Electronic Payment Sys Suppt/Check Procg 
Electronic Payment Systems 

Financial Payment Processing A/P R3 
Payment Processing A/P R3 

Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 
Projected/Actual Payment Tracking 


Acctg Assistant Series ~- Payroll Edition 
nn Assistant Series - Payroll Edition 
AS/400 CMAS Payroll & Labor Costing 
AS/400 DMAS Payroll R1.1 

AS/400 MAPICS Payroll 

Distributors Mgt Acctg - Payroll 

Federal W-2 Mag Media Reporting AS/400 
Federal W-2 Mag Media Reporting AS/400 
Federal W-2 Mag Media Reporting Sys/36 
Federal W-2 Mag Media Reporting Sys/36 
Federal W-2 Mag Media Reporting Sys/38 
JDE oe Geta (Mod 35) 

Payrol 


Keywords - Alphabetic Sequence 


PAYROLL 
5727-M42 
5727-M72 
5727-XB5 
5728-M32 
5758-DEI 

+5758-173 
+5758-182 
+5758-L56 
+5758-192 
+5758-201 


5710-GA8 


PAYROLL AND 
5729 -M69 


PBM 
5668-870 
5668-871 

PBX 
5799-TFY 
7798-PHM 

PC BOND 
6476-128 

C DOS 
75X3-264 


PC/DOS 
5601-067 


PC /DSNX 
6476-171 


PC/HOST 
S2P6"221 


3-113 


LAB 


(Continued) 
Payroll 
Payroll 
Payroll 
Payroll 
Payroll 
Payroll oe 
Payroll (QC 
Payroll (S/38) 
Payroll (SC 
Payroll (SC 

Payroll And Labor Costing 

Payroll Distribution 

Payroll Manufacturing 

Payroll 2000 

Payroll 2000 

Payroll 401K Tax-deferred Savings Plan 
Public Sector Payroll & Personnel Acctg 
Public Sector Payroll & Personnel Acctg 


S/36 Construction Management/Acctg Syste 


4730 Customization Image Builder R2 
4730 Network Monitor 


EDX eoech eae Message Management System 
PhoneMail (R) 1.3.5 


VM Bond 2.1 

Financial Branch Sys Services V2R1.1 
EMCS -- PC/DOS 

PC Distributed Systems Node Executive V1 


PC/HOST FITERM V2.1 


c/IS 
6428-147 
6428-087 
6428-072 
6428-071 
5668-011 


PC/IX 
6317-009 


PC/VIDEOTEX 
6265-471 
6265-472 
6410-985 


PC/VM BOND 
6467-022 


PC/3600 
5740-F11 
5746-F11 


tar ie tae 
5758-ERA 


6280-183 
PCF II : 
5798-CLW 
CIXx 
59X9-934 
59X9-935 


PCIX/XENIX 
59X9-933 


CLKF _ 
6242-913 


KEYWORDS - ALPHABETIC SEQUENCE 


Batch SNA Communications 
Instructional System - Administration 
Instructional System - Authoring 
Instructional System - Presentation 
Interactive Instructional Authoring 


PC Interactive Executive Upgrade to 1.1 


Videotex/PC Ext Sup Updt B1.0 to Bl.1 
Videotex/PC Updt B1l.0 to B1l.1 
Videotex/PC Version Bl.1 (Feature 9229) 


VM Bond 2.1 


Program Customizer / 3600 4700 
3600 4700 Program Customizer 


pcARC/INFO Starter Kit 
BASIC Compiler/2 


BASIC pore Ver. 3.30 


/ 
FORTRAN/2 
Macro Assembler/2 
PASCAL Compiler/2 


TSO Programming Control Facility II 


Upg XENIX or PCIX Devt Sys to 59X9939 
Upg XENIX or PCIX Text 1.0 to 59X9941 


XENIX 2.0, Upg from PCIX/XENIX 1.0, 1.1 


GDDM-PCLK Ver.1.1 Improved Availability 


Keywords - Alphabetic Sequence 


CLKF 
5664-200 


PCNETWORK 
84X0-083 
84X0-084 
84X0-062 
84X0-081 
84X0-076 
84X0-061 


PCNM 
+32F8-257 


PCS 
5796-ATZ 
5796-ANY 
5798-DXZ 
5796-PZR 
5796-AYP 
5796-BTR 
5796-BCC 
5796-PQC 
5796-PRJ 
5793-AAP 


PCS-ADS 
5796-BTR 


PCXT | 

6280-179 
6280-189 
6280-207 
6280-185 
6280-181 
6280-183 


PDE /PROTRAN 
+5758-144 
+5758-126 
+5758-143 
+5758-125 


DF 
5664-285 


3-114 


PC LAN Version 1.3 3.5 


(Continued) 
GDDM/VM V2.2 Base 


OS/2 LAN Server V1.0 3.5" 

OS/2 LAN Server V1.0 5.25" 

PC Local Area Network Program Ver. 

PC Local Area Network PROgr am Ver. 
edia 

PC LAN Version 1.3 5.25" Media 


bt pont 
uo 


PC Node Manager V1.1 


HCS PCS Patient Care System DOS 

HCS PCS Patient Care System OS 
Patient Care Sys - Applic Develop. Educ 
Patient Care System - Online Text 

PCS ADS Crossreference 

PCS ADS Data Dictionary Interface 

PCS Infection Data Management 

PCS Nursing Care Plans 

PCS Surgery aang 

Waterloo and WATCOM Languages (30 PCs) 


PCS ADS Data Dictionary Interface 


BASIC Compiler/2 

BASIC Reference Ver. 3.3 
COBOL/2 
FORTRAN/ 2 

Macro Assembler/2 

PASCAL Compiler/2 


PDE/PROTRAN (30XX) Com. 
PDE/PROTRAN (43XX 337x Aca. 


PDE /PROTRAN ae Aca. 
PDE/PROTRAN (43XX&937X) Com. 


ISPF Program Development Facility V2R2 


DS 
5601-264 


PENINIM ALACHSO 


5771-ACI 


PERFORM 
5758-DA1 
5758-DA4 
5758-DA5 
5758-DA2 
5758-DA6 
5758-DA3 


PERFORMANCE 
5728-PT1 
5798-CFP 
5666-329 
5665-355 

~5660-286 
5798-CPR 
5798-DAA 
5665-354 
5798-CQP 
5684-001 
5665-333 
5799-BJK 
5799-PAJ 
5799-PEY 
5664-173 
5684-090 
5684-073 
5796-PL 
5798-DF 


PERIODICALS 
+5785-DBD 


+5785-DBE. 


5785-DDN 
5785-DED 


PERSONAL AS 
32F8-271 
32F8-273 
32F8-272 


KEYWORDS - ALPHABETIC SEQUENCE 


SEDF/2 PDS V1 
Monotype Peninim,Alachsoni,Times N Roman 


PerFORM Designer (5 4) 
PerFORM Designer (3 1/2 
PerFORM Filler t3 1453 
PerFORM Filler (5 1/4 
PerFORM LAN Pack t3 1433 
PerFORM LAN Pack (5 1/4 


AS/400 Performance Tools 

CICS Performance et hal II 
CICS/DOS/VS Perf. Analysis Report Systm 
CICS/VS Perf. Analysis Report Systm Rl 
DPPX Performance Tool Version 2 

General Performance Analysis Reporting 
Generalized Performance Analysis Report 
IBM Database 2 Performance Monitor R2 
IMS Performance Analysis & Reporte 
NetView Performance Monitor for VM R3M1 
NetView Performance Monitor R3 for MVS 
Performance Measurement Tool 

PC Performance Monitor 

PC PLAN/36 Performance Tool 

VM High Performance Option R5 

VM Performance Planning Facility V2R1 
VM Performance Reporting Facility 

VSE Performance Tool 

VTAM Performance & Analysis Reporting II 


DOBIS/Leuven Periodicals Control V2 
DOBIS/Leuven Periodicals Control V2 
Periodicals Control System R4 
Periodicals Control System R4 


Personal AS V1.0 
Personal AS V1.0 Development 
Personal AS V1.0 Statistics 


Keywords - Alphabetic Sequence 


PERSONAL MANAGE 


+40F4-877 
+40F4-879 


PERSONALIZED 
49F4-736 
49F4-737 
49F4-730 
49F4-731 
49F4-733 
49F4-734 

+70F9-235 
49F4-739 
49F4-740 
+64F6-931 
+70F9-310 
+64F6-930 


PERSONNEL 
5740-AM4 
5746-AM1 

+5758-L59 
5758-SAF 
5758-SAR 
5710-GA5 
5710-GA8 


PGM 
5713-AER 
5719-EAC 
5668-949 


PHARMACY 
5798-RGD 
5735-H11 
5706-193 


PHONE 
6280-740 
6280-741 


ree MSG MGT 


5798-DLP 
5798-DQI 


3-115 


IBM Current V1 3.5", 
IBM Current V1 5.25 


AS/400 Control Language Programming 
AS/400 Control Language Programming 
AS/400 Interactive Program Design 

AS/400 Interactive Program Design 

AS/400 RPG Interactive Programming Wkshp 
AS/400 RPG Interactive ProRraaming Wkshp 
EOC Functions for IDNX or 

0S/400 Structure Tailoring Basic Tuning 
oe ai Structure Tailoring Basic Tuning 
SQL Workshop Cartridge 

SQL Workshop Diskettes 

SQL Workshop 9/1600 Tape 


Interactive Personnel System 2.2 
Interactive Personnel System 2.2 
Personnel (S/38) 

Personnel 2000 

Personnel 2000 

Public Sector Payroll & Personnel Acctg 
Public Sector Payroll & Personnel Acctg 


AIX PS/2 Workstation Host Interface Pgm 
Series/1 EDX Token-Ring Interface pgm 
System Modification Pgm Extended V1R4 


EDX Chain Pharmacy 
Pharmacy - Programmable Store System 
4680 Pharmacy System 


Augmented Phone Services 
Voice / Phone Assistant 


Personal Manager 
Personal Manager 


PHONECOMMUNICAT 
+57F1-954 


PHONEMAIL 


PHOTOSYNTHESIS 
6024-319 


7798-PHM 
5796-PZB 


6024-393 


PHYSICAL 


PHYSICS SERIES 


5798-RPE 


6024-118 
6024-611 


PHYS IOLOGY 
6024-346 


PI 


PI 


6024-318 
6024-388 


Bo SERIF 


771-ABC 


ILOT 
6476-094 


6476-095 
6316-973 


PIPING 


5612-015 
5612-115 
5613-015 
5709-016 


PIXEL 
+5758-350 


KEYWORDS - 


PhoneCommunicator V1.0 


PhoneMail (R) 1.3.5 
Voice / Text Messaging System 


Lights Plants & Photosynthesis beet scr} 
Lights Plants & Photosynthesis (BiolSer 


Physical Inventory Enhancement 


Investigating Atomic Models 
Investigating Atomic Models 


Human Life ProcessesI: Cellular Physiolo 
Leaf Structure & Physiology Biot eries 
Leaf Structure & Physiology (Biol Series 


Pi and Specials tm (Source or Object) 


Typewriter and Pi 
3812 Fonts - Pi and Specials) 
4250 Typewriter and Pi tm 


Pi and Specials tm (Source or Object) 


InfoWindow PILOT - Authoring 
InfoWindow PILOT - Presentation 
Programmed Inquiry Learning or Teaching 


CATIA Piping & Tubing V3 

CATIA Piping and Tubing for the IBM RT 
CATIA(tm) Piping & Tubing Ver.3 

Piping Application 


Int., Dyn. Pixel CGS R-T DOS 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


PIXEL 


PKG 


+5758-352 
+5758-349 
+5758-351 


+5758-004 
+5758-003 
+5758-002 
+5758-001 
+5758-007 


+5758-020 


PL/I 
-5760-PL1 


5666-276 


5660-302 


PLACEMENT 


3-116 


5706-119 


(Continued) 
Int., Dyn. Pixel CGS R-T 0S2 


Int. 
Int. 


ScD 


SDD D 
Dual Driver P 


SPD 


rg 
as 


SX2/ 


» Dyn. 


Pixel DEV/R-T DOS 


» Dyn. Pixel DEV/R-T 0S2 


SPECIFIX MDA Pkg. 


ual Driver eee Pkg. 
g- 


Base-line Pk 


Ss 4 
SX1/Expanded SCADA Pk 
R-T Expanded SCAD 


DPPX PL/I Compiler 


DPPX PL 


EDX 
EDX 


INSPEC 
OS PL/ 
OS PL/ 


V2R1 


‘- Library 
PL/I Compiler & Resident Library 
pone Transient Librar 
for C/370 & PL/I 
I V2 Compiler & Librar 
I V2R1 Compiler Library 


BE Bhi V2R1 Library 


Checkout Compiler 


L/I 
RPS 


RPS PL/I 


Optimizer & 


ibrary 


Optimizing Compiler 
Optimizing Compiler 
Optimizing Compiler 


Optimizin 


Resident 


Compiler 
ibrary 


R Pkg. 


V1R1 


& Library 


& Librar 
Release 


Resident Library Release 5.1 
Transient Library 


Transient Library Release 5.1 
Transient Library R6 


epee 


6d: 


Jf 


PL/I Compiler & Resident Lib Ver 2 


/ 
System/88 PL/I R5 


AS/400 PL 
DPPX/370 


1 . 
6/1 Compiler 


DPPX/370 PL/1 Library 


- Graduate Placement 


Transient Library V2 


PLACEMENT 
5706-124 
5706-159 
5796-TCC 


PLAN/36 
5799-PEY 


PLANNER 
5758-CAW 
5758-CAE 
5758-CDE 


PLANNERVM2 
5758-CAN 


PLANNING 


5740-M41 
5746-M41 


98-DCR 


+ 


5728-M7B 
+32F8-350 
6024-461 
5740-XX8 
5740-XX9 
5746-XXA 
5746-XX9 
32F8-315 


(Continued 


Graduate 
Graduate 
Graduate 


ee 
Placement 
Placement 


KEYWORDS - ALPHABETIC SEQUENCE 


PC PLAN/36 Performance Tool 


Loc. & Layout Planner MVS1 
Loc. & Layout Planner MVS2 
Loc. & Layout Planner VM1 


Location 


Capacity 
Capacity 
Capacity 
Capacity 
Capacity 
Capacity 
Capacity 
Capacit 
COPICS 


& Layout PlannerVM2 


Planning and 
Planning and 
Requirements 
Requirements 
Requirements 
Requirements 
Requirements 
Requirements 


apacity Requirements 


Operations 
ae hail 
Planning 
Planning 
Planning 
Planning 
Planning 
peenn ins 

lanning Rl 


Interactive Financial Planning System 
Inventory Planning Forecasting Tt Rl 
Master Production Schedule Planning 
Master Production Schedule Planning 
Master Production Schedule Planning 
Master Production Schedule Planning 


Material 
Material 
Material 
Material 
Material 
Material 
Personal 
Planning 
Planning 
Planning 
Planning 


POs pst 


PC & PS 


Requirements 
Requirements 
Requirements 
Requirements 
Requirements 
Requirements 
AS (Business 


Assistant 2.0 


Planning 
Planning 
Planning 
Planning 
Planning 
Planning 
Planning) V2.0 


Control & Decision Evaluation 
Control & Decision Evaluation 
Control & Decision Evaluation 
Control & Decision Evaluation 
Planning & Installation 3.5 


Keywords - Alphabetic Sequence 


PLANNING 


32F8-314 
5734-M51 
5684-090 


PLANT 


5798-DZA 
5798-DRX 
5798-RWN 
5798-DFR 
+5688-144 
5758-TAG 
5685-074 
5685-086 
5744-CR1 
5747-CJ1 


PLANT FLOOR 


5713-AED 
5601-116 
5601-118 
5713-AEH 
7798-RSQ 
5713-AEL 


PLANT FLOOR 


PLANTCONTROL 


3-117 


+5713-ADR 
+5684-057 
+5713-ADQ 
+5621-022 
+5713-ADS 
+5684-059 
+5713-ADM 
+5684-058 
+5688-144 
+5799-DKK 
+5614-001 
+5614-004 
+5614-005 
+5614-003 
+5614-002 


+5799-DKK 


SER 


pect ee P 
PC & PS/2 Planning & Installation 5.25 
Requirements Planning 

VM Performance Planning Facility V2R1 


COPICS Plant Monitoring & Control 370 
EDX Plant Automation Communication Syste 
Plant Auto Comm Sys Mod Transfer Facilit 
Plant Monitoring - Host Interface Rl 
Plant Operations Interface Program 

Plant Routing Traveler 

Realtime Plant Mngt Integrated Appl 
Realtime Plant Mngt Integrated Comm R2 
3630 Plant Communication Host Services 
3630 Plant Communication System Host 


Clipboard 

Communications System/2 
Host Link/2 

Quality Mate 

Research Queueing Package 
Tool Trak 


Build Services/2 

Communications System,/VM 
Definition Services/2 

Entry Communications System/2 
Execution Services/2 

Host Link/VM 

Interface Services/2 

Material Logistics System/VM 

Plant Operations Interface Program 
PlantControl Production Activity Edition 
Valisys Design Verification 
Valisys Inspection 

Valisys Process Control 

Valisys Quality Engineering 
Valisys Tolerance Analysis 


PlantControl Production Activity Edition 


PLANTMASTER/ 2 
TAA 


5758- 
PLANT 


s 
6024-319 
6024-393 


LANTS: 
6024-321 
6024-392 


+5713-ADM 
PLASTICS 


5706-092 


PLATFORM 
+70F9 -366 
5685-082 
6280-371 
5668-752 


PLC 
5665-277 
+5758-375 
+5758-376 


PLOT 
6024-096 
5688-013 

PLOTS 
5713-ADX 


LOTTER 
5688-013 


KEYWORDS - ALPHABETIC SEQUENCE 


PlantMaster/2 Basic Support 


Lights Plants & Photosynthesis Ce Pes 
Lights Plants & Photosynthesis (BiolSer 


Plants: 


Growth & Specialization 
Plants: 


Growth & Specialization 


Build Services/2 

Definition Services/2 
Execution Services/2 
Interface Services/2 


CAEDS Material Data System 

CAEDS Material Data System V3 
CAEDS Mold Cooling Analysis V3 
CAEDS Mold Fa oes, Analysis V3 
Plastics Mold Cooling Analysis 
Plastics Mold Filling Analysis 


Consumer Transaction Platform V1.0 

IBA Platform Automation Support System 
PS/2 RPG II a eho Platform V1.1 
4700 Resource Manager - Platform Applic 


Information / gta! 
PLC I-F Drivers DEV/R-T DOS 
PLC I-F Drivers DEV/R-T O0S2 


Bumble Plot tm (Feature 4096 
GDDM Central Slide and Plot Facility 


CADAM Drawing Compare 


GDDM Central Slide and Plot Facility 


Keywords - Alphabet:ic Sequence 


PLOTTING 
5688-092 
5669-063 


NA. 
+26F2-111 
+26F2-112 
+26F2-113 
+26F2-114 


POET 
6024-172 

POLLINATION 
6024-415 
6024-445 


PORTUGUESE 
32F8-298 
32F8-297 


POSTOFFICE 
5758-CSL 
5758-CSM 


POSTSCRIPT 
5688-104 


POTMAP 
5758-TD3 
+5758-TDC 


POWER 

5709-017 
+5756-030 
+5601-257 
5719-U11 
5719-U12 
5719-U13 
5719-U14 
5719-U15 
6024-109 


POWER/VSE 
5666-273 


3-118 


Industry Standard Plotting Commands V2 
Plotting System 


Programmable Network Access V1.0 


' Programmable Network Access V1.1 


PNA Toolkit V1.0 
PNA Toolkit V1.1 


Electric Poet 


Pollination & Fert: Seeds,Fruits,Embryos 
Pollination & Fert: Seeds,Fruits,Embryos 


Portuguese Racionay, Dictionary 
Portuguese (National) Dictionary 


Postoffice 
PC Postoffice 


PostScript Interpreter for AFP R2 
POTMAP 
POTMAP (08/2) 


Architecture & pus nee ane - Power 
AIX V3 for RISC System/6000 | 
AlXwindows Environment /6000 

Energy Facility Control Power Mgmt 
Energy Facility Control Power Mgmt 
Energy Facility Control Power Mgmt 
Energy Facility Control Power Mgmt 
Energy Seeman? Control Power Mgmt 
Turtle Power (Feature 4109) 


POWER/VSE V2.3 


PRE-SCHOOL 
6024-356 
6024-370 

PRECIS 


5758-EEC 


PRECOMPILER 
+5732-040 


PREDICTOR 
5758-MSL 
5758-MSM 
5799-WWR 


PREDICTOR-BDE 
5758-MSS 


PREDICTOR-FMECA 
5758-MST 
PREDICTOR-M RT 
5758-MSU 
rea 


58-MSW 


PREDICTOR-21 
5758-MSV 


PREDITION 
5758-MSG 


PREINSTALLED 
6331-443 
6419-595 


PREP 
5799-BNA 
5735-D16 


PREPARATION 
5719-XX5 


KEYWORDS - ALPHABETIC SEQUENCE 


Math Concepts Series: Pre-school 
Math Concepts Series: Pre-school 


Precise 
Precise (RIES MODEL 132} 
Precise RT/PC MODEL 135: 


System/88 SQL C Precompiler 


Predictor Failure 
PREDICTOR MAINTIAINABILITY 
VM Predictor Data Reduction Package 


Predictor-BDE for RT 
Predictor~-FMECA for RT 
Predictor-M(RT) 
Predictor-Mission-R (RT) 
Predictor-21 7E (RT) 
MIL-HDBK-217C Predition Bas. 


XENIX tm thee cation on l-side hardisk 
XENIX tm (Preinstalled on 2-side hardisk 


RPS Version 6 - Host Program Prep 
3650 Subsystem Program Prep Support II 


EDX Program Preparation Facility V4 


Keywords - Alphabetic Sequence 


PREPARATION 
5719-XX7 
5719-CSO 
5719-AS6 
5719-AS7 
5744-BQ2 
5747-BJ2 
5796-ALP 


PREPARING 
6024-307 


PREPROCESSOR 
+5601-408 
5709-008 
5709-009 
+5601-370 
5735-CV1 
5798-DKB 


PRESENTATION 
-5660-264 
-5760-XR1 
-5660-267 

5668-812 
6024-504 
6024-505 
6476-095 
6428-071 
5668-012 
6024-503 
6024-892 
5798-DRB 


PRESENTATION MA 
+15F2-126 
+5706-258 
+5706-259 


PRESENTOR 
6403-822 
6476-086 
6476-087 
6476-089 


3-119 


(Continued) 

Program Preparation Facility V6.1 

RPS Prog Comm Subsys Preparation Facil 
RPS Program Preparation Subsystem V6 
RPS Program Preparation Subsystem 7.2 
Subsystem Program Preparation 
Subsystem Program Preparation 

3890 Statement Preparation Sort 


Preparing for Geometry and Algebra 


Embedded SQL Preprocessor for FORTRAN 
Embedded SQL Preprocessor for FORTRAN 
Embedded SQL Preprocessor for Pascal 
Embedded SQL Preprocessor V6 

RPG II Conversion Preprocessor 

6670 Preprocessor 


DPPX Distributed Presentation Serv V2 
DPPX Distributed Presentation Service Vl 
DPPX 3640 Presentation Services Exec 
GDDM Presentation Graphics Feature 2.1 
InfoWindow Presentation Editor 1.0 
InfoWindow Presentation Interpreter 1.0 
InfoWindow PILOT - Presentation 
Instructional System - Presentation 
Interactive Instructional Presentation 
Learning System/1 - Presentation 1.0 
ne Language Extension - Presentation 
Online Presentation Utility 


M-Control Program 
SGML TextWrite OS/2 Edition 
SGML TextWrite Tools 0S/2 Edition 


Presentor 1 
Presentor 1 
Presentor 1 
Presentor 1 


Video/PAssage 
Video/PAssage 
Video/PAssage 
Video/PAssage 


PRIMARY 


5732-028 


PRIMER 


6024-053 
6024-129 


PRINCIPLE 


6024-340 


PRINT 


PRINTE 


PRINTING 


5771-ADE 


5658-260 


KEYWORDS - ALPHABETIC SEQUENCE 


EDX Primary SNA 1.1 

Primary Editor 

Primary Editor Plus 

Primary Editor Plus 

Primary Editor Plus School Package 
System/88 Primary SNA R5 


BASIC Primer 
BASIC Primer Version 2 


Principle of the Alphabet Literacy Systm 


JES/328x Print Facility Version 2 
Kanji Data Set Print Prog V2 - MVS 
Print Management Facility/MVS V1RiLvl1 
Print Management Facility/VM 

Print Screen Utility 

Print Services Access Facility/MVS V1R1 
Print Services Access yaa ( Oe 
Print Services Facility/VSE V1R2 
PSF/MVS V1R2.1 

PSF/VM V1R1.1 Base 

3 of 9 Bar Code Print 3800-3 


Advanced Printer Functions 5224 
Advanced Printer Program 

Forms Passbook Printer - 4720 FCS 
Kanji Font for 3820 Page Printer - MVS 
Kanji Font for 3820 Page Printer - VSE 
Page Printer Formatting Aid Release l 
Page Printer Formatting Aid Ver.1 Rel.1 
page Printer Formatting Aid/VM 

RPS PC Connectivity | 

$224 / 5225 Advanced Printer Function 


Adv Function Printing Kanji Source Font 
Advanced Function Printing Fonts 

Environmental Record Editing & Printing 
Environmental Record Editing & Printing 


Keywords - Alphabetic Sequence 


PRINTING 
5688-041 
5747-CC1 


PRINTMANAGER 
25F5-944 
+49F4-812 


PRO. MOD 
+5758-J15 


5665-321 


PROBLEMS 
6024-308 


PROCESS. 
~5714-AA4 


PROCESSOR 
5727-AS1 
5727-AS6 
5728-019 


+5706-028 
5758-MAI 
5758-MAL 


6024-897 
5668-787 


3-120 


(Continued) 
IBM FAWN 
3800 Printing Subsystem Support 


Remote PrintManager V2.0 
Remote PrintManager V3 


JDE Sales Order Pro. (Mod 35) 


Interactive Problem Control 

Network Problem Determination Applic 
Network Problem Determination Applic V3 
Network Problem Determination Applic V3 
Network Problem Determination Applic 3.2 


Solving Math Word Problems (Priv Tutor) 
SYS/38 Financial Transaction Process. 


Assembler and Macro Processor 

Assembler and Macro Processor 

AS/400 Financial Transaction Processing 
Communicating Job Stream Processor _ 
DOSCHECK V2 

File Inquiry Processor 

IGES Processor for the Workstation 
IGES Processor Version 2 Release 1.0 
Network Security Processor MVS Support 
Resource Processor Mod. B20 

Resource Processor Mod. B30 

Resource Processor Mod. B40 

Resource Processor Mod. B50 

Resource Processor Mod. B60 

RPS Job Stream Processor 

SYS/38 Financial Transaction Process. : 
VALE Version 1.00 - Word Processor 3.5. 
VALE Version 1.00 - Word Processor 5.25' 
3728 Support Processor 


KEYWORDS - ALPHABETIC SEQUENCE 


PROCESSOR/38 PRODUCTMANAGER (Continued) 
5758-MAC Resource Processor/38 +5685-143 Routing Definition Manager / MVS 
PRODUCT/370 PROF. 
+5688-150 Cross System Product/370 Runtime Service +5758-C02 Prof. and Legal Aspects 
PRODUCTION PROFESSIONAL 
§$728-017 ed a Production Monitoring & Control 5713-ABQ PROFESSIONAL CADAM Interactive Solid Dsg 
5685-063 Enhanced Common LISP Production System 
5668-898 Master Production Schedule Planning PROFILE 
5727-M7J Master Production Schedule Planning 5688-043 3890/XP Toolkit I Run Profile & Endorse. 
5728-M3J Master Production Schedule Planning 
+5728-M7J Master Production Schedule Planning PROFILES 
+5728-M7R MAPICS/DB Repetitive Production oo ale 5796-PXX Community Mental Health MIS 
5665-372 OPC/A Production Control System V1R 
+5799-DKK PlantControl Production Activity Edition PROFIT 
§728-M31 Production Control & Costin 5798-RPT Strategic Profit Model II 
5714-M41 Production Control and Costing : 
5714-M71 Production Control and Costing PROFITABILITY . 
5727-M41 Production Control and Costing 5685-020 IBA Relationships & Profitability CIS 
5727-M71 Production Control and Costing 5685-021 IBA Relationships & Profitability Mgr 
§728-M71 Production Control and Costing 
5798-RWW Production Monitoring & Control PROFS 
5798-DYJ Production Monitoring & Control Host/36 5759-001 Office Series - SolutionPac $/36 V2 
+5728-M75S Production Monitoring and Control 5664-309 Professional Office System V2R2M3 
5798-RWY $/38 Production Monitoring & Control Pgm 5798-FBJ PROFS (tm) Extended Mail | 
5798-DRY Tape Automation for Production VSE 5758-EVB PROFS Interface 
7798-COP TRY-COPICS 5798-DRT PROFS Note Maintenance Facility 
6410-984 PROFS Personal Computer Connection to VM 
PRODUCTIVITY 5798-FBB PROFS Retention Management System 
5666-361 DISPF V1R1.2 58-CRA Using PROFS 
5748-MS1 Interactive Productivity Facility 5.3 5758-CRG Using PROFS 
7798-MVS MVS Productivity System 5758-CRM Using PROFS 
5799-BRJ Programmer & Operator Productivity 5796-PZB Voice f Text Messaging System 
99-BXT Programmer & Operator Productivity Aid 5785-GCG X.400 PROFS Connection 
5668-009 System Productivity Facility 
98-VMP Virtual Machine Productivity System PROFS /PC2 
5664-318 VM Interactive Productivity Facil V2R3 6410-984 PROFS Personal Computer Connection to VM 
5686-010 VSE Office Productivity Facility V1R1 
PROGRAM/MVS 
PRODUCTMANAGER +5685-126 Office Support Program/MVS V2R1 
+5685-146 Application Services Manager / MVS 
+5685-142 Cost Evaluation Manager / MVS PROGRAM/ VM 
+5685-144 Product Change Manager / MVS +5684-104 Office Support Program/VM V2R1 
+5685-145 Product Structure Manager / MVS 
Keywords - Alphabetic Sequence 3-121 


PROGRAM/ 6000 
+5601-260 


PROGRAMABLE 


— 5758-S03 | 


PROGRAMMERS 
5669-067 


PROGRAMS/A 
+5601-151 


PROGRMMG 
5787 -EBB 


PROJACS 
5740-XP1 
5746-XP1 


PROJECT 
5767-038 
5746-XC3 
5709-031 
5709-032 
5798-RRH 

+32F8-352 
5740-XP1 
5746-XP1 
5758-CRD 
~5758-CRJI 
39758-CRP 
+5758-L51 


PROJECT MANAGEM 


+5601-068 


PROJECTED 
5706-123 
5706-128 
5706-163 


PROJECTS. 
5758-CRE 

~ 5758-CRK 
5758-CRQ 
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AIX 3270 Host Connection Program/6000 
poems LOGIC /MEM 

csos Programmers ToolKit V2 
Communication Protocol Programs /A 
Realtime Appl Progrmmg Intfce/DISOSS R2 


Project Analysis and Control System 
Project Analysis and Control System 


Application Sys. Project Man. Costing 


‘Conversational Project Evaluation 


Enterprise Management Control Series 
EMCS Advanced Function Management Tools 
Job Analysis System 

Personal AS (Project Management) V2.0 
Project Analysis and Control System 
Project Analysis and Control System 
Project CP 

Project CP 

Project CP 

Project Tracking (S/38) 


ExecPlan 


‘Projected and Actual Payment Tracking 


Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 


Projects 
Projects 
Projects 
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PROLOG 
5798-DYL 
+5706-236 
5785-ABH 


PROMPTER 
5734-CP2 
5734-CP1 
5734-CP3 


ROOF 
6024-071 


PROPERTY 
5796-ZPL 
5709-036 


PROTEINS . 
6024-409 
6024-439 


PROTOCOL 

~ §601-105 

+5601-151 - 
-5798-FBF 
-5798-FBG 

~ 6280-061 
5732-010 
5713-AFR 
75X3-271 
75X3-269 
5785-GCL 


PROTOCOL/ INTRNE 


5798-FAL 


PROTOCOLS 
+5732-048 


PROTOTYPE 
- 5668-896 
5668-808 


PRTING. S/36 
+5758-D32 


3-122 


Programming in Logic 
PROLOG for 370 V1 
VM Programming in Logic Svc Extension 


Assembler Prompter 
COBOL Prompter : 
FORTRAN Prompter 


Word Proof 


Property Management, CMAS Extension, Seri 
SYS/36 Property Management 5425 


Chemicals of Life: Proteins & Nucleic Ac 
Chemicals of Life: Proteins & Nucleic Ac 


Communication Protocol Programs 
Communication Protocol Programs/A 
Manufacturing Automation Protocol - 
Manufacturing Automation Protocol R1> 
Network Protocol Driver 

System/88 SDLC Protocol Support R5 
SOL*NE TCP/IP Protocol. Device Driver 
Transmission Control Protocol 3.5 Diske 
Transmission Control Protocol 5.25 Disk 
VTAM Protocol Conversion Application 


Transmission Contrl Protocol/Intrnet Prt 
File Transfers & TELNET Protocols Rl 


Application Prototype Environment V1 
Application Prototype Environment 2.0 


Barcode Ticket Prting.(S/36) 


PS/CICS 


PS 


5666-318 


/2 

+5758-AP5 
+5758-AP8 
+5758-AP6 
+5758-AP7 
+5758-U67 
+5758-UA9 
+5758-U66 
+35758-U65 
+5758-UA8 
13-AEP 


eee 


6-036 


Fh Bet bt at Ot et ft ft bet pet et pet 


Manna nanaanaa anor 
Qn SIS SIS SN SSS SSS SS 


wn 
“J 
ro 
Lor 
1 
‘ap 
oO 
Sn 


6280-179 
6280-189 
+5758-164 
+5758-Q56 
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PS/2 

Personal Services / CICS R3 +5758-Q49 

+5758-Q51 

+5758-Q52 
Alis / PS/2 Bingee User) +5758-Q53 
Alis / PS/2 (1-12 Users) +5758-Q54 
Alis / PS/2 (1-4 eee} +5758-Q31 
Alis PS/2 (1-8 Users +5758-Q32 
ACCELL IDS (PS/2) DL +5758-Q33 
ACCELL IDS (PS/2 +5758-Q34 
ACCELL/CP (PS/2) DL 6280-207 
ACCELL/SQL 8435 DL +5758-D10 
ACCELL/SQL (PS/2) RL +5758-D07 
AIX PS/2 hg eects Development Toolkit +5758-D12 
AIX PS/2 C Language 6024-869 
AIX PS/2 DOS oe +5758-137 
AIX PS/2 INmail/INed/INnet/FTP +5758-119 
AIX PS/2 Network File System V1.2 +5758-138 
AIX PS/2 Operating System Extensions +5758-120 
AIX PS/2 Text Formatting System 6280-185 
AIX PS/2 be Merge Computing Facility +5758-127 
AIX PS/2 TCP/IP V1.2 +5758-109 
AIX PS/2 Usability Services +5758-128 
AIX PS/2 VS COBOL Compiler +5758-110 
AIX PS/2 VS COBOL Run Time Environment +5758-I61 
AIX PS/2 VS FORTRAN +5758-170 
AIX PS/2 VS Pascal +5758-163 
AIX PS/2 V1.2 (1-2 User Option) +5758-160 
AIX PS/2 Workstation Host Interface Pgm +5758-169 
AIX PS/2 X.25 V1.2 +5758-162 
AIX PS/2 X-Windows +5758-157 
BASIC Compiler/2 +5758-167 
BASIC Reference Ver. 3.30 +5758-159 
C-ISAM (PS/2) DL +5758-158 
CliqDCA (PS/2 or RT 1) +5758-168 
CliqDCA (PS/2 or RT 2733 +5758-DT4 
CliqDCA (PS/2 or RT 4-8 +5758-DT5 
CliqDCA (PS/2 or RT 9-20) +5758-DT6 
CliqForm (PS/2 or RT 1) 5601-279 
CliqForm (PS/2 or RT 2-33 6280-181 
CliqForm (PS/2 or RT 4-8 6280-183 
CliqForm (PS/2 or RT 9-20) 32F8-315 
CliqMenu (PS/2 or RT 1) 32F8-314 
CliqMenu (PS/2 or RT 5-8) +5758-Q71 
CliqMenu (PS/2 or RT 4-8 6242-912 

Keywords - Alphabetic Sequence 3-123 
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CliqMenu 
CliqPage 
CliqPage 
CliqPage 
Hepa 
ieee 
peas 
ees 
mond ord 
COBOL/2 

DataFlex 
DataF lex 
DataFlex 
DOS 
E&IAT 


E& IAT 
E&I AT 
FOR 


IMSL Lib. 
IMSL Lib. 
IMSL Lib. 
IMSL Lib. 


857 


V4.0 and Windows Kit for PS/2 
PS/2 80286) Aca. 
E&IAT (PS/2 80286 


PS/2 
PS/2 
2 


PS/2 
PS/2 
PS/2 
INFORMIX-ESQL/C 
INFORMIX-ESQL/C 


INFORMIX-SQL 


INFORMIX-NE 


INFORMIX-SQL 


INFORMIX- 


JD/CAPP 
JD/CAPP 


. or 


} 


PS/2 80386 
fie 80386 


PS/2 
PS/2 


or 
or 


or 
or 
or 
or 
or 
or 


EDL 
FDL 


Upgrades 


PS/2 80286 
80286’ 


2 
PS 2) D 


DL 
RMIX-4GL RDS bs) 33 DL 
JD/CAPP 


Com. 
Aca. 
Com. 


2-4 seats PS/2 
5-8 seats PS/2 


JSB MultiView for AIX P 
Macro Assembler/2 
PASCAL Compiler/2 “s 
lanning & Installation 3.5, 
PC & PS/2 Planning & Installation 5.25 


PC & PS/2 
PS/2 Demo 


single seat Be 
/2 


PS/2 Graphics Wksta Prog PRPQ 7J0115 
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PS/2 ceca raued) PSAS-ACCOUNTS ; 
5601-234 PS/2 ImagePlus Workstation Program V1.0 5796-ZQD SYS/36 PSAS-Accounts Receivable 
30F5-280 PS/2 Internal Tape Backup Conv. Kit 
30F5-278 PS/2 Internal Tape dopa Program PSAS-FIXED 
6280-371 PS/2 RPG II Application Platform V1.1 5796-ZQC SYS/36 PSAS-Fixed Assets Control 
6280-368 PS/2 RPG II Application Toolkit V1.1 5796-ZQN SYS/36 PSAS-Fixed Assets Control 
6280-310 PS/2 SpeechViewer wey ecoeeee Software os 

+5758-Q61 Q-Chart (PS/2 or RT 1) : PSAS-RECORDS : 
+5758-Q62 Q-Chart (PS/2 or RT 2-3 5796-ZQF SYS/36 PSAS-Records Indexing 
+5758-Q63 Q-Chart (PS/2 or RT 4-8 5796-ZQR SYS/36 PSAS-Records Indexing 
+5758-Q64 Q-Chart (PS/2 or RT 9-20) 
+5758-Q66 Q-Plan (PS/2 or RT 1) PSAS-STORES 
+5758-Q67 Q-Plan (PS/2 or RT 2-3 5796-ZQA Brae PSAS-Stores Inventory Control 
+5758-Q68 Q-Plan (PS/2 or RT 4-8 5796-ZQK SYS/36 PSAS-Stores Inventory Control 
+5758-Q69 Q-Plan (PS/2 or RT 9-20) | 
+6450-616 Screen Reader V1.1 for the PS/2 PSAS-VOTER 
+5758-SPF Speakeasy for the PS/2 co 5796-ZQE SYS/36 PSAS-Voter Registration 
+5758-SPE Spee reas for the PS/2 (Com). 
5601-330 SAMNA PLUS IV for AI rele PSF/MVS ; 
37F6-335 SY-TOS V3 (AIX PS/2 & AIX/RT) 5665-275 PSF/MVS V1R2.1 
+5758-T21 Termi. Emu. PS/2 Qty 17-24 ; 
+5758-T22 Termi. Emu. PS/2 Qty 25-32 PSF/VM,AFP 
+5758-T23 Termi. Emu. PS/2 Qty 33-64 5664-198 PSF/VM V1R1.1 Base 
+5758-T20 Termi. Emu. PS/2 Qty 9-16 
+5758-T11 TBL for PS/2 Qty 1- SINET 
+5758-T13 TBL for PS/2 Qty 17-24 6024-874 PSInet Server V1.0 
+5758-T14 TBL for PS/2 Qty 25-32 6024-873 PSInet Workstation V1.0 
+5758-T12 TBL pornos Qty 9-16 ; 
+5758-T16 TBL ADD COPIES PS/2 Qty 9-16 | PSS 
+5758-T17 TBL ADD COPIES PS/2 Qty17-24 5658-997 PSS appr teat ten Installation Facility 
+5758-T18 TBL ADD COPIES PS/2 Qty25-32 5770-SA1 Store System Installation Aids | 
+5758-T15 TBL ADD COPIES/ PS/2 Qty 1-8 5770-SA2 Store System Installation Aids 
5758-E02 UBAS (PS/2) 5748-D15 3650 Point-of-Sale Report Customizer 
92X0-741 5520 PS/2 Attachmnt Prog Ver.1 5748-D14 3650 Point-of-Sale Retail Environment 
92X0-744 5520 PS/2 Attch Convenience Kit Ver.1 5744-DA1 3650 PSS SPPS II 
: 5748-D22 3650 Store Data Management 
PS/2 RTL . a. ae B23 5748-D21 3650 eup nek ee Environment 
+5758-D08 DataFlex oS ETL pee mf 5747-D16 3650 3680 Programmable Store System Hos 
+5758-D05 DataFlex (PS/2)RTL (4 users 5744-D16 3650 3680 Programmable Store System Host 
PS/2 RTL UNLIM PS3640 
+5758-D06 DataFlex (PS/2)RTL(unlimitd) ~5660-267 DPPX 3640 Presentation Services Exec 
PSA-BUSINESS TF 
SYS/36 PSA-Business Licenses&Fees 5665-277 Information / Library 


5796-ZQL 
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KEYWORDS - 
PTF REQUEST 
5665-950 Information / Access Vl 
PUBLIC 
5710-GA9 Public Sector Accounting ayeen 
5710-GA6 Public Sector Acctg Sys - Utility Acctg 
5710-GA4 Public Sector Budgeting / Accounting 
5710-GA7 Public Sector Pudget ine f Accounting 
5710-GA5 Public Sector Payroll ersonnel Acctg 
5710-GA8 Public Sector Payroll & Personnel Acctg 
PUBLISHER 
06F2-454 Interleaf Pub Series French Dictionary 
5706-241 Interleaf Pub Series French Dictionary 
06F2-453 Interleaf Pub Series German Dictionary 
5706-240 Interleaf Pub Series German Dictionary 
5706-243 Interleaf Pub Series RT PC Data Export 
5706-239 Interleaf Pub Series Spanien Dictionary 
25F5-911 Interleaf Publisher - 3.5 Diskette 
25F5-912 Interleaf Publisher - 5.25 Diskette 
06F2-458 Interleaf Publisher Data ExpRet 
+77F2-497 Interleaf Publisher V1R1 3.5 |, 
+77F2-496 Interleaf Publisher V1R1 5.25 
5706-214 Interleaf Publishing Series RT PC 
PUBLISHING 
92X1-250 Interleaf tm Publishing Software 
96X5-604 Interleaf tm Publishing Software 
5706-214 Interleaf Publishing Series RT PC 
5688-104 PostScript Interpreter for AFP R2 
5688-015 Publishing Systems BookMaster R1.2 
5688-009 Publishing Systems BrowseMaster R2 
5664-388 Publishing Systems DrawMaster 
5685-055 Publishing Systems ProcessMaster 
5664-387 Publishing Systems ProcessMaster R2 
+5706-257 Publishing Systems TextTagger 
PUERTO . 
6024-877 VALE Version 1.00 - Puerto Rican 3.5 
6024-896 VALE Version 1.00 - Puerto Rican 5.25 
PUNCTUATION 
6024-487 Punctuation Series, Grades 3-4 
6024-497 Punctuation Series, Grades 3-4 
6024-488 Punctuation Series, Grades 5-6 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


PUNCTUATION 
6024-498 
6024-489 
6024-499 
6024-083 


PURCHASE _ 
5758-DEJ 
+5758-L52 


PURCHASING 
7798-MDD 
5728-D45 
5785 -GAX 
5727-D45 

+5758-J14 
5714-M7K 
+5728-M7K 
5727-M7K 
5728-M3K 
5714-D45 


Ss 


PUZZLE 
6024-098 


VM 
5748-RC1 


PVMPCCF 
5799-CRJ 


PXL/ PIXEL 
+5758-012 


PXL2/PIXEL 
+5758-025 


P10024 
5799-CRJ 


HART 
+5758-Q61 
+5758-Q62 
+5758-Q63 
+5758-Q64 


3-125 


(Continued) 

Punctuation Series, Grades 5-6 
Punctuation Series, Grades 7-8 
Punctuation Series, Grades 7-8 
Punctuation Skills 


Purchase Order : 
Purchase Order (S/38) 


AHA Medical Device Database 

ee bree DMAS Purchasing 

COPICS Purchasing 

Distributors Mgt Acctg - Purchasing 
JDE Purchasing (Mod 35) 

MAPICS II Purchasing 

MAPICS/DB Purchasing 

Purchasing 

Purchasing 

Purchasing Distribution 


Gertrude's Puzzles 

VM Pass-Through Facilities (PVM) R4 
PVMPCCF 

PXL/Pixel Graphics 

PXL2/Pixel Graphics Runtime 

PVMPCCF 


Q-Chart (PS/2 or RT 1) 
Q-Chart (PS/2 or RT ras, 
Q-Chart (PS/2 or RT 4-8 
Q-Chart (PS/2 or RT 9-20) 


Q-CHART 
+5758-Q65 


Q-PLAN 
+5758-Q66 
+5758-Q67 
+5758-Q68 
+5758-Q69 
+5758-Q70 


MF 
6242-913 
5666-292 
5668-721 
5668-AAA 


QMF/VSE 


5666-292 


TY 
+5758-T21 
+5758-T22 
+5758-T23 
+5758-T20 
+5758-T19 
+5758-TO1 
+5758-T03 
+5758-T04 


+5758-T12 
+5758-T06 
+5758-T08 
+5758-TO9 
+5758-T10 
+5758-T07 
+5758-T16 
+5758-T15 


QUADRATRON 


+5758-Q40 
+5758-Q36 


(Contin 
Q-Chart 


Q-Plan 
Q-Plan 
Q-Plan 
Q-Plan 
Q-Plan 


ued) 
(RT 21-40) 


or RT 1) 
or RT 2-3 
or RT 4-8 
PS/2 or RT 9-20) 
RT 21-40) 
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QUADRATRON 


GDDM-PCLK Ver.1.1 Improved Availability 


Query M 


Query Management Facility R2.1 
Query Management Facility V2R1 


Query M 


Termi. 
Termi. 
Termi. 
Termi. 
Termi. 
for 
for 
for 
for 
for 
for 
for 
for 


Cliqacc 
CligAcc 


anagement Facility 


anagement Facility 


Emu. PS/2 Qty 17-24 
Emu. PS/2 Qty 25-32 
Emu. PS/2 Qty 33-64 
Emu. PS/2 Qty 9-16 
Emulator/PS/2 Qty 1-8 
the RT Qty 1-8 
the RT Qty 17-24 
the RT Qty 25-32 


1-8 
y 17-24 
25-32 


COPIES PS/2 Oty 9-16 
COPIES/ PS/2 Qty 1-8 


eee Ba 21-40 


ess.(PS/2 or er 1) 
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+5758-Q45 
+5758-Q46 
+5758-Q47 
+5758-Q48 
+5758-Q49 
+5758-Q50 
+5758-Q51 
+5758-Q52 
+5758-Q53 
+5758-Q54 
+5758-Q55 
+5758-Q31 
+5758-Q32 


+5758-Q72 


ALITY 
+5758-175 
+5758-194 


(Continue 
CliqAcces 
CligAcces 
CliqAcces 
CliqDCA 
CliqDCA 
CliqDCA 
CliqDCA 
CliqDCA 
CliqForm 
CliqForm 
CliqForm 
CliqForm 
CliqForm 
CliqMenu 
CliqMenu 
CliqMenu 
CliqMenu 
CliqMenu 
CliqPage 


-Chart 


it 
ag 
a 
© © 
HR 
ct ct 


-Plan (P 
-Plan (P 
-Plan (P 
-Plan (P 
-Plan (R 


AOOCOCOAOL. 


ar 
o 
@ 
3 
ce) 


Quality Ctrl Reportin 
Quality Ctrl Reporting 


d) 

s.(PS/2 
s.(PS/2 
s.(PS/2 
2 or 
PS/2 or RT 
PS/2 or RT 
PS/2 or RT 


or 
or 


rg 
1S) 


RT 21-40) 


PS/2 or RT 
PS/2 or RT 
PS/2 or RT 
PS/2 or RT 
RT 21-40 

PS/2 or RT 
PS/2 or RT 
PS/2 or RT 
PS/2 or RT 


or 
or 
or 


RT 

S/2 or RT 1 
$/2 or RT 2 
§/2 or RT 4 
S/2 or RT 9 
T 21-40) 


R 
R 
or R 
RT 1 
2 
4 
9 


($63 


QUALITY 


5713-AEH 


+5614-003 


QUANTITATIVE 


5758-QTA 
5758-QTB 
5758-QTE 
5758-QTF 
5758-QTD 
5758-QTC 


QUARTERDECK 
~  - +5758-394 
+5758-395 
+5758-392 
+5758-393 


QUDCK . EXP . MEM .M 


+5758-391 
QUERY 


QUERY 


QUE 


5728-QU1 
5665-290 
5666-270 
5668-905 
5665-462 
5666-351 
5666-292 
5668-721 
5668-AAA 
5665-310 
5798-DPJ 
5688-004 
5669-058 
5728-ST1 
5732-037 
5732-036 


/36 
5727-QU1 
5727-QU6 


RY/400 
5728-ST1 
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+5758-C03 
+5730-081 


SALEMATE 


3-134 


5758-EVD 


+5758-J15 


aeonr nue d) 
DSNL/370 V2R1 for Mys/CTGS 
DSNL/370 V2R1 for MVS/IMS 
We ihe ae for VSE/CICS 
MERVA/VSE System Package 
Sa System Package with DTNL/370 


MERVA/370 V1 for MVS/CICS 

MERVA/370 V1 for VSE/CICS 
MERVA/370 V1R1 for MVS/IMS 
S.W.I.F.T. for ACF/NCP/VS 
S.W.I.F.T. BSC EP Support 


DEV/Run-Time Found. S/W DOS 
Hee ya ara Found. S/W OS2 
LAN S/W Interface R-T DOS 
LAN S/W Interface R-T 0S2 

LAN S/W InterfaceDEV/R-T DOS 
LAN S/W InterfaceDEV/R-T 0S2 
Run-Time Foundation S/W DOS 
Run-Time Foundation S/W OS2 


Bon Appetit (S/36-5.25") 


Biced 
CICS/DDM VSE V1R1 


Firearms: Safety, Care, Use 
Material Safety Data System 


SaleMate eure Software 


AS/400 DMAS Sales Analysis 

Chain Drug Store Sales 

Detail Sales Analysis 

Distributors Mgt ects - Sales Analysis 
IBM 4684 Store eSales aa V1.1 
JDE Sales Analysis (Mod 3 

JDE Sales Order Pro. (Mod 3 ) 


SALES 
+5728-M78 
38F2-000 
38F2-001 
5758-EVK 
5714-M48 
5714-M78 
5727-M48 
5727-M78 
5728-M38 
5714-D44 
+5758-D28 


5735-D61 
5669-031 


AMNA 
5601-190 
5601-330 


AMNA+ 
5669-087 


SAMON 
5665-345 


SAVINGS . 
5746-F62 
5798-RWK 
5798-RWF 
5798-RWH 


SC 
+5758-190 
+5758-200 
+5758-189 
+5758-199 
+5758-188 
+5758-191 


KEYWORDS - 


(Continued) 

MAPICS/DB Sales Analysis 
RIPSS V2 Base 

RIPSS V2 Host Communication 
Sales Ai 

Sales Analysis 

Sales Analysis 

Sales Analysis 

Sales Analysis 

Sales Analysis 

Sales Analysis Distribution 
Sales Audit (8/36) 

Sales Desk 

Sales File 

Sales Forms 

Sales Information System 
Sales Inquire 

Sales Mail 

Sales Plan 

3680 Store Systems Sales Application 
4680 General Sales Application V1R2 


SAMNA PLUS IV Single User 
SAMNA PLUS IV for ATX PS/2 


SAMNA+ tm 
SAMON V1R1.2 


Commercial Bank Savings Accounting 
Payroll 401K Tax-deferred Savings Plan 
401K Tax-deferred Savings Plan 

401K Tax-deferred Savings Plan 


Accounts Payable 686 
Accounts Payable (SC 
Accounts Receivable 83 
Accounts Receivable (SC 
Base Order Entry (SC 
General Ledger (SC) 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


SC 
+5758-202 
+5758-198 
+5758-196 
+5758-197 
+5758-192 
+5758-201 
+5758-194 
+5758-195 
+5758-193 


SCADA 
+5758-007 
+5758-020 


SCANMASTER 
5799-BJA 
5799-BJB 


SCANNING 
5796-ZPN 


SCANSTATION 
5758-ISE 


ScD 
+5758-004 


SCENAD 1.1 
5668-882 


SCHEDULE 
5668-898 
5727-M7J 
5728-M3J 

+5728-M7J 


SCHEDULER 
+5758-005 
+5758-014 


SCHEDULING 
5706-008 
5709-031 
5709-032 


3-135 


(Continued) 

General Ledger (SC) 

Job Costing Base Module (SC) 
Mold History 6) 

Molders Office+ Bundled (SC) 
Payroll it _ 
Payroll (SC 
Quality Ctrl Reporting (SC) 


i sc 
chert Sees tsc) 


SX1/Expanded SCADA 1% 
SX2/R-T Expanded SCADA Pkg. 


Image Distribution System - Scanmaster 
Image Distribution System - Scanmaster 


Optical Scanning System 

ScanStation 

SCD SPECIFIX MDA Pkg. 

Scientific Engineering Application Dirtr 


Master Production Schedule Planning 
Master Production Schedule Planning 
Master Production Schedule Planning 
Master Production Schedule Planning 


FFR Rep. Gen. and Scheduler 
FFR/FF Rep Gen and Scheduler 


AS/400 CIMS IIT Student Scheduling Sys 
Enterprise Management Control Series 
EMCS Advanced Function Management Tools 


KEYWORDS - ALPHABETIC SEQUENCE 


SCHEDULING (Continued) SCHOOL (Continued) , 
+5758-174 Scheduling oe 5796-ZGC School - Student Attendance System 
+5758-193 Scheduling (SC 5796-ZGD School - Warehouse Inventory System 
5796-ZPQ Student Scheduling System +6024-972 Spelling: Level I School Pack 
5758-ESP SIM/21 SCHEDULING AS400 +6024-975 Spelling: Level II School Pack 
5758-ESW SIMS/21 SCHEDULING - PC +6024-978 Spelling: Level III School Pack 
5758-E05 SIMS/21 SCHEDULING -PS/2 
5706-051 SYS/36 CIMS III Student Scheduling Sys SCHOOL PAK 
5734=-XM5 Vehicle Scheduling Program - Extended 6024-871 Exploring Measurement Time & Money L1V1 
5736-XM3 Vehicle Scheduling Program - Extended +6280-356 Exploring Measurement ,Time,and Money II 
+6280-359 Exploring Measurement ,Time,and Money III 
SCHEDULING S/36 
5758-ESI SIMS/21 Scheduling(S/36) SCHOOL PKG ae 
6024-391 Cell Functions: Growth & Mitosis (BioSer 
SCHEMATIC 6024-397 Chemicals of Life I: Structure of Matter 
5706-058 Electrical Schematic Library - Inches 6024-394 Chemicals of Life II: Water, Carbo Lipid 
5665-429 | Interactive Schematic Builder V2 6024-444 Human Life: Development & Differentiatn 
; 6024-388 Leaf Structure & Physiology (Biol Series 
SCHEMATICS 6024-393 Lights Plants & Photosynthesis (BiolSer) 
5612-114 CATIA Schematics for the IBM RT 6024-368 Math Concepts Series: Grades 1-2 
5612-014 CATIA Schematics V3 , 6024-369 Math Concepts Series: Grades 3-4 
5613-014 CATIA(tm) Schematics Ver.3 6024-417 Math Concepts Series: Grades 5-6 
5799-CAF Interactive Schematics Builder for ACS 6024-419 Math Concepts Series: Grades 7-8 
. : 6024-370 Math Concepts Series: Pre-school 
SCHOOL | . 6024-372 Math Practice: Grades 1-2 
6024-495 Geometry One: Foundations ciee™ Pack) 6024-371 Math Practice: Grades 3-4 
6024-768 Get Set for Writing to Read School Kit 6024-421 Math Practice: Grades 5-6 
6024-903 LinkWay School Package 6024-422 Math Practice: Grades 7-8 
6024-899 Primary Editor Plus School Package 6024-395 Modern Genetics: Chromosomes & Coding 
+57F1-994 Reading for Meaning Level II School Pack 6024-378 Parts of Speech Series: Grades 3-4 
+57F1-997 Reading for Meaning Level III School Pak 6024-379 Parts of Speech Series: Grades 5-6 
+57F2-000 Rosas for Meaning Level IV School Pack 6024-389 Passive Transport, Diffusion and Osmosis 
5796-TDE S/36 PC Career School Admin. System II 6024-390 Sa? & Diseases and Defenses 
5796-TDF $/36 PC Career School Admin. System II 6024-392 Plants: Growth & Specialization 
5796-TDG S/35 PC Career School Admin. System II 6024-445 Pollination & Fert: Seeds ,Fruits, Embryos 
5796-TDH S/35 PC Career School Admin. System II 6024-866 PC Math Exploration Toolkit V1 
_ 5§796-TDI S$/35 PC Career School Admin. System II 6024-386 Reading for Information: Grades 3-4 
 5796-TDK S/35 PC Career School Admin. System II 6024-387 Reading for Information: Grades 5-6 
5796-TDL S/36 PC Career School Admin. System II 6024-366 Reading for Information: Grades 7-8 
5796-TDN - S/35 PC Career School Admin. System II 6024-384 Reading for Meaning Series: Grade 2 
5796-TDP S/36 PC Career School Admin. System II 6024-374 Reading for Meaning Series: Grades 3-4 
5796-ZGA School - Employee Management System 6024-375 Reading for Meaning Series: Grades 5-6 
5796-ZFY School - Financial Management 6024-364 Reading for Meaning Series: Grades 7-8 
5796-ZGB School - Fixed Asset Inventory System 6024-380 Spelling Series: Grades 1-2 
5796-ZGF School - Library Management System 6024-381 Spelling Series: Grades 3-4 


Keywords - Alphabetic Sequence 3-136 


SCHOOL PKG 
6024-382 
6024-446 
6024-443 
6024-363 
6024-376 
6024-377 
6024-365 


SCHOOLBOOK 
5771-ADJ 
5771-AAF 

SCHOOLPACK 
6024-439 

6024-492 


6024-440 


SCIENCE 
9771-ACW 
6024-322 
6024-117 
6024-610 
6024-122 
6024-121 
5771-ADT 
6024-123 
6024-323 


SCIENTIFIC 
56 


6024-472 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

Spelling Series: Grades 5-6 

Taxonomy: Classification & Organization 
The Environment: Cycles & Interactions 
Touch Typing for Beginners 

Vocabulary Series: Grades 3-4 
Vocabulary Series: Grades 5-6 
Vocabulary Series: Grades 7-8 


Century Schoolbook (R) 
4250 Monotype Century Schoolbook tm 


Chemicals of Life: Proteins & Nucleic Ac 
Combining Sentences Series, Grades 3-4 
Combining Sentences Series, Grades 5-6 
Combining Sentences Series, Grades 7-8 
Cytology & Histology: Cells & Tissues 
Environment: Habitats & Ecosystems 
Geometry Two: Proofs & Extensions 

Human Life Processes 

Human Life ProcessesI: Cellular Physiolo 
Mendelian Genetics: Inheritance 
Punctuation Series, Grades 3-4 
Punctuation Series, Grades 5-6 
Punctuation Series, Grades 7-8 
Regulation & Homeostasis 


Characters for Mathematics and Science 
Earthquakes (Earth Science Series) 
Glacial Landforms - Earth Science Series 
Glacial Landforms - Earth Science Series 
Ground Water - Earth Science Series 
Hydrologic Cycle - Earth Science Series 
Mathematics and Science 

Surface Water - Earth Science Series 
Volcanos (Earth Science Series) 


CSOS Scientific Subroutine Library V1.1 

ESSL R3 

Scientific Engineering Application Dirtr 
Scientific Models: Batteries&Bulbs&Famil 


Keywords - Alphabetic Sequence 


SCLM 
+5684-123 


+6450-616 
+6450-617 

5664-307 
+5758-353 


SCRIPT 


5771-AAA 
SC21-8006 
5714-GP1 


SDD 
+5758-003 


5727-XR1 


SEARCH/RETRIEVE 
5665-290 


5666-270 
5665-310 
SEARCH/370 
5664-329 


tea ho 


ISPF/PDF V3R1 for VM 


Extended Editor and Full Screen Manager 
Graphpak Full Screen Interface 

Multiple Applic from a Single Screen 
Print Screen Utility 

Screen Definition Facility II V1 Rl 
Screen Definition Facility 1.5 

Screen Reader V1.1 for the PS/2 

Screen Reader V1.1 for IBM PC 

SDF V2R1 Screen Definition Facility II 
Touch Screen I/F DEV/R-T DOS 


Document Composition Facility V3.2 
Storage & Information Retrieval System 
Virtual Machine Productivity System 
4250 ITC Avant Garde Gothic tm 


Business Graphics Utility 
SDD Dual Driver Upgrd Pkg. 


Alpha Search Inquiry System 

Display Information Alpha Search 
Information / Library 

SearchVision/2 V1.0 

System erat ag & Search Facility Enhance 
Work Station Search Facility 

Work Station Search Facility 


Distributed Office Support System V3R4 
Distributed Office Support System V3R4 
Report Management & Distribution System 


Contextual File Search/370 


SEARCHVISION/2 


+49F4-706 


SEAT 
+5758-DT4 


+5758-DT1 


SEATS 
+5758-DT5 
+5758-DT2 
+5758-DT6 
+5758-DT3 


SECONDARY 
5732-029 


SECRETARIAL 
6024-745 
6024-746 


SECRETS 
6024-097 


SECURITY 
+5706-028 


SEDCO ss” 
5758-S74 
5758-S07 
5758-S03 
5758-S78 
- 5758-877 
5758-S76 
5758-S75 
5758-S20 
5758-S16 
5758-S18 


SEDF/2 
5601-264 
5601-277 
5601-267 


SELF 
+5758-HIF 


KEYWORDS - ALPHABETIC SEQUENCE 


SearchVision/2 V1.0 


JD/CAPP (single seat pS(2) 
JD/CAPP (single seat RT 


JD/CAPP (2-4 seats PS/2) 
JD/CAPP (2-4 seats RT 
JD/CAPP (5-8 seats Be 2) 
JD/CAPP (5-8 seats RT 


System/88 Secondary SNA R5 


Law Firm Secretarial - SolutionPac tm 
Law Firm Secretarial - SolutionPac tm 


Gertrude's Secrets 
Network Security Processor MVS Support 


CoreLib 

CMOS 
PROGRAMABLE LOGIC /MEM - 
TechLib-ECL 
TechLib-FAST 
TechLib-HCMOS 
TechLib-TTL 

TOSHIBA 

TTL/LS 

TTL, HD74HC 


SEDF/2 PDS V1 
SEDF/2 TS V1 
SEDF/2 V1 


ONSPEC Self Tuner 


Keywords - Alphabetic Sequence 


SELF 
5601-187 


SELL 
5793-AHP 
5793-AHQ 


SEMS 
5758-ESL 
5758-ESS 
5758-E01 


SEMS S/36 


5758-ESE 


SENTENCES 
6024-482 
6024-492 
6024-483 
6024-493 
6024-484 
6024-494 


SERIAL 
5666-330 
5664-201 


SERIES 900 
5793-AFY 
-5793-AEL 
5793-AE 
5793-AE 
5793-AEG 
5793-AEH 
5793-AEP 
5793-AEN 
5793-AET 
5793-AER 
5793-AEW 
5793-AEJS 


SERIES/1 
5719-XS6 
5799-TEL 
5796-ZDF 


3-138 


(Continued) 


Self Education Facility 


Cross Sell Manager V2 Author 
Cross Sell Manager V2 Workstation 


SEMS ae 
SEMS (PC) 
SEMS -PS/2 


SEMS(S/36) 


Combining Sentences 
Combining Sentences 
Combining Sentences 
Combining Sentences 
Combining Sentences 
Combining Sentences 


Serial OEM Interface 


Series, Grades 3-4 
Series, Grades 3-4 
Series, Grades 5-6 
Series, Grades 5-6 
Series, Grades 7-8 
Series, Grades 7-8 


Serial OEM Interface Access Method 


Info Sys for Attorneys - Accts Payable 
Info Syst for Attny ~- Accts Rec & Coll 


Info Syst for Attny 
Info Syst for Attny 
Info Syst for Attny 
Info Syst for Attny 
Info Syst for Attny 
Info Syst for Attny 


Info Syst for Attny 


Info Syst for Attny 
Info Syst for Attny 
Info Syst for Attny 


Client Finance Mgt 
Client Statements 


Client/Matter Recd 
‘Conflict Interest 
Law Firm Finance 


Lawyer Finan Mgt 

Library Management 
Litigation Support 
Research/Retreival 


‘Stat Dates (Docket 


Basic Supervisor and Emulator V6.1 


EDX COBO 
EDX Data Entry 


Host for Series/1 


SERIES/1 
5740-EAA 


SERIES/1-PC 
5719-CN1 


SERIES1000 
5793-AFX 


SERVER 
1642-003 
83X9-135 
5669-228 
5719-XT1 
83X9-132 
84X0-083 
84X0-084 

+15F7-138 
+15F7-139 
6024-874 
5719-XT2 
5732-036 
5798-DTL 
5664-319 
5793-AAN 


SERVER/MCI 
+5758-068 


SERVERS 
5664-327 
5665-396 


KEYWORDS ~- ALPHABETIC SEQUENCE 


(Continued) 

Host C Compiler for Series/1 EDX 

Macro Library ; Host V6.1 

Macro Library V6.1 

Program Preparation Facility V6.1 

RPS Data Entry Seat 

RPS S/370 Host COBOL for Series/1 
Series/1 EDX C Run-Time Library 
Series/1 EDX C Run-Time Library 
Series/1 EDX soneueae Interface P 
Series/1 Input/Output Executive V1. 
Series/1 Outboard Processing Tools PRPQ 
Series/1 Realtime Programming Syst V7.2 


Series/1-PC Connect 
Info Sys for Attorneys - Accts Payable 


Asynchronous Server for Token & PC Netwk 
AL LAN Asynchronous Connection Server 
CATIA (R) Server 

EDX MAP tm Application Server 

LAN pee a OnOue Connection Server 
OS/2 LAN Server V1.0 3.5, 

OS/2 LAN Server V1.0 5.25 

OS/2 LAN Server V1.2 3.5. |, 

OS/2 LAN Server V1.2 5.25 

PSInet Server V1.0 

RPS MAP tm Communications Server 
SQL/88 SQL Server 

TSO Host Server for PC XT/370 (VM/PC) 
VM/PC Host Server 

Waterloo PC Network Standalone Server 


MAI Lbridge Server/MCI 


ECF CMS Servers / Requesters V1.2 
ECF TSO/E Servers 


Keywords - Alphabetic Sequence 


SERVICE DESK 
+5601-152 


SERVICE/MANUFAC 


5601-307 


SERVICES/CENTRA 


+5758-074 


SERVICES /DEC 
+5758-075 


SERVICES /WANG 


+5758-076 


SERVICES/2 
+5713-ADR 
+5713-ADQ 
+5713-ADS 
+12F9-575 
+5713-ADM 


SERVICES /6000 


+5601-287 


SERVS/PC 
6403-827 


SFS-ON/2 
5758-SFA 


SGML 
+5706-257 
+5706-258 
+5706-259 

5684-025 


SHADOW 
+5758-HIK 


SHELL 
6024-935 
+5758-015 
+5758-G28 


Baa be 


4680 Store Management Application 
Data Comm. Service/Manufact. Interface 
Directory Services/Central 

Directory Services/DEC 

Directory Services/Wang OFF. 


Build Services/2 

Definition Services/2 

Execution Services/2 

Financial Branch System Services/2 V1 
Interface Services/2 


AIX SNA Services/6000 
Personal Servs/PC 1.04, Upg from 6317013 
SFS-ON/2 Base 


Publishing Systems TextTagger 
SGML TextWrite OS/2 Edition 

SGML TextWrite Tools 08/2 Edition 
SGML Translator DCF Edition 


ONSPEC Shadow Datalink 


Multimedia Shell Utility 
SHL/Multitasking Shell 
SHL2/Multitasking Shell R-T 


KEYWORDS - ALPHABETIC SEQUENCE 


SHL/MULTITASKIN 


 +5758-015 SHL/Multitasking Shell 
SHL2 /MULTITASKI 
+5758-028 SHL2/Multitasking Shell R-T 
SIGNAL | 
~  §665-431 Signal Interface R2.0 
IM/21 . 
5758-ESP SIM/21 SCHEDULING AS400 
SIMPLIFIED 
+5771-AEK AFP Simplified Chinese Font 
ee | 
5758-ESH -SIMS/21 perencatce e730) 
5758-E04 SIMS/21 ATTENDANCE -PS/2 
5758-ESO SIMS/21 ATTENDANCE AS400 
5758-ESV SIMS/21 ATTENDANCE-PC 
5758-ESK SIMS/21 FTE Report (S/36) 
5758-E07 SIMS/21 FTE REPORTING -PS/2 
5758-ESR SIMS/21 FTE REPORTING AS400 
5758-ESY SIMS/21 FTE REPORTING PC 
5758-ESJ SIMS/21 Grade Rep. (S/36) 
5758-E06 SIMS/21 GRADE REP. -PS/2 
5758-ES SIMS/21 GRADE REPORTING 
5758-ES SIMS/21 GRADE REPORTING - PC 
5758-ESG SIMS/21 Be Eas cea (S/36) 
5758-ESU SIMS/21 REGISTRATION -PC 
. 5758-E03 SIMS/21 REGISTRATION -PS/2 
5758-ESN SIMS/21 REGISTRATION a 
5758-ESI SIMS/21 pata Meg 
5758-ESW SIMS/21 SCHEDULING - PC 
5758-E05 SIMS/21 SCHEDULING -PS/2 
SIMULATION 
6317-031 Engineering Simulation Program 
5734-XS2 General Purpose Simulation System V 
5736-XS3 General Purpose Simulation System V 
SIMULATOR ee 
5601-191 AIX/RT Personal Computer AT Simulator 
7505-CAF AML/2 Application Simulator 
5668-948 Batch Terminal Simulator 


Keywords - Alphabetic Sequence 


SIMULATOR 
5688-121 
5662-262 
5798-DWF 

+5601-359 


SIMULATOR/6000 
+5601-263 


SINGLE PAK 
6024-870 
+6280-354 
+6280-357 


SINGLEPACK 
6024-482 
6024-483 
6024-484 
6024-486 
6024-487 
6024-488 
6024-489 


SIPO/E 
5750-AAK 


+5758-TS1 
+5758-TS7 


TES 

+5758-TS5 
+5758-TS2 
+5758-TS8 


SIXTH GRADE 
+6280-357 
+6280-358 
+6280-359 


3-140 


(Continued) 

Teleprocessing Network Simulator V3 
Teleprocessing Network Simulator 2.4 
3090 Vector Facility Simulator 1.2 
3890/XP Sort Simulator 


AIX Personal Computer Simulator/6000 


Exploring Measurement Time & Money L1V1 
Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money III 


Combining Sentences Series, Grades 3-4 
Combining Sentences Series, Grades 5-6 
Combining Sentences Series, Grades 7-8 
Geometry Two: Proofs & Extensions 
Punctuation Series, Grades 3-4 
Punctuation Series, Grades 5-6 
Punctuation Series, Grades 7-8 


VM/SP System Offering R5 


Each Additional Site (S/36 
Each Additional Site (9404 
Each Additional Site (9406 
HubView/PC AT Single Site 
HubView/PC CDR Single Site 
HubView/PC PLUS Single Site 


HubView/PC AT 2-5 Sites 
HubView/PC CDR 2-5 Sites 
HubView/PC PLUS 2-5 Sites 


Exploring Measurement ,Time,and Money III 
Exploring Measurement ,Time,and Money III 
Exploring Measurement ,Time,and Money III 


SKILLPAC 


5758-11Q 
5758-11P 


SKILLS 


SL 


6024-085 
6024-084 
6024-305 
6024-083 
6024-325 
6024-086 
6024-326 
6024-327 


COMPUTER 
5758-SLB 
5758-SLA 
5758-SLC 


LIDE 
5688-013 
SMALL 


5758-ETE 
5758-ETF 
5758-ETG 
5758-ETH 


SMALL-STORE 
38F2- 


000 
38F2-001 


MART 
5796-PNA 


MARTERM 
5669-074 


SMP 


bé68-949 


SMTP 
+5758-064 
+5758-063 


KEYWORDS - ALPHABETIC SEQUENCE 


SKILLPAC +2 5") 


SKILLPAC (5.25") 


Capitalization Skills 

Language Skills 

Math Computation Skills (Private Tutor) 
Punctuation Skills 

Reading Comprehension Skills (Priv Tutor 
Spelling Skills 

Vocabular poets Skills (Priv Tutor) 
Word Knowledge Skills (Private Tutor) 


Food/36 eS) 
Food/36 (5.25 
Food/400 


GDDM Central Slide and Plot Facility 


Small Business Account/AS400 
Small Business Account/AS400 
Small Business Account/AS400 
Small Business Account/AS400 


RIPSS V2 Base 
RIPSS V2 Host Communication 


Realtime Monitor 
CSOS SmarTerm 100 V1 
System Modification Pgm Extended V1R4 


SMTP Gateway/MVS 
SMTP Gateway/VM 


Keywords - Alphabetic Sequence 


NA 
5732-025 


5732-027 
+5732-057 
5665-345 
5685-005 
5685-035 
5685-003 


SNA_COMMUNICATI 
75X3-261 
75X3-258 


SNA NSF 
5685-003 


SNA XI 
5685-005 
5685-035 


SNA-3270 
5732-020 


SOCRATES 
5796-AQW 
OEMI 
5666-330 
5664-201 


SOFT-SWITCH 
+5758-056 


3-141 


Advanced Program to Program Comm R5 
AIX SNA Services/6000 

Batch SNA Communications 

Communications & Systems Management R5 
EDX Primary SNA 1.1 

EDX Systems Network Architecture RJE 

EDX Systems Network Architecture V2R1 
Insurance Communication Service 

Network RJE-Plus (SNA 

Network 3270-Plus (SNA) 

RPS SNA Remote poagrd yagi Utility 
System/88 Primary SNA R5 

System/88 Secondary SNA R5 

System/88 SNA Cluster Controller R5 
System/88 SNA Interface Support R5 
System/88 SNA Token-Ring Link Manager R6 
SAMON 1R1.2 

X.25 SNA Interconnection V1R2 

X.25 SNA Interconnection V2 

X.25 SNA Network Supervisory Function R2 


Financial Branch Sys Services Ver. 2 
Financial Branch System Integrator 


X.25 SNA Network Supervisory Function R2 


X.25 SNA Interconnection V1R2 
X.25 SNA Interconnection V2 


System/88 SNA-3270 Terminal R5 
EPIC - SOCRATES Online Maint System 


Serial OEM Interface 
Serial OEM Interface Access Method 


Central/MVS 


SOFT-SWITCH 
+5758-055 
+5758-074 


+5758-063 
+5758-061 
+5758-062 


OFTWARE 
5758-101 


SOFTWARE 2000 
5758-SAJ 
5758-SAY 
5758-SAH 
5758-SAW 
5758-SAM 
5758-SAU 
5758-SAG 
5758-SAV 
5758-SAI 
5758-SAX 
5758-SAK 
5758-SAZ 
5758-SAD 
5758-SAO | 


5758-SAR 


SOFTWARE /SERVER 
5758-CSP 


SOLID 
5713-ABQ 


SOLIDS 
5713-ABW 
5612-107 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

Central/VM 

Directory Services/Central 
Directory Services/DEC 
Directory perv aces (yane OFF. 
MAILbridge Server/MCI 

SMTP Gateway/MVS 

SMTP Gateway/VM 

X.400 Gateway-Model 10 
X.400 Gateway-Model 20 


EASEL (RUNTIME SOFTWARE) 


Accounts Payable 2000 
Accounts Payable 2000 


Accounts Receivable 2000 


Accounts Receivable 2000 
Benefits 2000 

Benefits 2000 

Financial Management 2000 
Financial Management 2000 
Fixed Assets 2000 

Fixed Assets 2000 

General Ledger 2000 
General Ledger 2000 
Human Resources 

Human Resources Series 
Human Resources Series 2000 
Human Resources 2000 
Payroll 2000 

Pay:oll 2000 

Personnel 2000 

Personnel 2000 


Lan Software/Server 
PROFESSIONAL CADAM Interactive Solid Dsg 


CADAM (R) Interactive Solids Design R21 
CATIA Solids Geometry for RT PC 


Keywords - Alphabetic Sequence 


SOLIDS 


5612-007 
5613-007 


SOLUTIONPAC 


5759-026 
6024-756 
6024-758 
6024-755 
6024-757 
5472-422 
5472-423 
6024-745 
6024-746 
6024-629 
6024-752 
6024-754 
6024-751 
6024-753 
6024-760 
6024-762 
6024-759 
6024-761 
6024-748 
6024-750 
6024-747 
6024-749 
5759-001 
6024-770 
5685-074 
5685-086 
5759-012 


6024-467 


SONORAN 


5771-AFL 
5771-AFN 
5771-ADX 


(Continued) 
CATIA Solids Geometry V3 
CATIA(tm) Solids Geometry Ver.3 


Automated Console Operations 

Client & Lawyer - SolutionPac ftpaiaest 
Client & Lawyer - SolutionPac (Network 
Client & Lawyer - SolutionPac tm 

Client & Lawyer - SolutionPac tm 
CADwrite Design, Drafting - SolutionPac 
CADwrite Design, Drafting - SolutionPac 
Law Firm Secretarial - SolutionPac tm 
Law Firm Secretarial - SolutionPac tm 
Lawyer s Assistant - SolutionPac tm 
LawFkirm Gen Ledger SolutionPac idee 
LawFirm Gen Ledger SolutionPac (Network 
LawFirm Gen Ledger - SolutionPac tm 
LawFirm Gen Ledger - SolutionPac tm 
Litigation Support-SolutionPac Ne eerks 
Litigation Support-SolutionPac (Network 
Litigation Support-SolutionPac eingie? 
Litigation Support-SolutionPac (Single 
Manac-OMNILAW-SolutionPac Network User 
Manac-OMNILAW-SolutionPac Network User 
Manac-OMNILAW-SolutionPac Single User 
Manac-OMNILAW-SolutionPac Single User 
Office Series - SolutionPac S/36 V2 
Primary Editor Plus | . 
Realtime Plant Mngt Integrated Appl 
Realtime Plant Mngt Integrated Comm R2 
SolutionPac Database Application Develp 
SolutionPac NetView for VSE 

SolutionPac Office Series V2 
SolutionPac VSE/MVS Migration Assistant 
VM Software Engineering - SolutionPac 
Writing to Read Diskette Package 
Writing to Read Program Kit 

Writing to Read 3.0 Accessory Kit 
Writing to Read 3.0 Class Set 


Sonoran Sans Serif Condensed 
Sonoran Sans Serif Expanded 
Sonoran Sans Serif Headliner 


SORT 


+5601-360 


.+5601-359 
SORT /MERGE 


5799-BBJ 
5719-SM2 
5719-SM1 
5734-SM1 
5743-SM1 
5746-SM1 
5746-SM2 


OUND 
6024-097 


6316-973 
6024-099 


KEYWORDS - 


(Continued) 

Sonoran Sans Serif Source or Object 
Sonoran Serif (Source or Object} 
Sonoran Serif Headliner 

3812 Fonts - Sonoran Sans Serif 
3812 Fonts - Sonoran Serif 


Pi and Specials tm (Source or Object) 


Sort Table Generator 

Data Facility Sort R10.0 

Cycle Sort 

Offline Sort 

Offline Sort Enhancements 
Online Fine Sort 

Online Fine Sort - CPCS 
Online Fine Sort Enhancements 
Statement Preparation Sort 
3890/XP Sort Evaluator 

3890/XP Sort Simulator 


DOS/VS Sort/Merge Prog - Kanji/Chinese 
EDX Sort/Merge 

RPS Sort/Merge 

Sort/Merge 

Sort /Merge 

Sort /Merge 

Sort/Merge Version 2 


Gertrude's Secrets 
paid So li Inquiry Learning or Teaching 
Rocky s Boots 


Adv Function Printing Kanji Source Font 
APL2 Fonts (Source or Object) 

CADAM APT Source ene R21 
Datal Fonts (Source or Object) 

Pi and Specials tm (Source or Object) 
Sonoran Sans Serif Source or Object 
Sonoran Serif (Source or Object) 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


SOURCE 
5798-RFD 
5796-PLZ 
5798-CFT 
5771-AEP 


OUTH 
6024-875 
6024-894 


SOUTH BAY 

+5758-S25 
+5758-S26 
+5758-S27 
+5758-S31 
+5758-S32 
+5758-S33 
+5758-S28 
+5758-S29 
+5758-S30 
+5758-S35 
+5758-S36 
+5758-S34 


SOUVENIR 
5771-ACC 
5771-ADQ 
5771-AAQ 


5758-C31 
SPANISH 

5706-239 

32F8-286 
SPANS 


5758-TD7 
+5758-TDG 


SPC 
+5758-186 
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(Continued 

Source Archive 

Source Compare Audit Utilit 
Source Program Maintenance 
VM Kanji Source Fonts 


Online 


VALE Version 1.00 - South American 3.5", 
VALE Version 1.00 - South American 5.25 


Basic Cemetery Mod. B-1l 
Basic Cemetery Mod. B-30/40 
Basic Cemetery Mod. B- 
Enhanced Inventory B-10/20 
Enhanced Inventory B-30/40 
Enhanced Inventory B 
Inventory B-10/20 
Inventory B-30/40 
Inventory B-50/60 
Trust/Funding B-30/40 
Eeusr jeune ine B-50/60 
Tust/Funding B-10/20 


ITC Souvenir tm Version 2 
ITC Souvenir Font 
4250 ITC Souvenir tm 


DL/I pare Management Utilities 
Space Inventory EDs 
Space Inventory (RT/PC) 


Interleaf Pub Series Spanish Dictionary 
Spanish Dictionary 


SPANS 
SPANS (0S/2) (all modules) 


Molders SPC 


SPC/STATISTICAL 
758-0 


+5758-011 


SPC2/STATISTICA 


+5758-024 


SPD 
+5758-002 


SPEAKEASY 
+5758-SPF 
+5758-SPE 

5758-SPC 
5758-SPD 
5758-SPA 
5758-SPB 


SPECIAL ED. 
6280-310 


SPECIFIX 
+5758-004 


6024-379 | 
SPEECH IMPATRED 


+57F1-954 


SPEECHVIEWER 


6280-310 


SPEED 
6024-473 


SPELLING 
6024-347 
6024-380 
6024-348 
6024-381 
6024-349 

6024-382 


KEYWORDS - ALPHABETIC SEQUENCE 


SPC/Statistical Proc Control 


SPC2/Statistical Pro Ctrl RT 


SPD Dual Driver Pkg. 


Speakeasy for the PS/2 
Speakeasy for ene PS/2 


Speakeasy for 


T 
Speakeasy for S/370 
p y of 


Speakeasy for 


Speakeasy for XA 


et 


PS/2 SpeechViewer Application Software 


SCD SPECIFIX MDA Pkg. 


Parts of Speech Series: 
Parts of Speech Series: 
Parts of Speech Series: 
Parts of Speech Series: 


PhoneCommunicator V1.0 


Grades 3 
Grades 3 
Grades 5 
Grades 5 


PS/2 SpeechViewer Application Software 


Ratio Reasoning: 


Spelling Series: 
Spelling Series: 
Spelling Series: 
Spelling Series: 
Spelling Series: 
Spelling Series: 


Keywords - Alphabetic Sequence 


Crystals and Speed 


‘Grades 


Grades 
Grades 
Grades 
Grades 
Grades 


ADL HMM 


1 
1 
3 
3 
5 
5 


SPELLING 
6024-086 


SPELLING: 
+6024-973 
+6024-972 
+6024-971 
+6024-976 
+6024-975 
+6024-974 
+6024-979 
+6024-978 
+6024-977 


SPF 
7798-PAN 
5740-XT8 
5668-009 


PMOL 
5798-CFT 


SPOOLING 
5666-273 


PPS 
5747-CJ2 
5744-DA1 


SPPS II. 
5735-D16 


SPREADSHEET 
5798-RRW 
+5713-AGL 
6317-004 
5601-190 
5601-330 


SPX 
+5758-001 
SQC/SPC 


+5758-HIB 
+5758-HIP 
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(Continued 
Spelling Skills 


Level I LAN Pack 
Level I School Pack 
Level I Single Pack 
Level II 
Level II School Pack 
Level II Single Pack 
Level III LAN Pack 
Level III School Pack 
Level III Single Pack 


Spelling: 
Shelling: 
Spelling: 
Spelling: 
Spelling: 
Spelling: 
Spelling: 
Spelling: 
Spelling: 


PANVALET tm (SPF) 
Structured Programming Facility 
System Productivity Facility 


Source Program Maintenance Online 
POWER/VSE V2.3 


3650 Programmable Store System SPPS 
3650 PSS SPPS II 


3650 Subsystem Program Prep Support II 


Electronic Spreadsheet 

Lotus 1-2-3/ 

Personal Decision Series, Upg to Plans+ 
SAMNA PLUS IV Bar User 

SAMNA PLUS IV for AIX PS/2 


SPX Base-line Pkg. 


ONSPEC SQC/SPC 
ONSPEC SQC/SPC Standalone 


SQL 
5668-899 
5668-948 

+5601-408 
5709-008 
5709-009 
+5601-370 
5758-TAW 
5709-003 
5709-004 
5709-005 
5709-007 
5709-006 


5798-DXT 


SQL 1.1 
5669-058 


SQL*NET 
5713-AFR 


SQL/DB2 
5668-897 


SQL/DS 
+5685-105 
5668-899 
5798-DLL 
5665-465 
5664-362 
5666-292 
5798-DPJ 
5688-004 
5798-DQL 


SQL/88 
5732-037 


KEYWORDS - ALPHABETIC SEQUENCE 


APL2 Ver.1 Rel.3 

Batch Terminal Simulator 

Embedded SQL Preprocessor for FORTRAN 
Embedded SQL Preprocessor for FORTRAN 
Embedded SQL Preprocessor for Pascal 
Embedded SQL Preprocessor V6 

IFS eae ee SQL Access . 

INGRES RDBMS 

INGRES / APPLICATIONS 

INGRES /NET 

INGRES /PCLINK 

INGRES/STAR 

System/88 SQL APT-EDIT 

System/88 SQL APT-LIBRARY 

System/88 SQL C Precompiler 

Sor, Data System 

SQL Workshop Cartridge 

SQL Workshop Diskettes 

SQL Nee enere 9/1600 Tape 

oars SQL Server 


nterpreter Interface to SQL 
Structured Query Language/RT Data Base 
SQL*NET TCP/IP Protocol Device Driver 
Info Center/1 


a ea ae 

PL2 Ver.1 Rel.3 

Data Base Edit 

DCP/MVS 

DCP/VM 

Query Management Facility 
Structured Query Language / Edit 
Structured Query Language V2R1 
SQL/DS Relational Design Tool 


SQL/88 Data Workbench 


Keywords - Alphabetic Sequence 


SQL/88 
6552-036 


SSP 
5727-SS1 
5727-SS6 


SSS 
5747-CC6 
5744-CJ1 


TAIRS 
5664-189 


STAIRS/VS 
5799-AQL 
5799-AQK 
5740-XR1 


STAND - ALONE 
5747-D8S1 


STANDALONE 
5668-828 
+5758-HIP 
5793-AAN 


NDARD 

5688-092 
6024-926 
6024-930 


STAT /PROTRAN 
+5 


58-134 
+5758-116 
+5758-133 
+5758-115 


STATISTICAL 
5796-ATG 


STATISTICS 
5785-DDN 
+32F8~-348 
32F8~-272 
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(Continued) 
SQL/88 SQL Server 


eyeuee Support Program 1.5.1 
SYS/36 System Support Program 5.1 


Subsystem Support Services 
System Support Services 


Storage & Information Retrieval System 


STAIRS/VS Thesaurus Generator 
STAIRS/VS Thesaurus Retrieval 
STAIRS/VS V1R5 


ICKDSF Stand-Alone 


CATIA RR Basic 3D Design - Standalone 
ONSPEC SQC/SPC Standalone 
Waterloo PC Network Standalone Server 


Industry Standard Plotting Commands V2 
OS/2 Standard Edition V1.2 3.5 Media 
O0S/2 Standard Edition V1.2 5.25 Media 


STAT/PROTRAN (30XX) Com. 
STAT/PROTRAN (43XX 937K Can, 


STAT /PROTRAN ae Aca. 
STAT/PROTRAN (43XX&937X)Com. 


CADAM (R) Statistical Data Module 


Periodicals Control System R4 
Personal AS (Statistics) V2.0 
Personal AS V1.0 Statistics 


TATNET 
5758-IAB 


TATUS 
5668-968 


STATUTORY 
5793-ABF 

STEELWORK 
5612-116 
5612-016 
5613-016 


STEPLIB 
5798-DZW 


STORE 


49F4-810 


Keywords - Alphabetic Sequence 


KEYWORDS - ALPHABETIC SEQUENCE 


_ STATnet System Manager 


TORES . 
5735-XR2 


STORYBOARD 
Financial Status P&L Balance Sheet R3 49F4-704 
+73F6-011 
Attorney Practice - Statutory Dates STRATEGIC 
5798-RPT 
CATIA Structural Design & Steelwork STRIPE 
CATIA Structural Design & Steelwork V3 5799-TAJ 
CATIA Structural Design & Steelwork V3 
! STRUCTURAL 
D Steplib Facil 2612-016 
amic Stepli acilit = 
as of . 5613-016 
5709-012 
Chain Drug Store Sales 
COBOL 3650 Programmable Store System STUDENT 
COBOL 3650 Programmable Store System 5706-009 
EDX Store Item Management 5706-007 
IBM 4684 Store Application Toolkit 5706-006 
IBM 4684 Store Runtime Support System 5706-008 
IBM 4684 Store Sales Application V1.1 5796-TCG 
peolicage | - Programmable Store System 5796-TDK 
Retail Store System Host Support 5796-TDL 
Store System Installation Aids 5706-078 
Store System Installation Aids 5706-080 
3650 Programmable Store System SPPS 5706-079 
3650 Retail Store System 5706-082 
3650 Retail Store System 5706-083 
3650 Retail Store System 5706-081 
3650 Store Data Management 5796-ZGC 
3650 3680 Programmable Store System Hos 5706-153 
3650 3680 Programmable Store System Host 5706-157 
3660 Supermarket Store System 5706-166 
3660) Supermarket Store System 5796-TCF 
3680 Store Systems Administration 5796-ZNK 
3680 Store Systems Sales Application 5706-151 
468(0' Store Management Application 5706-156 
4680 Store System Regression Tester 5706-164 
4684 Store Application Toolkit R1.1 5796-TCA 
4684 Store Runtime Support System V1.1 5796-ZPR 
5796-ZPT 
3-146 


Advanced Data Communication for Stores 


Storyboard Plus V2.0 
Storyboard Plus V2.0 LAN Pack 


Strategic Profit Model II 
CPS 4991-201 Magnetic Stripe Card Reader 


CATIA Structural Design & Steelwork . 
CATIA Structural Design & Steelwork V3 
CATIA Structural Design & Steelwork V3 
Structural Application 


AS/400 CIMS III Student Attendance Sys 
AS/400 CIMS III Student Grading System 
AS/400 CIMS III Student Henagescnt Sys 
AS/400 CIMS III Student Sche ni ins Sys 
Guaranteed Student Loan/Pell Trackin 
S/36 PC Career School Admin. System Fr 
S/36 PC Career School Admin. System II 
S/38 Application Control System 
S/38 Employee Management Byseen 
$/38 Financial Management hada 

3 Fixed Asset Inventory gecen 
S/38 Student Administration System 
S/38 Warehouse Inventory System 
School - Student Attendance System 
Student Accounts Payable 
Student Accounts Payable 
Student Accounts Payable 
Student Accounts Payable 
Student Evaluation System 
Student Financial Tracking 
Student Financial Tracking 
Student Financial Tracking 
Student Financial Tracking 
Student Grading System 
Student Management System 


STUDENT 

5706-120 
5706-125 
5706-160 
5796-TCD 
5796-ZPQ 
5706-052 
5706-050 
5706-049 
5706-051 


SUBROUTINES 
5798-DXR 


SUBSCRIPT 
5796-ZDC 


SUBSCRIPTION 


5796-ZJH 
5796-ZJIC 


SUBSET 
5668-754 


SUPER. /LOGGER 


+5758-339 
+5758-340 


SUPER-C 
5796-PLZ 


SUPERINTENDANT 


+5758-HID 


SUPERMARKET 
+5728-CF1 
5747-BK1 
5748-D21 
5744-BR2 
5747-BK2 
5744-BR1 
5669-032 


SUPERMARKETS 


5796-RJT 


KEYWORDS 


(Continued) 

Student Recruitment 

Student Recruitment 

Student Recruitment 

Student Recruitment 

Student Scheduling System 

SYS/36 CIMS III Student Attendance Sys 
SYS/36 CIMS III Student Grading System 
SYS/36 CIMS III Student Management Sys 
SYS/36 CIMS III Student Scheduling Sys 


GDDM Graphic Subroutines 
EDX Subscript 


Membership Subscription Fulfillment 
Subscription Fulfillment Trade Assn 


ACF / Network Control Program V4 Subset 


Alarm Super./Logger R-T DOS 
Alarm Super./Logger R-T OS2 


Source Compare Audit Utility 
ONSPEC Superintendant 


Point-of-Sale Communications Utility 
Supermarket St boda Host 

3650 Supermarket Environment 

3660 Supermarket Store System 

3660 Supermarket Store System 

3660 Supermarket System - Host Support 
4680 Supermarket Application 


EDX Energy Management - Supermarkets 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


SUPERVISOR 
5719-XS6 
75X3-283 


SUPERVISORY 
5685-003 


SUPP DOS 
+5758-210 


SUPPORT/36 
5727-WS1 
5727-WS6 

SUPPORT/38 
5714-PC1 

URFACE 
6024-123 

SURFACES 
5612-106 
5612-006 
5613-006 


SURGERY 
5796-PRJ 


SVCS/PC 
6476-149 

SWAPPING 
9799- 

SWEDISH 
32F8-287 


5686-019 
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Basic Supervisor and Emulator V6.1 

EDX Basic Supervisor and Emulator Ver. 4 
Geo-Information Workstation Supervisor 
Geo-Information Workstation Supervisor 


X.25 SNA Network Supervisory Function R2 
200-080/Mult ARTIC Supp(DOS) 


PC Support/36 
PC Support /36 


bh 


eo ee 
Ded 


PC Support/38 1.7.0 
Surface Water - Earth Science Series 


CATIA Advanced Surfaces for RT PC 
CATIA Advanced Surfaces V3 
CATIA(tm) Advanced Surfaces Ver.3 


PCS Surgery Reporting 

Personal Svcs/PC Ver.1.3 to DISOSS/370 
Cache Analysis Aid Version 4 - 3880 
Swedish Dictionary 


MERVA/370 MVS/CICS 
MERVA/370 MVS/IMS 
MERVA/370 VSE/CICS 


KEYWORDS - ALPHABETIC SEQUENCE 


SWIFT II Bae a SYNON/2E scone saved) 
5685-094 MERVA/370 MVS/CICS 5758-SYD Synon/2E FOR RPG 1/4 
5685-095 MERVA/370 MVS/IMS 
5686-019 MERVA/370 VSE/CICS SYNONYMS 
bee 5714-DCT Language Dictionaries 
32F8-294 German (Swiss) Dictionary SYS PROGRAMMER 
euaaay 5688-044 Realtime Interface Co-Processor Services 
5758-DDA Connex Foundation Switch SYS/36 
_ 5758-DDB Connex Full Switch 32F8-399 AS/400 System Using the System/36 
5758-SFE ON/2 Switch Application 32F8-401 AS/400 Syaren Using the System/38 
5665-428 3728 Matrix Switch Host Facility 5727-MG1 AS/400 SYS/36 ee eee Aid 
: 5727-ZPY Federal W-2 Mag Media Reporting Sys/36 
SWITCHING 5727-009 Federal W-2 Mag Media Reporting Sys/36 
5798-RHF oe ae rece 8 System 5709-035 SYS/36 Construction Inventory 5.95" 
5668-981 X.25 NCP Packet Switching Interface 4.3 5706-046 SYS/36 CIMS III Employee Management Sys 
5706-045 SYS/36 CIMS III Financial Management bys 
SX1/EXPANDED 5706-048 SYS/36 CIMS III Fixed Asset Inventory 
+5758-007 SX1/Expanded SCADA Pkg. 5706-052 SYS/36 CIMS III Student Attendance Sys 
5706-050 SYS/36 CIMS III Student Grading System 
SX2/R-T 5706-049 SYS/36 CIMS III Student Management Sys 
+5758-020 SX2/R-T Expanded SCADA Pkg. 5706-051 SYS/36 CIMS III Student Scheduling sys 
. 5706-047 SYS/36 CIMS III Warehouse Inventory Sys 
SY-TOS 5727-006 SYS/36 Education Series . 
37F6-335 SY-TOS V3 ints PS/2 & AIX/RT) 5727-004 SYS/36 Introduction - Data Communication 
37F6-334 SY-TOS V3 (DOS & O0S/2) 5727-001 SYS/36 Introduction and Operations 
5727-LC6 SYS/36 LAN Communication 
SYNCHRONOUS 5727-003 SYS/36 Professional and OFfice Su ort 
6024-187 DisplayComm Binary Synchronous Communica 5709-036 SYS/36 Property Management 5. DS 
5796-ZQL SYS/36 PSA-Business Licenses&Fees 
SYNON 5796-ZQP SYS/36 PSAS Accounts Receivable 
5758-SYF Synon/2E FOR COBOL RPG 1/4 5796-ZQB SYS/36 PSAS - Bus. Licenses & Fees 
5758-SYB Synon/2E FOR COBOL 1/2 . 5796-ZQQ SYS/36 PSAS Voter Registration 
5758-SYE Synon/2E FOR COBOL 1/4 5796-ZQD SYS/36 PSAS-Accounts Receivable 
5758-SYC Synon/2E FOR COBOL, RPG 1/2 5796-ZQC SYS/36 PSAS-Fixed Assets Control 
5758-SYA Synon/2E FOR RPG 1/2 5796*ZQN SYS/36 PSAS-Fixed Assets Control 
5758-SYD Synon/2E FOR RPG 1/4 5796-ZQF SYS/36 PSAS-Records Indexing 
5796-ZQR SYS/36 PSAS-Records Indexing 
SYNON/2E 5796-ZQK SYS/36 PSAS-Stores Inventory Control 
5758-SYF Synon/2E FOR COBOL RPG 1/4 5796-ZQE SYS/36 PSAS-Voter Registration 
5758-SYB Synon/2E FOR COBOL 1/2 5727-SS6 SYS/36 System Support Program 5.1 
5758-SYE Synon/2E FOR COBOL 1/4 5727-002 SYS/36 Systems Design and Implementation 
5758-SYC Synon/2E FOR COBOL, RPG 1/2 5709-037 SYS/36 Time & Material Service Billing 
5758-SYA Synon/2E FOR RPG 1/2 5727-007 Workfolder Application Facility 
Keywords - Alphabetic Sequence 3-148 


SYS/370 
709-026 
5709-025 
5706-053 


5750-AAK 
5686-010 


SYS/38 
714-MG1 
5728-DB1 
5727-Z2PZ 
5714-AA4 


SYSTEM ADI 
5758-SAC 
5758-SAB 
5758-SAA 


SYSTEM/6000 
+5706-291 
+5621-013 


SYSTEM/88 
5732-025 
5732-026 
5732-019 
5732-012 
5732-023 
5732-011 
3573-030 
5732-030 


KEYWORDS - ALPHABETIC SEQUENCE 


Ada Compiler MVS 

Ada Compiler VM/CMS 

Ada Cross Compiler VM to MVS 

Ada Run-Time Library MVS 

Ada Run-Time Library VM/CMS 
eRe On Support Facility VSE 
TSO/E V2 


veer System Offering R5 
VSE Office Productivity Facility V1R1 


AS/400 SYS/38 Migration Aid 

AS/400 SYS/38 Utilities 

Federal W-2 Mag Media Reporting Sys/38 
SYS/38 Financial Transaction Process. 


Cemetery-5360 
Cemetery-5362 
Cemetery-5363 


AIX Ada/6000 
AIX Sr A ee Subroutine Library/6000 
VS COBOL Compiler/6000 
AIX VS COBOL Run Time Environment/6000 
AIX V3 for RISC System/6000 

XL FORTRAN Compiler/6000 
AIX XL FORTRAN Run Time Environment /6000 
AIX XL Pascal Compiler/6000 
AIX XL Pascal Run Time Environment /6000 
Seas Graphics Interface Toolkit/6000 
INGRES VS for AIX for RISC System/6000 
JSB MultiView for AIX 


Advanced Program to Program Comm R5 
Communications & Systems Management R5 
Personal Computer Terminal Support R5 
System/88 BASIC R5 

System/88 C R5 

System/88 COBOL R5 

System/88 Distributed System Services R5 
System/88 Distributed System Services R5 


Keywords - Alphabetic Sequence 


SYSTEM/88 


5732-007 
5732-014 


+5732-039 


5732-008 
5732-009 


TABLE 


5798-DNG 
5668-815 
5668-998 


TAILORING 


49F4-739 
49F4-740 


APE 
5796-AHT 


30F5-280 
30F5-278 


+64F6-930 


5798-DRY 


(Continued 


System/88& 
System/88& 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88& 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88& 
System/88 
System/88 
System/88 
System/88 
System/88& 


CPCS Sort 


orms Management System R5 
FOR R5 
Intn 1 Funds Transfer Sys R1.0 
Network File System 
heer oe ge 
erating System 
ORACLE VERI 
Primary SNA R5 
Programming Editor R5 
PASCAL R5 
PL/I R5 
Remote Job Entry R5 
Secondary SNA R 
a ympenes Depuee Te Aid R5 
SDLC Protocol Support R5 
SNA Cluster Controller R5 
SNA Interface Support R5 
SNA Token-Ring Link Manager R6 
SNA-3270 Terminal R5 
SQL APT-EDIT 
SQL APT-LIBRARY 
SQL C Precompiler 
Text Editor R5 
TCP/IP R1 
X.25 Networking Facility R5 
X.29 Networking Facility R5 


Table Generator 


Routing Table Generator 
3644 Parameter Table Generation Facility 


0S/400 Structure Tailoring Basic Tuning 
05/400 Structure Tailoring Basic Tuning 


IMS Log Tape Management System 

PS/2 Internal Tape Backup Conv. Kit 
ae Internal Tape Backup Program 
SQL Workshop 9/1600 Tape 

Tape Automation for Production VSE 


TAPE UTILITY 
37F6-335 SY-TOS V3 (nix PS/2 & AIX/RT) 
37F6-334 SY-TOS V3 (DOS & 0S/2) 
TARGET 
+5758-TD8 TIP-DART 
TASCO 7 
5758-TAI Gateway Host Access 3270 
5758-TAJ Gateway Host Access 5250 
5758-TAW IFS Program- SQL Access 
58-TAE Labor Reporting & Work 
5758-TAC Labor Time Adjustment 
5758-TAM LFI/2 Data Collection 
58-TAR LFI/2 DINA file Manager 
5758-TAO LFI/2 Gateway Host 3270 
Bec cean LFI/2 MAP Gateay 3.0 and MMS 
5758-T LFI/2 Network Configuration 
5758-TAP LFI/2 S/370 ECF Comm. 
5758-TAL MAP Gateway 3.0 and MMS 
5758-TAH Network Configuations 
5758-TAF Ys etclcgghe en Atha ie Routing 
5758-TAG Plant Routing Traveler 
5758-TAA PlantMaster/2 Basic Support 
5758-TAK 8/370 ECF Communication 
5758-TAB Time & Attendance 
58-TAD Time Balance & Cost Alloc. 
5758-TAU TEC/2 Terminal Emul. (Site) 
5758-TAT TEC/2 Terminal Emulation 
5758-TAV TEC/2 TECNET Support 
TASKSTATION 
5758-ISD TaskStation 
TATA 
§758-TTID Honeywell DPS to COBOL (MVS) 
5758-TTB Honeywell DPS to COBOL Ma) 
5758-TTC Unisys Series to COBOL (MVS) 
5758-TTA Unisys Series to COBOL (VM) 
AX 
5796-PXK Land Ownership Tax Mapping 
TAX EXEMPT 
5796-ZJE Membership Data Base 


Keywords - Alphabetic Sequence 


KEYWORDS - ALPHABETIC SEQUENCE 


TAX EXEMPT 
5796-ZHZ 


pot DEVEREED 


5798-RWF 
5798-RWH 


TAXONOMY : 
6024-416 
6024-446 


TBL 
+5758-TO1 
+5758-T03 
+5758-T04 
+5758-TO5 
+5758-T02 
+5758-T11 
+5758-T13 
+5758-T14 
+5758-T12 
+5758-T06 
+5758-T08 
+5758-T09 
+5758-T10 
+5758-T07 
+5758-T16 


+5758-T15 
TBS SOFTWARE 
+5758-TB2 


+5758-TB3 
+5758-TB1 


CAM 
5667-124 
5665-314 
5668-947 


CF 
5713-AFK 
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(Continued) 
Membership Data Base - Trade Assn 


Payroll 401K Tax-deferred Savings Plan 
401K Tax-deferred Savings Plan 
401K Tax-deferred Savings Plan 


Taxonomy: Classification & Organization 
Taxonomy: Classification & Organization 


the RT Qty 1-8 
RT Qty 17-24. 
RT Qty 25-32 
RT Qty 33-64 
: 9-16 


9 
COPIES PS/2 y17-24 
COPIES PS/2 Qty25-32 
COPIES/ PS/2 Qty 1-8 
CDSR-Personal ‘Services DSR 


DDSR-DISOSS DSR 
HUPDATE nar 


ACF/Network Control Program Version 3 
ACF/TCAM - Version 3 
Network Communications Control Facil V2 


AIX PS/2 Transparent Computing Facility 


TCF-AF 
5740-XXD 


TCP 
_75X3-271 
75X3-269 
cs 
5734-F31 
TCS-ACF 
5740-XY3 
TDD __. 
+57F1-954 
TDSP 
5798-RWF 
5798-RWH 


TEACHER'S 


5758-TAV 


TECHLIB-ECL 
5758-5878 


TECHLIB-FAST 
5758-877 


TECHLIB-HCMOS 


5758-S76 


TECHLIB-TTL 
5758-S75 


TECHNICAL 
5706-119 
5706-124 


KEYWORDS - ALPHABETIC SEQUENCE 


Telecommunications Control System 


Transmission Control Protocol 3.5" Diske 
Transmission Control Protocol 5.25 Disk 


Telecommunications Control System 


ACF Telecommunications Control System 


. PhoneCommunicator V1.0 


401K Tax-deferred Savings Plan 
401K Tax-deferred Savings Plan 


PALS 1.0 Teacher's M ual 
VALE Version 1.00 - ‘leacher s Manual 
Writing to Read Teacher s Manual 


TEC/2 Terminal Emul. (Site) 
TEC/2 Terminal Emulation 
TEC/2 TECNET Support 


TechLib-ECL 
TechLib-FAST 
TechLib-HCMOS 
TechLib-TTL 


Graduate Placement 
Graduate Placement 


Keywords - Alphabetic Sequence 


TECHNICAL 
5706-121 
5706-126 
6280-212 
5706-123 
5706-128 
5706-127 


6314-143 


TECHNIQUES 
5798-RPQ 


TECHNOLOGY 
+5758-HIN 


TECNET 
5758-TAV 


TELECOMMUNICATI 
5740-XY3 


TELECONFERENCE 
5664-296 


TELEDYNE BROWN 


5758-TBA 
5758-TBB 


TELEMARKETING 


+5758-E14 
+5758-E17 


TELEPHONE 
59799-TFY 
5798-NXX 


arl5d 


(Continued) . 

Loan and Grant Tracking 

Loan and Grant Tracking 

0S/2 Technical Reference 1.1 
Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 
Registration Attendance and Grading 
Registration, Attendance and Grading 
Student Recruitment 

Student Recruitment 

VM/PC Bond Technical Coordinator SuptPkg 


Data Base Techniques 
ONSPEC Technology Pak 
TEC/2 TECNET Support 


ACF Telecommunications Control System 
Basic Telecommunications Access Method 
Direct Telecommunication Network Link R2 
Direct Telecommunication Network Link R2 
Direct Telecommunication Network Link R2 
Telecommunications Control System 
Telecommunications Control System 


Cooperative Viewing Facility Version 2 


335.) 


AVES 3°35 


RVTS 


Telemarketing Module 
Telemarketing Module LAN 


EDX Telephone Message Management System 
Touch-Tone - Audio Support 


TELEPHONY 
+5798-RXP 


TELEPROCESS ING 


5688-121 
— §662-262 


LEX 
5665-411 
5665-412 
5666-344 


TELLER 
5796-BBH 
5796-AZX 
75X3-232 
75X3-233 
53758-SFC 


3796-BBG 


5798-DXY 
5668-751 
TELNET ° 
+5732-048 
TEMPERATURE 
6024-474 


TEMPLATES 
+5758-HIO 


TESTER 
5601-204 


TEXT EDITOR 
5798-RRB 


TEXT FORMATTER 
-5785-RAA 


TEXT RETRIEVAL 


5601-330 


XTREADER 
81X6-801 


KEYWORDS - 


AS/400 Telephony Application Services 


Teleprocessing Network Simulator V3 
Teleprocessing Network Simulator 2.4 


Direct Telecommunication Network Link R2 
Direct Telecommunication Network Link R2 
Direct Telecommunication Network Link R2 


Automated Teller Host Enhancements 

Bank Teller Ap - Commercial Extensions 
Consumer Transaction Definition V1.1 
Consumer Transaction Runtime V1.1 

ON/2 Manned Teller Apps: 

3624 Teller Machine IMS/VS Host Support 
4700 Advanced Bank Teller Application 
4700 Resource Manager - Teller Applicatn 


File Transfers & TELNET Protocols Rl 
Concept Devt: Heat, Temperature & Graphs 
ONSPEC I/O Templates 

4680 Store System Regression Tester 

667() Information Distributor 

DPPX Distb Document Formatting Facility 
SAMNA PLUS IV for AIX PS/2 | 


TextReader Version 1.0 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


TEXTTAGGER 
+5706-257 


TEXTWRITE 


+5706-258 
+5706-259 


TFS 
5713-AFD 


THAI | 
+5771-AEN | 


ORY 
6024-471 


THERMAL 
6024-405 


SAURUS 
5714-DCT 
5799-AQL 
5799-AQK 
THIRD GRADE 
+6280-354 


+6280-355 
+6280-356 


TI 
+5601-151 


TICKET 
+5758-D32 


TICKETING 
5736-T11 


TIER1 MVS 
+5758-C03 


TIER2 MVS 
+5758-C10 
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Publishing Systems TextTagger 


SGML TextWrite OS/2 Edition. 
SGML TextWrite Tools OS/2 Edition 


AIX PS/2 Text Formatting System 

AFP Thai Font 

Theory Formation: Reflections & Patterns 
Investigating Thermal Energy 


ay ors e Dictionaries 
STA RS/VS. Thesaurus Generator 
STAIRS/VS Thesaurus Retrieval 


Exploring Measurement ,Time,and Money II 
Exploring Measurement ,Time,and Money II 
Exploring Measurement,Time,and Money II 


Communication Protocol Programs/A 
Barcode Ticket Prting. (S/36) 

Fare Quote / Ticketing 

Facility Inv. (Tier1,MVS) 


Facility Inv. (Tier2,MVS) 


TIF 
5798-CWF 


TIME 
5706-035 
+5601-259 
+5601-266 
+5601-251 
5706-025 
5746-F63 
6024-870 
6024-871 
6024-872 
5685-019 


+5758-L57 
5758-TAD 
5798-CWF 
5758-LSD 
5758-LSC 


TIME MANAGEMENT 


5798-DLP 
5798-DQJ 


IMER 
+5758-335 
+5758-336 


TIMES 
5771-AC 
5771-AC 
5771-AAR 


KEYWORDS - ALPHABETIC SEQUENCE 


Time Initiated Input Facility 


AIX PS/2 VS COBOL Run Time Environment 
AIX VS COBOL Run Time Environment /6000 
AIX XL FORTRAN Run Time Environment /6000 
AIX XL Pascal Run Time Environment /6000 
AIX/RT VS COBOL Run Time Environment 
Commercial Bank Time Deposit Certificate 
Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money L1V1 
pyplorsng Measurement Time & Money L1V1 
IB EBROE a Time Deposit Accounts 

IX RM/COBOL tm Run Time Interpreter 
Labor Time Adjustment 

Response Time Measurement Facility 
Response Time Measurement Facility 

Spec ae. Real Time Operating System V2R2 
SYS/36 Time & Material Service Billing 


Time & Attendance 

Time & Expense (AS400) 

Time & Expense AS/400 

Time & Expense AS/400 

Time & Expense AS/400 

Time & Expense AS/400 

Time & Material / Service Billing 


Time Accural Module B29) 
Time Balance & Cost Alloc. 
Time Initiated Input Facility 
Time Management System/34-36 
Time Management System/36-PC 


Personal Manager 
Personal Manager 


Int. & Event Timer R-T DOS 
Int. & Event Timer R-T OS2 


Monotype Times New Roman Cyrillic tm 
Monotype Times New Roman Language Extens 
4250 Monotype Times New Roman tm 


Keywords - Alphabetic Sequence 


TIP 
+5758-L58 


TIP-DART 
+5758-TD8& 


TIRS 
+5621-003 
+5621-004 
+5688-171 
+5688-170 
+5621-006 
+5621-005 


TISSUES . 
6024-407 
6024-437 


TIWAY TM 
5719-THA 


TMMS /ROLM 
5799-THK 


TMS /36 
727-TX1 


TMS a6 UPGRADE 


27-WP1 


TNM 
+70F9-235 
5601-209 


TOKEN-RING 
1642-003 
+5730-079 
+5728-TC1 
5706-113 
5706-172 
83X9-100 
84X0-062 
84X0-081 
84X0-076 
84X0-061 
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Tip Allocation Module (S/38) 
TIP-DART 


AD/Cycle - TIRS Development/2 
AD/Cycle - TIRS Runtime/2 
AD/Cycle TIRS Builder/3/70 
ran oe TIRS Runtime/370 
AIX/RT TIRS Development 
AIX/RT TIRS Runtime 


Cytology & Histology: Cells & Tissues 
Cytology & Histology: Cells & Tissues 


EDX to Texas Instruments (R) Controllers 
EDX TMMS/ROLM CBX 9000 Interface 

Text Management System 

DisplayWrite/36 1.5.1 


EOC Functions for IDNX or TNM 
Transmission Network Manager 


Asynchronous Server for Token & PC Netwk 
AS/400 Electronic Filing Cabinet 

AS/400 TCP/IP Connectivity Utilities 
Data Interpretation Sys Host Client Rl 
Data Interpretation Sys LAN Services Rl 
LAN Manager 1.0 

PC Local Area Network Program Ver. 1.3 
PC Local Area Network Fnogram Ver. 1.3 
PC LAN Version 1.3 3.5 Media 

PC LAN Version 1.3 5.25 Media 


TOKEN-RING 
96X5-860 
9727-WS1 
5727-WS6 
32F8-221 
25F5-944 

~5719-EAC 
5727-LC1 
+5732-057 
6476-039 
16F0-493 
83X8-880 
+70F9-313 
6476-046 
83X7-465 


5601-232 
TOLERANCE 
+5614-002 


TOOL 
-5660-286 
5798-RXE 
+5685-136 
5798-RLT 
+5758-HII 
5799-BJK 


+70F9-248 


TOOLKIT 
5669-067 
5669-050 
6280-203 


KEYWORDS - 


(Continued) a 

PC Network Bridge Program 

PC Support/36 1.5.1 

PC Be ort/36 1.5.1 

PC/HOST FTTERM V2.1 

Remote PrintManager V2.0 . 

Ser:ies/1 EDX Token-Ring Interface P 
System/36 Local Area Network Communicatn 
System/88 SNA Token-Ring Link Manager R6 


-Token-Ring Network Basic I/O System 1.1 


Token-Ring Network Bridge Program V2.1 
Token-Ring Network Bridge Upgrade 1.1 
Token-Ring Network Course 

Token-Ring Network Manager 

Token-Ring Network Manager Ver. 1.1 
Token-Ring Network Trace & Control Prog 
Token~Ring PC Network Interconnect Progr 
Transmission Contrli Protocol/Intrnet Prt 
TCP/IP V1.0 for OS/2 for 3.5), 

TCP/IP V1.0 for OS/2 for 3.5 w/Source 
TCP/IP V1.0 for OS/2 for 5.25, 

TCP/IP V1.0 for OS/2 for 5.25 w/Source 
8232 LAN Channel Support Program 


© 


Valisys Tolerance Analysis 


DPPX Performance Tool Version 2 
FORTRAN Translation Tool 

MVS/Central Node Administration Tool Rl 
Network Configuration Tool 

ONSPEC Batch Tool Kit. 
Performance Measurement Tool 

PC PLAN/36 Performance Tool 


Software Analysis Test Tool V1 


SQL/DS Relational Design Tool 
Tool Trak 


VSE Performance Tool 
Workstation Interactive Test Tool V1 


CSOS Programmers ToolKit V2 
Graphics Development Toolkit 
Graphics Development ToolKit 1.2 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


TOOLKIT 
6280-204 
38F0-026 

+5758-034 
5688-029 
6280-202 
6280-211 
6024-774 
6024-858 
6024-866 
+26F2-113 
—+26F2-114 
6280-368 
6024-454 
5688-043 
49F4-808 


OOLS 
5728-PW1 
5728-PT1 
5709-032 
5668-856 

+34F3-070 
6024-929 
5799-CJL 
+5685-093 
+5706-259 


TOPVIEW 
6024-454 
6024-453 
6024-475 


TOSHIBA 
5758-S20 


TOTAL 
5360-D2Y 


TOUCH-TONE 
5798-NXX 


TOUCHSTONE 
5758-EIA 
5758-EIB 
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(Continued) 

Graphics Development ToolKit 1.2 Upgrade 
IBM 4684 Store Application Toolkit 
ITX/Adv. I/0 Driver Toolkit 

Numerical Control Toolkit 

OS/2 Graphics Development Toolkit 

OS/2 Programmer Toolkit 1.1 

PC Math Exploration Toolkit V1 

PC Math Exploration Toolkit V1 _ 

PC Math Exploration Toolkit V1 

PNA Toolkit V1.0 

PNA Toolkit V1.1 . 

PS/2 RPG II Application Toolkit V1.1 
copy ice Programmer s Toolkit 1.1 

3890/XP Toolkit I Run Profile & Endorse. 
4684 Store Application Toolkit R1.1 


Rage: Development Tools 
AS/400 Performance Tools 

EMCS Advanced Function Management Tools 
IMS/VS System Utilities DataBase Tools 
Microprocessor O0S/2 Development Tools 
OS/2 Programming Tools and Information 
Series/1 Outboard Pile ag Tools PRPQ 
Syetes Utilities/Data Base Tools V2R1 
SGML TextWrite Tools OS/2 Edition 


Topview Programmer's Toolkit 1.1 
Topview 1.1 
Topview 1.1.2 


TOSHIBA 
Total System Package 
Touch-Tone - Audio Support 


Touchstone (3-33 
Touchstone (5.25 


TO17-32 RT DL 
+5758-U40 
+5758-U48 
+5758-U38 


TO17-32 RT RL 
+5758-U90 
+5758-U89 


TO33-64 RT DL 
+5758-U43 
+5758-U51 
+5758-U41 


TO33-64 RT RL 
+5758-U92 
+5758-U91 


TO65+ RT DL 
+5758-U61 
+5758-U64 
+5758-U59 
+5758-U62 


TO065+ RT RL 
+5758-UA5 
+5758-UA4 


TPF 
6476-174 
+5706-196 
5748-T13 


TPMS 
+5758-U14 
+5758-U15 
+5758-U16 
+5758-U17 
+5758-U18 
+5758-U19 
+5758-U08 
+5758-U09 
+5758-U10 
+5758-U11 
+5758-U12 


ACCELL IDS 1-8 Tol7-32 
ACCELL/CP 9-16 Tol7-32 


ACCELL/SQL 1-8 


ACCELL IDS 1-8 T 
ACCELL/SQL 1-8 T 


ACCELL IDS 1-8 
ACCELL/CP 9-16 
ACCELL/SQL 1-8 


ACCELL IDS 
ACCELL/SQL 


ACCELL IDS 
ACCELL IDS 
ACCELL/SQL 
ACCELL/SQL 


ACCELL IDS 
ACCELL/SQL 


Tol7-32 


17-32 To65+ 
33-64 To65+ 
17-32 To65+ 
33-64 To65+ 


17-32 To65+ 
17-32 To65+ 


KEYWORDS - ALPHABETIC SEQUENCE 


1-8 To033-64(RT)RL 
1-8 To33-64(RT)RL 


BIEL 
RT)RL 


Inter-System Control Facility/PC 
Transaction Processing 
Transaction Processing 


EMS & TPMS 
EMS & TPMS 
EMS & TPMS 
EMS & TPMS 
EMS & TPMS 
EMS & TPMS 


AS/400 Model 
AS/400 Model 
AS/400 Model 
AS/400 Model 


Keywords - Alphabetic Sequence 


AS/400 Model 


Facility Database 
Facility V3R1 


TPMS 
+5758-U13 


TPN 
+5758-C54 
+5758-C55 
+5758-C56 
+5758-C57 


PS 
5732-006 
TRACE 
5799 -WXD 
6410-971 


5798-CQQ 
36K5-763 


TRACK 
6024-023 

TRACKER 
5740-DC4 

TRACKING 


5740-DC1 
5796-TCG 


5796-TCA 


37155 


(Continued) 
TPMS (AS/400 Model B70) 


TPN (MF 200-499) 
TPN (MF 500+) 

TPN (9370 200-499) 
TPN (9370 500+) 


TPS Transaction Processing Services R5 


CICS/VS Trace Transform Version 2 

FOR 77 Interactive Compiler 
Generalized Trace Facility Analysis 
Token-Ring Network Trace & Control Prog 


FACT TRACK tm 
Change Tracker 


Change Management Tracking 

Guaranteed Student Loan/Pell Tracking 
Loan and Grant Tracking 

Loan and Grant Tracking 

Loan and Grant Tracking 

MVS/ESA Folder Application Facility 
MVS/ESA Object Distribution Manager 
New Bus. Tracking Mod. 

New Business Tracking Module 

Project Tracking (S/38) 

Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 
Projected/Actual Payment Tracking 
Student Financial Tracking 

Student Financial Tracking 

Student Financial Tracking 

Student Financial Tracking 


ADE. 
5796-ZJA 
5796-ZJB 
5796-ZHZ 
5796-ZJID 

-— 5796-ZIC 


TRADITIONAL 
+5771-AFZ 
AK | 

5713-AEL 


TRANSCIENT 
6317-031 


TRANSCRIPTION 
5601- 


329 


TRANSFER 
5744-CG1 
5744-CG2 


5798-RWN 
-5799-BRQ 
5732-032 
5798-RRE 
5664-281 
5665-311 
5799-BWL 
5799-BWJ 
5799-BWK 


KEYWORDS - ALPHABETIC SEQUENCE 


Dues Assessment - Trade Assn 

Fund Raising/Development - Trade Assn 
Membership Data Base - Trade Assn 
Special Events - Trade Assn 
Subscription Fulfillment Trade Assn 


AFP recite ional eetnese Rent 
Tool Trak 

Engineering Simulation Program 
Transcription Assistant 


Batch Transfer Program 

Batch Transfer Program 

Batch Transfer Program 

Batch Transfer Program 

Bulk Data Transfer 

CICS to 3270-PC File Transfer Program 
Data Interfile Transfer, Testing, & Opr 
DPFX/SP to 3270-PC File Transfer 

File Transfer Express 

File Transfer Program Version 2.2 

File Transfer Program 2.2 

INmail tm INnet tm File Transfer Program 
MICRO CADAM Data Transfer 

MVS /Bulk Data Transfer 

MVS /Bulk Data Transfer Version 2 
NetView FTP MVS Base Program R1 

Plant Auto Comm Sys Mod Transfer Facilit 
RJE File Transfer - DPPX to PC 3270 Emu 
System/88 Intn 1 Funds Transfer Sys R1.0 
3101 Emulation and Document Transfer 
3270-PC File Transfer Program 

3270-PC File Transfer Program 

5550 File Transfer Program CICS(MVS,VSE) 
5550 File Transfer Program MVS/TSO 

5550 File Transfer Program VM/CMS 


Keywords - Alphabet:ic Sequence 


TRANSFERS 
+5732-048 


TRANSFORMER 
+5688-053 


TRANS TENT 
5719-CB6 
5719-PL6 
5666-277 
5734-1LM5 
5736-LM5 
5719-CB8 
5719-PL4 


TRANSLATION 


5799~-TBY 


TRANSLATOR 
+5756-008 
+5756-010 

5796-BEB 
+5756-009 
5684-025 


TRANSMISSION 
. 5798-FAL 


75X3-271 
75X3-269 
5601-209 


TRANSPARENCY 


5798-FAF 


TRANS PARENT 
5713-AFK 


‘TRANSPORT 


6024-320 
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File Transfers & TELNET Protocols Rl 
Dictionary Model Transformer Rl 


EDX COBOL Transient Library V2 

EDX PL/I Transient Library 

PL/I Transient Library 
PL/I Transient Library Release 5.1 
PL/I Transient Library R6 

RPS COBOL Transient Library V2 

RPS PL/I Transient Library V2 


DataInterchange System/36 | 
DataInterchange yer cules 
DataInterchange/MVS Rl 
DataInterchange/2 
DataInterchange/400 

FORTRAN Translation Tool 

RPS Address Translation Version 3 


Data Translator 

Data Translator Extension 
Fastdraft to IGES Translator 
IGES Translator 

SGML Translator DCF Edition 


Transmission Contrl pecrocos Avene. Prt 
Transmission Control Protocol 3.5 ,Diske 
Transmission Control Protocol 5.25 Disk 
Transmission Network Manager 


DataBase 2 VSAM Transparency 
AIX PS/2 Transparent Computing Facility 


Passive Transport, Diffusion and Osmosis 


TRANSPORT 
6024-389 


RAVEL 
5798-Z2ZE 


VELER 
5758-TAG 


TREND 
+5758-044 
+5758-045 


TRENDING 
+5758-013 
+5758-026 


TRUST /FUNDING 


+5758-S35 
+5758-S36 


Ss 
5601-277 


TSB 
+5758-TS4 
+5758-TS6 
+5758-TS5 
+5758-TS1 
+5758-TS3 
+5758-TS2 
+5758-TS7 
+5758-TS9 
+5758-TS8 


TSI 
+5758-T21 
+5758-T22 
+5758-T23 
+5758-T20 
+5758-T19 
+5758-TO1 
+5758-T0O3 
+5758-T04 
+5758-TO5 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 
Passive Transport, Diffusion and Osmosis 


EDX Communications Facility - Airlines 
Plant Routing Traveler 


200-030/Hist. Trend (Dos) 
700-030/Hist. Trend (0S/2) 


HTR/Historical Trending 
HTR2/Historical Trending R-T 


Trust/Funding B-30/40 
Trust/Funding B-50/60 


SEDF/2 TS V1 


HubView/PC AT Single Site 
HubView/PC AT Unlimited Use 
HubView/PC AT 2-5 Sites 
HubView/PC CDR Single Site 
HubView/PC CDR Unlimited Use 
HubView/PC CDR 2-5 Sites 
HubView/PC PLUS Single Site 
HubView/PC PLUS Unlimited 
HubView/PC PLUS 2-5 Sites 


Termi. Emu. 


PS/2 Qty 17-24 
Termi. Emu. 


PS/2 Qty 25-32 
Termi. Emu. PS/2 Qty 33-64 
Termi. Emu. PS/2 Qty 9-16 
Termi. Emulator/PS/2 Qty 1-8 
TBL for the RT Qty 1-8 
TBL for the RT Qty 17-24 
TBL for the RT Qty 25-32 
TBL for the RT Qty 33-64 


Keywords - Alphabetic Sequence 


TSI 


+5758-T02 
+5758-T11 
+5758-T13 
+5758-T14 
+5758-T12 
+5758-T06 
+5758-T08 
+5758-T09 
+5758-T10 
+5758-T0O7 
+5758-T16 
+5758-T17 
+5758-T18 
+5758-T15 


TSO 


5796-PNJ 
5798-DYX 
5665-346 
5798-DTL 
5798-CLW 
5734-UT1 


SO/E 
5665-396 


5665-285 
5685-025 


TTL 
5758-S18 
TTL/ 


L/LS 
5758-S16 


33/35 
5668-981 


TUBING 


5612-015 
5612-115 
5613-015 


TUNER 
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+5758-HIF 


(Continued) 

TBL for the RT Qty 9-16 
TBL for PS/2 Qty 1-8 
TBL for PS/2 Qty 17-24 
TBL for PS/2 Qty 25-32 


TBL for PS/2 gty 9-16 
TBL ADD COPIES /RT Qty 1-8 
TBL ADD COPIES /RT Qty 17-24 


/ 

TBL ADD COPIES /RT Qty 25-32 
TBL ADD COPIES /RT Qty 33-64 
TBL ADD COPIES y 9-16 

TBL ADD COPIES PS/2 Qty 9-16 
TBL ADD COPIES PS/2 Qty17-24 
TBL ADD COPIES PS/2 Qty25-32 
TBL ADD COPIES/ PS/2 Qty 1-8 


APL Data Interface II for TSO 
Personal Manager / TSO 

Personal Services / TSO R1.1 

TSO Host Server for PC XT/370 wre) 
TSO eat goa Control Facility II 
Utilities - TS 


ECF TSO/E Servers 
TSO/E $/370 R3 
TSO/E V2 


TTL, HD74HC 
TTL/LS 
X.25 NCP Packet Switching Interface 4.3 


CATIA Piping & Tubing V3 
CATIA Piping and Tubing for the IBM RT 
CATIA(tm) Piping & Tubing Ver.3 


ONSPEC Self Tuner 
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6024-076 
6024-109 


TUST/FUNDING 
+5758-S34 


TUTOR 
6024-297 


6024-327 


ORIAL 
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5798-DWW 


INAX 
69X6-287 
69X6-286 


+5758-TDE 
5758-TD7 
+5758-TDG 
5758-TD2 
+5758-TDB 
5758-TD6 
+5758-TDF 
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5758-TD2 
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LOGO (R) with Turtle Graphics 
Turtle Power (Feature 4109) 


Tust/Funding B-10/20 


Basic Number Concepts (Private Tutor) 
BASIC - A Private Tutor 

Math Computation Skills (Private Tutor) 
Private Tutor Version 1 

Private Tutor Version 2 

Solving Math Word Problems (Priv Tutor) 
Typing Tutor (Diskette Version) 
Vocabular pee Skills (Priv Tutor) 
Word Knowledse Skills (Private Tutor) 


Doctor's Office Demo & Tutorial 
Selt-Teach, The Online XEDIT Tutorial 


System/36, 38 Emulation Install Kit/A 
System/36, 38 Worksta. Emul. Prog.V-1 


CONTOUR 
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POTMAP (0S/2) 

RASTER 

RASTER (0S/2) 

SPANS (0S/2) (all modules) 
TYDIG (0S/2) 

VECTOR (0S/2) 
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TYDIG (0S/2) 
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+5758-019 
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TYPEWRITER 
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5771-AAW 


TYPING 
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U.K. 
32F8-282 


U.S. 
32F8-281 
32F8-288 


UBA S/36 
5758-ESF 


5758-E02 


ULTRACALC 
6317-039 
6317-040 


UMBRELLA 
5665-413 


UNDERWRITER 
7798-ICS 


UNIFY 
+5758-U67 
+5758-UA9 
+5758-U46 
+5758-U94 
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FIX I/O Driver Type 1100 
FIX I/O Driver Type 800 
FIX I/O Drvr Type 640 R-T 
FIX I/O Drvr Type 880 R-T 
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ACCELL 
ACCELL 
ACCELL 
ACCELL 
ACCELL 
ACCELL 


ACCELL/CP 
ACCELL/CP 
ACCELL/CP 
ACCELL/CP 
ACCELL/CP 
ACCELL/CP 
ACCELL/CP 
ACCELL/CP 


ACCELLICP 9 
ACCELL/CP 
ACCELL/C 
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To33-64(RT 
To33-64(RT 
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ID 
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+5758-UA8 
+5758-U44 
+5758-U93 
+5758-U35 
+5758-U87 
+5758-U38 
+5758-U89 
+5758-U41 
+5758-U91 
+5758-U20 
+5758-U77 
+5758-U59 
+5758-UA4 
+5758-U26 
+5758-U81 
+5758-U62 
+5758-U29 
+5758-U83 
+5758-UA6 
+5758-U32 
+5758-U85 
+5758-U53 
+5758-U99 
+5758-U23 
+5758-U79 
+5758-U47 
+5758-U95 
+5758-U50 
+5758-U97 
+5758-U56 
+5758-UA2 
+5758-U68 
+5758-U73 
+5758-U70 
+5758-U74 
+5758-U75 
+5758-U71 
+5758-U76 
+5758-U72 
+5758-U69 
+5758-U80 
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ACCELL/SQL 
ACCELL/SOL 
ACCELL/SOL 
ACCELL/SQL 
ACCELL/SQL 
ACCELL/SQL 
ACCELL/SQL 
ACCELL/SQL 
ACCELL/SQL 
LL/SQL 


ACCELL/SQL 
ACCELL/SQL 
ACCELL/SQL 
ACCELL/SQL 
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-16To17-32 
-16To17-32 
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ACCELL/CP 
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ACCELL/CP 
ACCELL/CP 
ACCELL/CP 
ACCELL/CP 
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-5 
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+5758-U04 
+5758-U05 
+5758-U06 
+5758-U07 
+5758-U14 
+5758-U15 
+5758-U16 
+5758-U17 
+5758-U18 
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+5758-U08 
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UNISYS 
5758-TIC 
5758-TTA 


799-CGZ 
331-443 


X TM 
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-5799-BXN 


PC. 
5798-DWQ 
UPGRADES 
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AS/400 Model B60 
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& TPMS (AS/400 Mod B70 
TPMS (AS/400 Model B20 
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Unisys Series to COBOL (MS 
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Oron tm and Univers (R) 
Univers Condensed tm 
Univers Cyrillic tm 
4250 Univers tm 


Academic Information System 4.2 
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Interactive Network and Message System 
Virtual Machine Interactive Executive 


UPG Barcode for 3800/20-III APA Mode 


DataFlex Sees Upgrades 
DataFlex (RT) Upgrades 
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UPGRD 
+5758-003 


UPLOAD /DOWNLOAD 
5798-DQH 


US DATA 
+5 758-339 
+5758-340 
+5758-358 
+5758-360 
+5758-359 
+5758-361 
+5758-348 
+5758-347 


+5758-377 
+5758-378 
+5758-354 
+5758-356 
+5758-355 
+5758-357 
+5758-331 
+5758-332 
+5758-345 
+5758-346 
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+5758-337 
+5758-338 
—+5758-370 
+5758-372 
+5758-369 
+5758-371 
+5758-362 
+5758-364 
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SDD Dual Driver Upgrd Pkg. 
CICS to 3270-PC File Transfer Program 


Alarm Super./Logger R-T DOS 
Alarm Super./Logger R-T 0S2 
Batch Recipe Fun.DEV/R-T DOS 
Batch Recipe Fun.DEV/R-T 0OS2 
Batch Recipe Func. R-T DOS 
Batch Recipe Func. R-T 082 
Comp. Math & Logic R-T DOS 
Comp. Math&Logic DEV/R-T DOS 
Data Log.&Stor.Hand. R-T DOS 
Data Log.&Stor.Hand. R-T OS2 
Dev. Drvrs ARTIC DEV/R-T DOS 


Dev. Drvrs ARTIC DEV/R-T OS2 
Dev. Drvrs. COMM DEV/R-T DOS 
Dev. Drvrs. COMM DEV/R-T 0OS2 
Dyn. R-T & Hist. DEV/R-T DOS 
Dyn. R-T & Hist. DEV/R-T 0S2 
Dyn.R-T & Hist.Trend nae nie 


pee & Hist.Trend R- 
DEV/Run-Time Found. S/W DOS 
DEV/Run-Time Found. S/W 0S2 
File Manager R-T DOS 

File Manager R-T OS2 

I-F to IBM D.A.E.DEV/R-T OS2 
I-F to IBM Dist.A.E. R-T 082 
Int. & Event Timer R-T DOS 
Int. & Event Timer R-T 082 
Int., Dyn. Pixel CGS R-T DOS 
Int., Dyn. Pixel CGS R-T 082 
Int., Dyn. Pixel DEV/R-T DOS 
Int., vee Pixel DEV/R-T OS2 
Int.Math&Logic Func. R-T DOS 
Int .Math&Logic Func. R-T 082 
LAN S/W Interface R-T DOS 
LAN S/W Interface R-T 082 
LAN S/W InterfaceDEV/R-T DOS 
LAN S/W InterfaceDEV/R-T OS2 
Online Relat. DB DEV/R-T DOS 
Online Relat. DB DEV/R-T 0S2 


US DATA 


+5758-363 
+5758-365 
+5758-387 
+5758-388 
+5758-375 
+5758-376 
+5758-394 


+5758-341 
+5758-333 


+5758-382 
+5758-379 
+5758-380 
+5758-353 
+5758-389 
+5758-390 


USERS RT DL 


+5758-U28 


+5758-U29 


USERS RT RL 


+5758-U82 
+5758-U84 
+5758-U81 
+5758-U83 
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Online Relational DB R-T DOS 
Online Relational DB R-T 0S2 
Prog. Access Kit DEV/R-T DOS 
Prog. Access Kit DEV/R-T 0S2 
PLC I-F Drivers DEV/R-T DOS 
PLC I-F Drivers DEV/R-T eee 
Quarterdeck DESQview386-3 o 
Quarterdeck Cerieaeeoe ee 
Quarterdeck QEMM-386-3 

Siac Neonat QEMM-386- 3 35 
Qudck xD: -Mem.Mgr.PS/2- ae 
Seer ae ESQview API eae 25 
Qurtrdk DESQview API TK-3.50 
Qurtrdk DESQview API TK 
Ror an DESQview en PDs 3. 50 


T DB pepugser J a -T DOS 
R-T DB D pusser DE V/R-T 082 
R-T I/F ec otus DEV/R-T DOS 


Report Gen./Logger R-T DOS 

Report Gen./Logger R-T 082 

Run-Time Foundation S/W DOS 
Run-Time Foundation S/W OS2 

Stat. Pro. Ctrl. DEV/R-T DOS 
Stat. Py oGoee Ctrl. R-T DOS 
Sup. SW ARTIC Co. 
Sup.sW ARTIC Co. 
Sup.SW ARTIC/RIC DEV/R-T DOS 
Sup.SW ARTIC/RIC DEV/R-T O82 
Touch Screen I/F DEV/R-T DOS 
41-DESQview Appl. 


41-DESQview Appl. Mgr.-5.25 


ACCELL IDS 33-64 Users (RT)DL 
ACCELL/SQL 17-32 Users(RT)DL 


ACCELL IDS 17-32 BB 
ACCELL/SQL 33-64 Users(RT)DL 


ACCELL IDS 33-64 Users(RT)RL 
ACCELL/SQL 17-32 Users(RT)RL 


ACCELL IDS 17-32 BEEBE 
ACCELL/SQL 33-64 Users (RT)RL 
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6024-889 
6024-881 
6024-882 
6024-883 
6024-884 
6024-885 
6024-886 
6024-887 
6024-888 


6024-897 


VALISYS 


+5614-001 
+5614-004 
+5614-005 
+5614-003 
+5614-002 


ALUE 
5798-DCH 


VANDERBEEK 
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AST-2 
+5798-RXQ 


System Utilities/Data Base Tools V2R1 


VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 


Valisys Design 


Valisys Inspection 
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0O - Teacher s Manual " 
00 - Word Processor 3.5 
00 - Word Processor 5.25 
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Valisys Process Control 


Valisys 


ha peat Engi gineering 
Valisys Tolerance 


Ragle ae 


LDMS Normal Value / Delta Checking 


Customization Program 


Runtime Program 


VAST-2 for VS FORTRAN 
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tet 


VECTOR 
5665-368 
5744-CK2 
5665-301 
5758-TD6 

+5758-TDF 
5798-DWF 


5796-TCH 


VENDOR LOGO 
5793-AHP 
5793-AHQ 


VERIFICATION 


+5614-001 


VF ‘Aas 
+5758-140 
+5758-122 
+5758-136 
+5758-118 
'5758-SPA 


VIADUCT 
+5730-078 


VIDEO/ PASSAGE 
6403-823 


6476-089 
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Vector Processing Subsys Vector Facilit 
Vector Processing Subsystem 
Vector Processing Subsystem/XA 


VECTOR (05/2) 
3090 Vector Facility Simulator 1.2 


Vehicle Maint - Parts Inventory 
Vehicle Scheduling Program - Extended 
Vehicle Scheduling Program - Extended 


$/36 PC Career School Admin. System II 
Vendor Accounts Payable 
Vendor Accounts Payable 
Vendor Accounts Payable 
Vendor Accounts Payable 


Cross Sell Manager V2 Author 
Cross Sell Manager V2 Workstation 
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Speakeasy for VF 
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ca. 
Com. 
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VIDEO/370 
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5736-RC3 


VIDEOTEX 
5799-TEN 
6265-471 
6265-472 
6410-985 


VIDEOTEX/PC 
"6265-471 
6265-472 
6410-985 


6476-091 
5785 -EBW 
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5664-296 
5796-TBP 
5796-TBQ 


VIRTUAL-STORAGE 
5799-WWL 


VISUAL 
5736-RC3 


5706-053 
5664-289 
5664-365 
5664-366 
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Video/VS 
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Visual Data Entry Online System/370 


EDX Videotex System SVS/1 
Videotex/PC Ext Sup Updt B1.0 to Bl.1 
Videotex/PC Updt B1.0 to Bl.1 
Videotex/PC Version B1.1 (Feature 9229) 


Videotex/PC Ext Sup Updt B1.0 to B1l.1 
Videotex/PC Updt B1l.0 to B1.1 
Videotex/PC Version Bl.1 (Feature 9229) 


GDDM Image View Utility 

Host Data Base View Ver 2 Rel 1 

Host Data Base View 2.0 | — 
Host Data Base View 2.0 Upg from 1.0 
View Data Support 


Cooperative Viewing Facility Version 2 
CAD RS Drawing Viewing Program - Host 
CADAM (R) Drawing Viewing Program - PC 


Virtual Storage Measurement Reporter 


Audio Visual Connection V1.0 
Visual Data Entry Online System/370 
Visual Data Entry Online System/370 


Ada Cross Com ies VM to MVS 
ACF/SSP V3R4.1 for VM 
ADPS/M VM 


ADPS/P VM — 
BookManager BUILD VM Edition 
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+5758-C25 
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5684-042 

5684-043 
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+5684-058 

5684-001 

5684-028 
+5684-127 

5684-061 

5799-CZK 
+5684-013 
+5684-038 
+5684-107 

5740-XXH 
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5664-173 
5664-376 
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BookManager READ VM Edition 
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CADG+FM eaperts iM 

CADG+FM (Tier2, VM 

Dis layWrite/370 for VM R2 
DITTO for VSE and VM V3R1 
Facility Intel. ae VMS 
Facility Intel. (Tier2, VM 
Facility Inv. (Tierl, 
Facility Loc. (Tierl, VM 
Facility Loc. (Tier2, VM 
Facility Master hier): 
Facility Master (Tier2, VM 
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Host Link/VM 

ICKDSF Virtual Machine VM R10 
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ISPF/PDF V3R1 for VM 
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NetView Performance Monitor for VM R3M1 
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OSI/File Services Ri for VM 
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Bond Tech Coordinator Support Rel 2 
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Directory Maintenance R3 
Distributed System Node Executive Rl 
File Storage Facility 

High Performance Option R5 
Inter-System Facilities Rel 2 
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Interface Program for TCP/IP 
Interpreter Interface to SQL 

Kanji Source Fonts 

Pass-Through Facilities (PVM) R4 
Performance Planning Facility V2R1 
Performance Reporting Facility 
Predictor Data Reduction Package 

PSL AS er in Logic Svc Extension 

RE Compiler for CMS 

REXX Compiler for CMS - Library 
Software nlp Torpeatiras - SolutionPac 
3812 Pageprinter VM med eet 
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-25 SNA Interconnection V2 
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Information / VM-VSE 


Ada Compiler VM/CMS 

Ada Run-Time Li Eaey VM/CMS 

Image Handling Faci ae a - VM/CMS 
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5550 File Transfer Program VM/CMS 


VM/Data Collector 


VM Distributed System Node Executive Rl 
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5664-173 


VM/IPF 
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VM/IS-PF 
5664-283 


VM/IX 
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VM/SE 
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VM Interactive Productivity Facil V2R3 
SolutionPac Office Series V2 
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TSO Host Server for PC XT/370 (VM/PC) 
Virtual Machine / Personal Computer 1 
Virtual Machine / Personal Computer 2.0 
VM/PC Bond Technical Coordinator SuptPkg 
VM/PC Host Server 

VM/PC Upgrade from 1.1 to 2 


VM/Remote System Programming 


VM Software Engineering - SolutionPac 
VM/Software Engineering V 


ACF/NCP V5R2.1 

ACF/SSP V3R4.1 for VM 

APL2 Ver.1 Rel.3 

KnowledgeTool V2R1 Hae! Environment 
NetView DM for VM/SP and VM/XA 
Teleprocessing Network Simulator V3 
Virtual Machine/System Product R5 

VM/SP System Offering R5 


KnowledgeTool V2R1 Delivery Environment 


Keywords - Alphabetic Sequence 


VM/SO 
5684-052 


VM/VCNA 
5735-RC5 


VM/XA 
5668-738 
5664-289 
5684-015 
5684-017 
5688-121 
5664-308 


VM/XA SP 
5664-200 
5664-308 

VM/370° 
5798-DFH 

VM/9370 

"5684-052 

VMBACKUP 
5664-291 

VMMAP 
5664-191 

VMPPF 
5684-090 


VMPRF 
5684-073 


VMPS 
5746-XC4 
7798-VMP 


VMTAPE 
5664-292 


VM1 
5758-CDF 


3-164 


ACF/VTAM V3 for VM/9370 Enhancements 
VTAM Communications Network Applications 


ACF/NCP V5R2.1 

ACF/SSP V3R4.1 for VM 

ISPF/PDF V2 R2 for VM/XA 

NetView DM for VM/SP and VM/XA 
ore oceans Network Simulator V3 
VM/XA SP R1 


GDDM/VM V2.2 Base 
VM/XA SP R1 


FORTRAN Utilities for VM/370 III 
ACF/VTAM V3 for VM/9370 Enhancements: 
VMBACKUP Management System R5.1 
Virtual Machine Monitor Analysis 

VM Performance Planning Facility V2R1 
VM paveovaanee Reporting Facility 


peal anos Management System / CICS 
Virtual Machine Productivity System 


VMTAPE Management System R4.1 


Drafting Coordinator VM1 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) VOCATIONAL (Continued) 
5758-CDH Facility Integrator VM1 5706-126 Loan and Grant Tracking 
5758-CDL FMP (VM1 5706-123 Projected and Actual Payment Tracking 
5758-CDG Intelligent Draw Dis. VM1 5706-128 Projected and Actual Payment Tracking 
5758-CDC Inventory Manager VM1 5796-TBY Projected/Actual Payment Tracking 
5758-CDE Loc. & Layout Planner VM1 5706-127 Registration Attendance and Grading 
5758-CDD Requirements Programmer VM1 5796-TCJ Registration, Attendance & Gradin 
5758-CDB System Coordinator VM1 5706-122 Registration, Attendance and Grading 
5796-TCF Student Accounts Payable 
VM2 5796-TCA Student Financial Tracking 
5758-CAQ CADG+Facility Integrator VM2 5706-120 Student Recruitment 
5758-CAO Drafting Coordinator VM2 5706-125 Student Recruitment 
5758-CAP Intelligent Drawing Dis. VM2 5796-TCD Student Recruitment 
5758-CAM Requirements Programmer VM2 5796-TCH Vendor Accounts Payable 
VM3812 VOICE 
5798-DTE VM3812 Pageprinter VM Support +5706-148 CallPath Host 
+5706-086 NetView Voice Facilities Management 
VO-TECH 5706-085 NetView Voice Network Design V1.0 
5796-TCB General Ledger 6280-742 Voice - Activated Keyboard Utility 
5796-TCC Graduate Placement 6280-741 Voice / Phone Assistant 
5796-TCG Guaranteed Student Loan/Pell Tracking 5796-PZB Voice / Text Messaging System 
5796-TBY Projected/Actual Payment Tracking 6280-708 Voice Communication Operating Subsystem 
5796-TCI Registration, Attendance & Grading 6280-743 Voice Communications API Reference 
5796-TCF Student Accounts Payable 
5796-TCA Student Financial Tracking VOLCANOS 
5796-TCD Student Recruitment 6024-323 Volcanos (Earth Science Series) 
5796-TCH Vendor Accounts Payable aa 
VOCABULARY 5796-ZQQ SYS/36 PSAS Voter Registration 
6024-326 Vocabulary Building Skills (Priv Tutor) 
6024-350 Vocabulary Series: Grades 3-4 VOY A LEER ESCR 
6024-376 Vocabulary Series: Grades 3-4 6024-879 VALE Version 1.00 - Accessory Kit 
6024-351 Vocabulary Series: Grades 5-6 6024-880 VALE Version 1.00 - Cartilla 1 
6024-377 Vocabulary Series: Grades 5-6 6024-889 VALE Version 1.00 - Cartilla 10 
6024-352 Vocabulary Series: Grades 7-8 6024-881 VALE Version 1.00 - Cartilla 2 
6024-365 Vocabulary Series: Grades 7-8 6024-882 VALE Version 1.00 - Cartilla 3 
6024-883 VALE Version 1.00 - Cartilla 4 
VOCATIONAL 6024-884 VALE Version 1.00 - Cartilla 5 
5796-TCB General Ledger 6024-885 VALE Version 1.00 - Cartilla 6 
5706-119 Graduate Placement 6024-886 VALE Version 1.00 - Cartilla 7 
5706-124 Graduate Placement 6024-887 VALE Version 1.00 - Cartilla 8 
5796-TCC Graduate Placement 6024-888 VALE Version 1.00 - Cartilla 9 “ 
5796-TCG Guaranteed Student Loan/Pell Tracking 6024-891 VALE Version 1.00 - LAN Package 3.5 
5706-121 Loan and Grant Tracking 6024-898 VALE Version 1.00 - LAN Package 5.25 


Keywords - Alphabetic Sequence 


VOY A LEER ESCR (lone ued) 
6024-876 


6024-895 
6024-877 
6024-896 
6024-875 
6024-894 
6024-878 
6024-890 
6024-897 


PCA 
5785-GCL 


VPSS 


5744-CK2 


SS/XA 
mre 301 


VRU 
+70F9-311 


VS 


++ 


AANA NaANannaannaanianrno 


+ + 


5688-022 
5668-806 


KEYWORDS - ALPHABETIC SEQUENCE 


E Version 1.00 - Mexican S50: 
varie Version 00 Mexican 5.25" Ss 
VALE Version 00 Puerto Rican 3.5 


VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 


Puerto Rican 5.25" i 
South American 3.5 * 
South erican 5.25 
Teacher s Manual 
Word Processor 3.5 
Word Processor 5.2 


5" 


feeb pk fea fe fn feaih fh fed fd 
© 
io) 
oerrepeto 


VTAM Protocol Conversion Application 
Vector Processing Subsystem 

Vector Processing Subsystem/XA 
9270/9274 VRU Implementation Course 


AIX PS/2 VS COBOL Compiler 
AIX PS/2 VS COBOL Run Time Environment 
ree tee VS FORTRAN 

PS/2 VS Pascal 
AIX VS COBOL Compiler/6000 
AIX VS COBOL Run Time Environment /6000 
AIX/RT VS COBOL Compiler 
AIX/RT VS COBOL Run Time Environment 
Check Processing Executive / VS 
FORTRAN VS - Interactive Debug 2.0 SPE 
FORTRAN VS Compiler & PAREGEY. 4.1 
FORTRAN VS Compiler 1.0 
FORTRAN VS Library 4.1 
Generalized Information System - 
INGRES VS for AIX for RIS soaten cdot 
Pascal VS 1.0 
VAST-2 for VS FORTRAN 
VS COBOL II Compiler & Library 
VS COBOL II Compiler & Library R3.0 
VS COBOL II Library Only 
VS FORTRAN Compiler Library & Debug V2R3 


Keywords - Alphabetic Sequence 


S 
5668-805 


VS 


VSAM 


5688-087 
5668-767 
5668-717 


FORTRAN 
5668-806 
5668-805 


5685-009 
5798-FAF 


SAPL 
5748-AP1 


5668-899 | 


SCR 
5665-332 


VSE 


3-166 


5665-285 


5686-012 
5668-738 
5666-322 
5684-052 
5686-018 
5688-052 
5656-093 


+5686- 604 


5799-CAQ 
5668-719 
5688-035 


ceont nua? 
S FOR Library V2R3 | 
vs FORTRAN V2R4 Compiler/Library 
VS Pascal V1R1 Compiler and Library 
VS Pascal V1R1 Library 


VS FORTRAN Compiler pibeeey & Debug V2R3 
VS FORTRAN Library V2R3 


CICS VSAM aarti 
DataBase 2 VSAM Transparency 


A Pro romaine Language - APL 
APL2 .1 Rel.3 


Information Ree System V2.2 
TSO/E MVS/370 R 


APP nce eon Sadoere Facility VSE 
ACF/NCP V5R2 
ACF/SSP V3R4. i for VSE 
ACF/VTAM V3 for pee Enhancements 
a ee VSE V1R1 
DITT .VSE™ aed VM V3R1 
eee SCP. for VSE 

i Font for oe PRPO oe Printer - VSE 


See pe for VSE 


OCM24/ATMS (VSE Version) 

SolutionPac NetView for VSE 

Tape Automation for Production VSE 
Virtual Machine Productivity System 
VSE Advanced Functions Version 2.1 
VSE Distributed Systems Node Exec 1.2 
VSE ICCF V2 

VSE Office Productivity Facility V1R1 
VSE Performance Tool 

VSE Software Inventory Control Rl 

VSE Utility Program - Kanji Ver 2 
X.25 NPSI for VSE V2R1 

X.25 NPSI V3R2 for VSE 


SE 
5686-008 


VSE NODES 
+5685-136 


VSE-OPF 
5686-010 


VSE/ACLR 
746-XE7 


veE( BD VauCED 
746-XE8 


VSE/AF 
(066-301 


5746-XE8 
5686-007 


VSE/CICS 
666-347 
5686-019 
5666-346 


VSE/MVS 
5759-010 


pares 


798-RKB 
5686-005 


VSE/PT 
6 O6-PLO 


+5750-ABF 
5750-AFB 


VSE/VSAM 
746-AM2 


KEYWORDS - 


(Continued 
3890/XP VSE Support 


MVS/Central Node Administration Tool Rl 
VSE Office Productivity Facility V1R1l 
Access Control Logging and Reporting 
VSE/Advanced Functions 


VSE Advanced Functions Version 2.1 
VSE/Advanced Functions 
VSE/AF V4R1.0 


DSNL/370 V2R1 for VSE/CICS 
MERVA/370 VSE/CICS 
MERVA/370 V1 for VSE/CICS 


SolutionPac VSE/MVS Migration Assistant 


System/38 to VSE/POWER RJE BSC 
VSE/POWER V4R1 


VSE Performance Tool 


INFOREM III Allocation 
INFOREM III Base 
VSE/SP by be Base 
VSE/SP V3R1.2 

VSE/SP V4.1.1 

VSE/SP V4R1 


VSE/VSAM V1R4 


Keywords - Alphabetic Sequence 


ALPHABETIC SEQUENCE 


SPC 
5740-XR6 


PX 
5734-XM5 
5736-XM3 


VTAM 
5667-124 
5798-DQH 
7798-MVS 
5668-947 
5735-RC5 
5798-DFE 
5785-GCL 
5747-CG2 
5747-CF1 


VTAM/NCP 
7798-NET 


VTAMPARS 2 
5798-DFE 


VTMS 
5796-PZB 


5S 
5706-124 
5706-126 
5706-128 
5706-127 
5706-125 


5727-039 
5728-BAl 
5727-ZPY 
5727-009 
5727-ZPZ 


W/BANK 
5758-DEC 


3-167 


Virtual Storage Personal Computing 


Vehicle Scheduling Program - Extended 
Vehicle Scheduling Program - Extended 


ACF/Network Control Program Version 3 
CICS to 3270-PC File Transfer Program 
MVS Productivity System 

Network Communications Control Facil V2 
VTAM Communications Network Applications 
VTAM Performance & Analysis Reporting II 
VTAM Protocol Conversion Application 
VTAM SCP for ACF/VTAM 

VTAM SCP ACF/VT. 


Network Services 
VTAM Performance & Analysis Reporting II 
Voice / Text Messaging System 


Graduate Placement 

Loan and Grant Tracking 

Projected and Actual Payment Tracking 
Registration Attendance and Grading 
Student Recruitment 


W-2 Mag Media Reporting AS/400 
W-2 Mag Media Reporting AS/400 
Federal W-2 Mag Media Reporting Sys/36 
W-2 Mag Media Reporting Sys/36 
W-2 Mag Media Reporting Sys/38 


General Ledger w/Bank Recon. 


W/SOURCE 
+49F4-858 
+49F4-860 


WAREHOUSE 
5706-004 
5706-081 


5796-ZGD 
5706-047 


WATCOM 
5793-AAP 


R 
6024-344 
6024-394 
6024-122 
6024-123 


WATERLOO — 
5793-AAP 
5793-AAN 


AVE 
6024-466 


WESTLAW 
6428-162 


WINDOWING 
5601-279 


WINDOWS 
6024-869 
5758-CSE 
5758-CSJ 

+49F4-794 


WINDOWS /286 
6024-869 


WIPTRACK 
5758-CS1 
5758-CS2 

(§758-CS3 


KEYWORDS - ALPHABETIC SEQUENCE 


TCP/IP V1.0 for OS/2 for 3.5" w/Source 
TCP/IP V1.0 for OS/2 for 5.25 w/Source 


AS/400 CIMS III Warehouse Management 
S/38 Warehouse Inventory System 

School - Warehouse Inventory System 
SYS/36 CIMS III Warehouse Inventory Sys 


Waterloo and WATCOM Languages (30 PCs) 


Chemicals of Life II: Water, Carbo Lipid 
Chemicals of Life II: Water, Carbo Lipid 
Ground Water - Earth Science Series 
Surface Water - Earth Science Series 


Waterloo and WATCOM Languages (30 PCs) 
Waterloo PC Network Standalone Server 


Investigating Wave Interference 
WESTLAW (R) Communications Session Mgr 
JSB MultiView for AIX PS/2 


DOS V4.0 and Windows Kit for PS/2 
Microsoft Windows Interface 

MS Windows Additonal User 
Windows Connection (Dual Media) 


DOS V4.0 and Windows Kit for PS/2 


WIPTRACK (MODEL B30 
WIPTRACK (MODEL B40 


WIPRACK CHODEL BAO) 


Keywords - Alphabet:c Sequence 


WIPTRACK 
5758-CS4 
5758-CS5 
5758-CS6 


ORD 
6024-308 
6024-890 
6024-897 
6024-327 
6024-071 


WORD PROCESSING 


5601-190 


WORD /MATH 
6316-989 
6317-038 


WORDPROCESS ING 
25F5-951 


25F5-950 
5601-330 
ORDS 
6024-139 
WORK 


5727-XR1 


WORKBENCH 
5732-037 


WORKFOLDER 
5727-007 
5730-012 


WORKSHEET /38 
5710-RRL 


3-168 


(Continued) 

WIPTRACK (MODEL B50 
WIPTRACK (MODEL B60 
WIPTRACK (MODEL B70 


Solving Math Word Problems (Priv Tutor) 
V Version 1.00 - Word Processor 3.5 
VALE Version 1.00 - Word Processor 5.25" 
Word Knowledge Skills (Private Tutor) 
Word Proof 


SAMNA PLUS IV Single User 


IX Integrated WORD/MATH 
IX WORD/MATH 


DisplayWrite 4 V2 (3.5 ") 
isplayWrite 4 V2 Sa2o..) 
SAMNA PLUS IV for AIX PS/2 


Bouncy Bee Learns Words 


Labor Reporting & Work 

Professional Work Mgr V3.0 Customizer 
Professional Work Mgr V3.0 Runtime 
PALS 1.0 Work Journal: ~—— . 
Utility Work Management Starter System 
Work Station Search Facility . 7 
Work Station Search Facility 


SQL/88 Data Workbench 


Workfolder Application Facility 
Workfolder Application Facility 


OFFICE/38 - Worksheet/38 


WORKSHOP 


+64F6-931 
+70F9-310 
+64F6-930 


WORKSTATION 


5713-AER 


5668-753 


WORLD 
+5758-HIM 


RITER 
5798-RPP 
5734-XMC 

5758-IAD 

5799-TEY 


KEYWORDS - ALPHABETIC SEQUENCE 


SQL Workshop Cartridge 
SQL Workshop Diskettes 
SQL Workshop 9/1600 Tape 


AIX PS/2 Workstation Host Interface Pgm 
AIX/RT Workstation Host Interface Vl. 
Cross Sell Manager V2 Workstation 
Distributed Workstation Support 
DrawMaster Workstation eee 
FTTERM Version 2 - Prgm. Upgrade Package 
Geo-Information Workstation Addl Lic. 
Geo-Information Workstation Supervisor 
Geo-Information Workstation Supervisor 
IGES Processor for the Workstation 

IMAS PC Workstation 

NCPG/XLWS 

Prof.Work Mgr. Ver 2.0-Add1.Licenses 
Professional Work Mgr V3.0 Customizer 
Professional Work Mgr V3.0 Runtime 

PS/2 ImagePlus Workstation Program V1.0 
PSInet Workstation V1.0 . 

RIPSS Remote Workstation 

S/1 Intelligent Workstation 2.0 
System/36, 38 Worksta. Emul. Prog.V 1 
Workstation Aided Software Engineering 
Workstation Connectivity Memory Mgmt. 
Workstation Host Interface Program 
Workstation Interactive Test Tool Vl 
3270 Workstation 1.1 Additional license 
3270 Workstation 1.1 Enhanced 

4700 Controller Resource Manager V1R5 
4700 Controller Resource Manager V2R2 


ONSPEC World Interface 


File Maintenance Program Writer - Online 
Matrix Generator Report Writer for MPSX 
Report Writer 

RPS Letter Writer Version 2 


Keywords - Alphabetic Sequence 


WRITING 


WRTR 


6024-460 


/RAT 
+5758-L47 


+5758-E10 
+5758-E13 


X.400 
5785-GCF 


XE 


+5758-061 
+5758-062 
5785-GCG 


0 
7798-XAM 
DIT 


5798-DWW 
5664-167 


XENIX 


XEN 


3-169 


59X9-933 


IX TM 

6294-124 
6294-125 
6294-122 


DisplayWrite Asst, Upg from Writing 1.0 
Get Set for Writing to Read 

Get Set for Writing to Read - Book Set 
Get Set for Writing to Read School Kit 
Writing to Read Diskette Package 
Writing to Read Program Kit 

Writing to Read Teacher s Manual 
Writing to Read 3.0 Accessory Kit 
Writing to Read 3.0 Class Set 

Writing to Read 3.0 Program Kit 
Writing Assistant 2.0 


Led/Rep Wrtr/Rat Ana (S/38) 


Add. LAN Client Data WS 
Additional OS/2 LAN C.D. WS 


X.400 DISOSS Connection 
X.400 Gateway-Model 10 
X.400 Gateway-Model 20 
X.400 PROFS Connection 


MVS/XA Migration Offering 


Selt-Teach, The Online XEDIT Tutorial 
Virtual Machine/System Product R5 


Upg XENIX or PCIX Devt Sys to 59X9939 

vee XENIX or PCIX Text 1.0 to 59X9941 

IX tm (on ten Leen diskettes) 
Preinstalled on l-side hardisk 
Preinstalled on 2-side hardisk 


XENIX 2.0, Upg from PCIX/XENIX 1.0, 1.1 


FORTRAN ones ht-inch diskette) 
FORTRAN (on 5.25-inch recta) 
Pascal (on eight-inch diskette 


XENIX TM 


6294-123 
6294-120 
6294-121 


XL 


-+5601-248 


XPOINT 


+5758-404 
+5758-403 
+5758-408 
+5758-411 
+5758-409 
+5758-410 


XPRESS /36 


+5758-402 


+5758-403 


BEES eh oe DEVEL 


+5758-400 


XPRESS /400 


+5758-405 
+5758-406 
+5758-407 
+5758-408 
+5758-411 
+5758-409 
+5758-410 
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(Continued) 

Pascal (on 5.25-inch diskette) 
RM/COBOL tm pon eigut inch diskette) 
RM/COBOL tm (on 5.25-inch diskette) 


AIX XL FORTRAN Compiler/6000 
AIX XL FORTRAN Run Time Environment /6000 
AIX XL Pascal Compiler/6000 
AIX XL Pascal Run Time Environment /6000 
AIX/RT XL FORTRAN Compiler 


Forns Real rh as a ment ) 
Forms Xpress/400 B10-B20 Dev 
Forms Xpress/400 B30-B45 Dev 
Forms Xpress/400 B50-B70 Dev 
RT for Forms Xpress/36 11-25 
RT Forms Xpress/36 1-10 

RT Forms Xpress/36 100 oe 
RT Forms Xpress/36 26-100 

RT Forms i dee 1-10 

RT Forms Xpress/400 100 po 
RT Forms Xpress/400 11-2 

RT Forms Xpress/400 26-100 


RT for Forms Xpress/36 11-25 
RT Forms Xpress/36 1-10 

RT Forms Xpress/36 100 te 
RT Forms Xpress/36 26-100 


Forms Xpress /36 (Development) 


Forms Xpress/400 B10-B20 Dev 
Forms Seeded ett B30-B45 Dev 
Forms Xpress/400 B50-B70 Dev 
RT Forms Xpress/400 1-10 

RT Forms Xpress/400 100 plus 
RT Forms Xpress/400 11-2 

RT Forms Xpress/400 26-100 


Keywords - Alphabetic Sequence 


XSTATION 


+5601-457 


XT/370 
5798-DTL 


XY/750 
5668-941 
YALE 


5796-RKJ 
5798-RRJ 


1-2-3/M 


3 


/ 
+5713-AGL 


OXX&3090VF 
+5758-130 
+5758-112 


3090 
+5758-140 


3 


+5758-122 
+5758-136 
+5758-118 

5798-DWF 


090/ACA 
5685-109 


3090/VF 


5758-QTIF 


101 
5669-073 
5798-ZZE 
5798-RRJ 
5798-RRE 


3270 
+5601-260 


3-170 


5758-TAI 
6317-060 
5758-TAO 
83X8-873 


AIX Xstation Manager/6000 
TSO Host Server for PC XT/370 (VM/PC) 
Graphics Program Generator R2 


EDX Yale ASCII Communication Sys II 
Yale ASCII Communications - Host Loaded 


Lotus 1-2-3/M 


Aca. 


IMSL Lib. etseretiiS 7 
om. 


IMSL Lib. (30XX&3090VF 


E& IAT 30m & 3090 VF) Aca. 
E&IAT (30XX & 3090 VF) Com. 
IDF ete & 3090 vr} ca. 
IDF (30XX & 3090 VF) Com. 

3090 Vector Facility Simulator 1.2 


3090/ACA/ISCF 
Math Advantage for 3090/VF 


CSOS 3101 Terminal Emulation V1 

EDX Communications Facility - Airlines 
Yale ASCII Communications - Host Loaded 
3101 Emulation and Document Transfer 


AIX 3270 Host Connection Program/6000 
Gateway Host Access 32 

Interactive ‘Executive 3270-Plus 

LFI/2 Gateway Host 3270 

PC 3270 Emulation LAN Management Prg V1 


270 
-5799-BRQ 
+5601-399 

8575-345 
75X1-085 
84X0-001 
5732-005 
5732-004 
84X0-004 
75X1-088 


3270-PC 
5798-DQH 
~5799-WXJ 
5664-281 
5665-311 
6398-457 
75X1-087 
92X0-814 


3270-PLUS 
6317-060 
5601-045 
5601-044 


3277 
5798-DTL 
5793-AAN 
5798-RRJ 


3277GA 
5799 -AXX 


3278 
5727-EP1 
5727-EP6 


3278/3279 
+5601-256 


3278/79 
6024-175 
6024-134 
5669-052 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

JE File Transfer - DPPX to PC 3270 Emu 
3270 & COPICS Data Services V1 

3270 Emulation Memory Mgt Enhancement 
3270 Emulation Program Entry 1.2 

3270 Emulation Program Entry 1.2 

3270 Emulator Support R5 

3270 Terminal Support R5 
3270 Workstation 1.1 Additional license 
3270 Workstation 1.1 Enhanced 


CICS to 3270-PC File Transfer Program 
DPPX/SP to 3270-PC File Transfer 
3270-PC File Transfer Program 

3270-PC File Transfer Program 

3270-PC GCP Single Update 3.2 to 3.2.1 
3270-PC High-level Language API 3.1 
5520 Attach Version 4 


Interactive Executive 3270-Plus 
Network 3270-Plus Eek 
Network 3270-Plus (SNA 


TSO Host Server for PC XT/370 (VM/PC) 
Waterloo PC Network Standalone Server 
Yale ASCII Communications - Host Loaded 


Graphics Attachment 3277GA, 5080 


3278 Emulation via PC 
3278 Emulation via PC 


AIX 3278/3279 Emulation/6000 


Virtual Machine / Personal Computer 1.1 
3278/79 Emulation Control Program 
3278/79 Emulation 1.1 


‘Keywords - Alphabetic Sequence 


279 
5746-XC5 


290 
5668-948 
5665-310 


375 
5799-BFF 


3380 DASD 
+5685-137 


3600 
5796-PTJ 
5740-F1l1 
5747-BR1 
5744-CA3 
5748-F55 
5746-F11 


614 
5740-F51 
5746-F57 


3624 
5798-RRA 
5740-F51 
5746-F57 
5796-BBG 


630 
5744-CR1 
5747-CJ1 


3640 
-5660-267 
5799-BEH 


644 
5668-998 
3650 


5740-CB2 
5746-CB2 


3-171 


Operator Communications Control Facility 


Batch Terminal Simulator 
Report Management & Distribution System 


3380 / 3375 Support PRPQ 
Parallel I/O Access Method 


Advanced Banking Terminal pupport 3600 
Program Customizer / 3600 47 

3600 Host Support 

3600 Host Support Finance Communication 
3600 4700 Administrative Applic 1.3 
3600 4700 Program Customizer 


3614 3624 Consumer Online Transactions 
3614 3624 Consumer Online Transactions 


PE aci Support for 3624 CTF 

3614 3624 Consumer Online Transactions 
3614 3624 Consumer Online Transactions 
3624 Teller Machine IMS/VS Host Support 


3630 Plant Communication Host Services 
3630 Plant Communication System Host 


DPPX 3640 Presentation Services Exec 
3640 CICS/VS Extensions - 4331 Loops 


3644 Parameter Table Generation Facility 


COBOL 3650 Programmable Store System 
COBOL 3650 Programmable Store System 


3650 


5748-D15 
5748-D14 
5747-CJ2 
5744-DAl 
5744-BQ3 
5747-BJ1 
5747-BJ3 
5748-D22 
5735-D16 
5748-D21 
5747-D16 
5744-D16 


3650/3680 


5668-912 


660 
5744-BR2 


5747-BK2 
5744-BR1 


680 
5747-D16 


5744-D16 
5668-914 
5735-D62 
5735-D61 


3694 


5748-F53 
5748-F56 


705 
5747-AG1 
3705-II 


5799-BAF 


725 
5668-951 


5668-719 


3728 
~~ 5665-428 


KEYWORDS - ALPHABETIC SEQUENCE 


(Continued) 

3650 Point-of-Sale Report Customizer 
3650 Point-of-Sale Retail Environment 
3650 Programmable Store System SPPS 
3650 PSS SPPS II 

3650 Retail Store System 

3650 Retail Store System 

3650 Retail Store System 

3650 Store Data Management 

3650 Subsystem Program Prep Support II 
3650 Supermarket Environment | 

3650 3680 Programmable Store System Hos 
3650 3680 Programmable Store System Host 


3650/3680 Language and Host Services 1.2 


3660 Supermarket Store System 
3660 Supermarket Store System 
3660 Supermarket System - Host Support 


3650 3680 Programmable Store System Hos 
3650 3680 Programmable Store System Host 
3680 Restaurant System 

3680 Store Systems Administration 

3680 Store Systems Sales Application 


Check Processing Executive / 3694 
3694 Application Macro Expansions 


EP/VS - 3704 / 3705 Emulator Support 
PEP Extended Features for the 3705-II 


Non-SNA Interconnection to 3725 V3 
X.25 NPSI for VSE V2R1 


3728 Matrix Switch Host Facility 


Keywords - Alphabetic Sequence 


728 
5668-787 


737 
5601-175 


800 
ee gO 


5798-DNK 


800-3 
5798-DRW 


38 


Ooo aecauT 
5/98-DWT 
5798-DWQ 
5798-DWR 


812 
5669-163 


5669-162 
5669-161 
6466-981 
6466-982 


820 
5771-ADE 


5771-ADF 
5771-ADG 


3850 
5799-WPK 


880 
5799-WXA 
3890 


3-172 


5796-ALP 


(Continued) 
3728 Support Processor 


3737 Model 002 Operator Console Program 


3800 Printing Subsystem Support 
3800 90 Degree Rotate Rescaled Char Set 


3 of 9 Bar Code Print 3800-3 


MSI/Plessey Barcode for 3800/20-III 
UPC Barcode for 3800/20-III APA Mode 
3 of 9 Barcode for 3800/20-ITI APA Mode 


3812 Fonts - Pi and Specials 

3812 Fonts - Sonoran Sans Serif 

3812 Fonts - Sonoran Serif 

3812 Pageprinter Driver 

3812 Pageprinter Font Management System 


Adv Function Printing Kanji Source Font 
Kanji Font for 3820 Page Printer - MVS 
Kanji Font for 3820 Page Printer - VSE 


MSVIZAP for the 3850 
Cache Analysis Aid Version 4 - 3880 


CPCS Sort Table Generator 

3890 Cycle Sort 

3890 Offline Sort 

3890 Offline Sort Enhancements 
3890 Online Fine Sort 

3890 Online Fine Sort - CPCS 

3890 Online Fine Sort Enhancements 
3890 Statement Preparation Sort 


3890/XP 


5601-300 


3990-3380 


32F8-222 


UNAM nanan 
NISSEN SS SSS 
NES SUES SI SESS SU SSS SS SJ 


5601-101 


684 
38F0-026 


KEYWORDS - ALPHABETIC SEQUENCE 


3890/XP heey: Language Services 
3890/XP MVS Support 

3890/XP Sort Evaluator 

3890/XP Sort Simulator 


3890/XP Toolkit I Run Profile & Endorse. 


3890/XP VSE Support 
3990-3380 Introduction and Operations 


4250 Candida tm 

4250 Excelsior tm 

4250 Futura tm 

4250 Helvetica tm 

4250 ITC Avant Garde Gothic tm 
4250 ITC Souvenir tm 

4250 Monotype Baskerville tm 
4250 Monotype Bodoni tm 

4250 Monotype Century tm 

4250 Monotype Century Schoolbook tm 
4250 Monotype Garamond tm 

4250 Monotype Rockwell tm 

4250 Monotype Times New Roman tm 
4250 Optima tm 

4250 Palatino tm 

4250 Typewriter and Pi tm 

4250 Univers tm 


System/88 Operating System R5 


4680 BASIC Ver.1 Rel.2 
4680 General Sales Application V1R2 
4680 dale System V2 

Pharmacy System 
4680 Store Management Application 
4680 Store System Regression Tester 
4680 Supermarket EPP ication 
4680 Support for COBOL 


IBM 4684 Store Application Toolkit 


Keywords - Alphabetic Sequence 


684 
38F0-033 


+38F0-029 


49F4-808 
49F4-810 


4700 


5799-BZN 
5666-266 
5668-987 
5740-F11 
5748-F55 
5746-F11 
5798-DxXY 
5799-BZE 
5668-935 
5668-753 
5799 -BQY 
5668-934 
5799-BQZ 
5799-BZD 
5668-989 
5799~-BGB 
49F4-709 
5668-752 
5668-751 


720 
5799-BJE 
4730 


49 


5668-873 
5668-870 
5799-BZR 
5799-CJIN 
5668-871 
5668-872 


91-201 
_5799-TAT 


5182 


J2a73 


6024-186 


(Continued) 

IBM 4684 Store Runtime Support System 
IBM 4684 Store Sales yea papas V1.1 
4684 Store Application Toolkit R1.1 
4684 Store Runtime Support System V1.1 


Branch Electronic ache ue System - 4700 
COBOL Support for 4700 Finance System 
COBOL BUppeEt for 4700 Finance System 
Program Customizer / 3600 4700 

3600 4700 Administrative Applic 1.3 

3600 Program Customizer 

4700 Advanced Bank Teller Leet 
4700 Advanced Branch Controller Version2 
4700 Controller Resource Manager V1R5 
4700 Controller Resource Manager V2R2 
4700 Finance System - Adv Branch Control 
4700 Finance System - Applic Map Genertr 
4700 Finance System - Format Distributn 
4700 Format Distrubution Services 

4700 Host Support R7 

4700 Online Terminal Support 

4700 PC Application Services V2 

4700 Resource Manager - Platform pbpeee 
4700 Resource Manager - Teller Applicatn 


Forms / Passbook Printer - 4720 FCS 


4730 Availability Mgt-Batch Reporting 
4730 Customization Image Builder R2 

4730 Financial Application Extension 
4730 Financial Application Extension IMS 
4730 Network Monitor 

4730 Remote Network Monitor 


CPS 4991-201 Magnetic Stripe Card Reader 


Print Screen Utility 


KEYWORDS - ALPHABETIC SEQUENCE 


5210 : 5363 
5798-DTA 5210 Full Function Support 5796-ZQL SYS/36 PSA-Business Licenses&Fees 
5796-ZQP SYS/36 PSAS Accounts Receivable 
5224 a aS SYS/36 PSAS Voter Registration 
— §714-UT2 Advanced Printer Functions 5224 5796-ZQ SYS/36 PSAS-Fixed Assets Control 
5727-AP1 5224 / 5225 Advanced Printer Function 5796-ZQR SYS/36 PSAS-Records Indexing 
- 5796-ZQK SYS/36 PSAS-Stores Inventory Control 
250 | | : 5799-DAA 5363 Optical Disk Storage Support 
92X0-716 AL Remote 5250 Emulation Prog.Ver. 2.0 5799-DAB 5363 Optical Library Support 
+49F5-617 Enhanced 5250 Emulation V2.2 att 
5798-RRP Executive Data Link to PC (2238 a PISS, 53638U . 
5798-RRZ Executive Data Link to PC (5250 Emulate 5729-D4A S/36 DMAS for S/36 5363SU & 5364 PC 
5758-TAJ Gateway Host Access 5250 © 5729-D41 S/36 DMAS for 8/36 5363SU & 5364 PC 
92X0-718 Remote 5250 Emulation Program Ver. 2.0 5729-D42 S/36 DMAS for S/36 5363SU & 5364 PC 
+5601-398 5250 & MAPICS Data Services V1 5729-D43 S/36 DMAS for S/36 5363SU & 5364 PC 
+49F5-618 5250 Emulation V2.2 Convenience Kit - 5729-D44 S/36 DMAS for S/36 5363SU & 5364 PC 
74X8-403 5250 Emulation 2.1.2 Convenience Kit 5729-D45 S/36 DMAS for S/36 5363SU & 5364 PC 
74X8-406 525C Emulation 2.1.2 Upgrade Kit 5729-D46 S/36 DMAS for S/36 5363SU & 5364 PC 
5729-D47 8/36 DMAS for S/36 5363SU & 5364 PC 
251 ; 5729-D48 S/36 DMAS for S$/36 5363SU & 5364 PC 
5798-RRR Executive Data Link to PC 5729-D49 S/36 DMAS for S/36 5363SU & 5364 P 
5729-M7A S/36 MAPICS II 8/36 5363SU & 5364PC 
253 5729-M7B /36 MAPICS II S/36 5363SU & 5364PC 
92X0-814 5520 Attach Version 4 5729-M7G $/36 II S/36 5363SU & 5364PC 
92X0-815 5520 PC Attachment Convenience Kit V4 5729-M7H S/36 MAPICS II S/36 5363SU & 5364PC 
5729-M7J S/36 MAPICS II S/36 5363SU & 5364PC 
292 5729-M7K S/36 MAPICS II S/36 5363SU & 5364PC 
5714-GP1 Business Graphics Utility 5729-M7L S/36 MAPICS II S/36 5363SU & 5364PC 
5729-M7N S/36 MAPICS II S/36 5363SU & 5364PC 
5360 : 5729-M7P S/36 MAPICS II S/36 5363SU & 5364PC 
796-ZQA eyae PSAS-Stores Inventory Control 5729-M7X S/36 MAPICS II S/36 5363SU & 5364PC 
5796-ZQB SYS/36 PSAS - Bus. Licenses & Fees 5729-M71 S/36 MAPICS II S/36 5363SU & 5364PC 
5796-ZQD SYS/36 PSAS-Accounts Receivable 5729-M72 S/36 MAPICS II S/36 5363SU & 5364PC 
5796-ZQC SYS/36 PSAS-Fixed Assets Control 5729-M73 S/36 MAPICS II S/36 5363SU & 5364PC 
5796-ZQF SYS/36 PSAS-Records Indexing 5729-M74 S/36 MAPICS II S/36 5363SU & 5364PC 
5796-ZQE SYS/36 PSAS-Voter Registration 5729-M75 S/36 MAPICS II S/36 5363SU & 5364PC 
; 5729-M76 $/36 MAPICS II S/36 53638U & 5364PC 
5362 5729-M77 . S/36 MAPICS II S/36 5363SU.& 5364PC 
5796-ZQA Bbae PSAS-Stores Inventory Control 5729-M78 8/36 MAPICS II S/36 5363SU & 5364PC 
5796-ZQB SYS/36 PSAS - Bus. Licenses & Fees 5729-M79 S/36 MAPICS II S/36 5363SU & 5364PC 
5796-ZQD SYS/36 PSAS-Accounts Receivable 
5796-ZQC SYS/36 PSAS-Fixed Assets Control 5364 . 
5796-ZQF SYS/36 PSAS-Records Indexing 5729-D4A 8/36 DMAS for S/36 5363SU & 5364 PC 
5796-ZQE SYS/36 PSAS-Voter Registration 5729-D41 S$/36 DMAS for S/36 5363SU & 5364 PC | 
5729-D42 S/36 DMAS for S/36 5363SU & 5364 PC 
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5364 (Continued) 5520/PC 
5729-D43 S/36 DMAS for S/36 5363SU & 5364 PC SU 92X0-746 5520/PC Attach Program Ver.4 
5729-D44 S/36 DMAS for S/36 5363SU & 5364 PC SU 
5729-D45 S/36 DMAS for S/36 5363SU & 5364 PC SU 5550 
§5729-D46 S/36 DMAS for S/36 5363SU & 5364 PC SU 5799-BWL 5550 File Transfer Program CICS(MVS,VSE) 
5729-D47 S/36 DMAS for S/36 5363SU & 5364 PC SU 5799-BWJ 5550 File Transfer Program MVS/TSO 
5729-D48 S/36 DMAS for S/36 5363SU & 5364 PC SU 5799 -BWK 5550 File Transfer Program VM/CMS 
5729-D49 S/36 DMAS for 8/36 5363SU & 5364 PC SU 
5796-ZQL SYS/36 PSA-Business Licenses&Fees 6CCELL 
5796-ZQP SYS/36 PSAS Accounts Receivable +5758-U80 6CCELL IDS 9-16 Users (RT)RL 
Boaeooad SYS/36 PSAS Voter Registration 
5796-ZQ SYS/36 PSAS-Fixed Assets Control 6182 
5796-ZQR SYS/36 PSAS-Records Indexing 5688-013 GDDM Central Slide and Plot Facility 
5796-ZQK SYS/36 PSAS-Stores Inventory Control or 
5364PC 6024-187 Deepreycom Binary Synchronous Communica 
5729-M7A S/36 MAPICS II S/36 5363SU & 5364PC SU 5799-BGK 6670 Fonts Library 
5729-M7B S/36 MAPICS II S/36 5363SU & 5364PC SU 5799-BGL 6670 Fonts Library 
5729-M7G S/36 MAPICS II 8/36 5363SU & 5364PC SU 5799-BGN 6670 Fonts Library 
5729-M7H S/36 MAPICS II S/36 5363SU & 5364PC SU 5799-BGQ 6670 Fonts rated 
5729-M7J $/36 MAPICS II S/36 5363SU & 5364PC SU 5798-RRB 6670 Information Distributor 
5729-M7K §/36 MAPICS II S/36 5363SU & 5364PC SU 5798-RPK 6670 Information Distributor Support 
5729-M7L S/36 MAPICS II S/36 5363SU & 5364PC SU 5798-DKB 6670 Preprocessor 
5729-M7N S/36 MAPICS II S/36 5363SU & 5364PC SU 5798-DQF 6670 Usability Aid 
5729-M7P S/36 MAPICS II $/36 5363SU & 5364PC SU 
5729-M7X S/36 MAPICS II S/36 5363SU & 5364PC SU ee 
§729-M71 S/36 MAPICS II S/36 5363SU & 5364PC SU 5744-AK1 7040/7044 Emulator 
5729-M72 S/36 MAPICS II S/36 5363SU & 5364PC SU 
5729-M73 $/36 MAPICS II S/36 5363SU & 5364PC SU EH a aan 
5729-M74 S/36 MAPICS II S/36 5363SU & 5364PC SU 5744-AJ1 7070/7074 Emulator 
5729-M75 8/36 MAPICS II S/36 5363SU & 5364PC SU 
5729-M76 S/36 MAPICS II S/36 5363SU & 5364PC SU 7080 
5729-M77 S/36 MAPICS II S/36 5363SU & 5364PC SU 5744-AL1 7080 Emulator 
5729-M78 S/36 MAPICS II 8/36 5363SU & 5364PC SU 
5729-M79 S/36 MAPICS II S/36 5363SU & 5364PC SU 7 
eon 5665-309 Financial Management System 
_ 6024-187 DisplayComm Binary Synchronous Communica Cet ates 
5798-RPJ Document Distribution to Remote 5520 5744-AM1 7090/7094 Emulator 
5796-PZJ a aes to 5520 Communication BSC 
92X0-814 5520 Attach Version 4 7361 
92X0-815 5520 PC Attachment Convenience Kit V4 5719-GP1 7361 Fastdraft System 
92X0-741 5520 PS/2 Attachmnt Prog Ver.1 
92X0-744 5520 PS/2 Attch Convenience Kit Ver.1 7456 
5798-RRD EDX Indust Terminals - Transaction Test 
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7527 
+5601-274 
+5706-274 


552 
+5758-017 
+5758-030 

5601-136 


80286 
+5758-137 
+5758-I19 
+5758-127 
+5758-I09 


80386 
+5758-138 
+5758-120 
+5758-128 
+5758-110 


8087 
6024-143 


8100 
-5660-281 
5798-FBK 


232 
“-5798-FBF 
5601-232 


880 | 
+5758-032 
9000 


5799-THK 
5799~-THK 


KEYWORDS - ALPHABETIC SEQUENCE 


7527 Terminal Services Vl 
7527 Terminal Services V1 


GBX/IBM 7552 Support : 
GBX2/IBM 7552 Support R-T 
GEARBOX Language Extensions 


E&I AT (08/2 Bo386% Aca. 
ae ie, 80286) Com 

IMSL L Esse 80286) ‘Aca. 
IMSL tab. PS/2 80286) Com. 


E& IAT fEe/3 oO 3863 Aca. 
E&IAT (PS/2 80386) Com. 

IMSL Lib. $6845 803863 Aca. 
IMSL Lib. (PS/2 80386) Com. 


Professional Debug Facility 


DPPX/SP R4 
8100 DOSF Text Conversion Facility 


Manufacturing Automation Protocol 
8232 LAN Channel Support Program 


FIX I/O Drvr Type 880 R-T 


EDX TMMS/ROLM CBX 9000 Interface 
EDX TMMS/ROLM CBX 9000 Interface 
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Software Clusters 


The following section groups all software into clusters by topic, system and/or application area. Refer to 
the alphabetic cluster name index and the major interest area index that precede this section to locate 
page numbers. The clusters will overlap, therefore the same program may appear in more than one 


cluster list. 


Alphabetic Cluster Name Index 


Cluster Name 


Academic Information Systems 
AIX Family Definition 


Application Development Generators and Aids 


Application Development Tools and Aids 
AS/400 
Auditor and Security 


CICS and Aids 

Communications Subsystems 

Computer Based Training 

Construction 

Conversion and Emulation Support 

CPA, Legal and Consulting Professionals 


Data Entry 
Decision Support and Query 
Distribution 


Education 
Engineering and Scientific 


Page 


4-7 
4-8 
4-9 
4-10 
4-11 
4-14 


4-15 
4-16 
4-19 
4-20 
4-21 
4-22 


4-24 
4-25 
4-27 


4-28 
4-33 


Cluster Name Page 
Financial Services 4-36 
General Business 4-38 
Graphics 4-39 
Health and Medical 4-41 
Human Resources 4-42 
IBM Information Network 4-43 
IMS Data Communications and Aids 4-44 
Industrial Sector 4-45 
Information Systems Management 4-48 
Insurance 4-49 
Manufacturing 4-50 
Media 4-52 
MVS Data Base and Aids 4-53 
MVS, TSO, Utilities and Aids 4-54 
Office Automation 4-57 
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Cluster Name 


Personal Computer(pink pages) 
Personalized Learning Series 
Printing Subsystems 
Programming Languages and Aids 
Project Management 

Public Sector 

Publishing 


Retail and Store Systems 
RISC System/6000 
Robotics 


Series/1 

Storage Subsystems 
System/36 
System/38 
System/88 


Transportation 
VM, CMS, Utilities and Aids 


VSE, SSX, Utilities and Aids 
VSE, VM Data Base and Aids 


Page 


1-3 

4-59 
4-60 
4-62 
4-64 
4-65 
4-66 


4-67 
4-68 
4-69 


4-70 
4-72 
4-73 
4-77 
4-79 


4-80 
4-81 


4-83 
4-84 
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Major Interest Area Cluster Name Index 


Cross Industry Applications 
Computer Based Training 
Data Entry 

Engineering and Scientific 
General Business 
Graphics 

Office Automation 

Robotics 


information Center - Professional Support 
Application Development - Generators and Aids 
Application Development - Tools and Aids 
Decision Support and Query 

IBM Information Network 

Personalized Learning Series 

Programming Languages and Aids 

Project Management 


Operating Systems & Subsystems 
AIX Family Definition 

Auditor and Security 

CICS and Aids 

Communication Subsystems 
Conversion and Emulation Support 
IMS Data Communications and Aids 
information Systems Management 
MVS Data Base and Aids 

MVS, TSO, Utilities and Aids 
Printing Subsystems 

Storage Subsystems 


4-19 
4-24 
4-33 
4-38 
4-39 
4-57 
4-69 


4-9 

4-10 
4-25 
4-43 
4-59 
4-62 
4-64 


4-8 
4-14 
4-15 
4-16 
4-21 
4-44 
4-48 
4-53 
4-54 
4-60 
4-72 


VM, CMS, Utilities and Aids 
VSE, SSX, Utilities and Aids 
VSE, VM Data Base and Aids 


Midrange Computers 
AS/400 

System/36 
System/38 
System/88 


Minicomputers 
Series/1 


Microcomputers 
Personal Computer (pink pages) 
RISC System/6000 


industry Applications 
Academic Information Systems 
Construction 

CPA, Legal and Consulting Professionals 
Distribution 

Education 

Financial Services 

Health and Medical 

Human Resources 

industrial Sector 

insurance 

Manufacturing 

Media 


4-81 
4-83 
4-84 


4-11 
4-73 
4-77 
4-79 


4-70 
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Public Sector 4-65 


Publishing 4-66 
Retail and Store Systems 4-67 
Transportation 4-80 
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Notes 


ACADEMIC INFORMATION SYSTEMS 


5799-CGZ Academic Information System 4.2 
5706-001 AS/400 CIMS III Application Control Sys 
5706-003 AS/400 CIMS III Employee Management 
5706-002 AS/400 CIMS III Financial Management 
5706-005 AS/400 CIMS III Fixed Asset Inventory 
5706-009 AS/400 CIMS III Student Attendance Sys 
5706-007 AS/400 CIMS III Student Grading System 
5706-006 AS/400 CIMS III Student Management Sys 
5706-008 AS/400 CIMS III Student Scheduling Sys 
5706-004 AS/400 CIMS III Warehouse Management 
5787-FAJ Dortmund Leuven Library System Online 
5787~-FAK Dortmund Leuven Library System Online 
5787-DAB Dortmund Leuven Library System R4 
5787-DAA Dortmund Leuven Library ayeten R4 
5796-PPZ Library Congress Marc to Dortmund Dmarc 
5785-DED Periodicals Control System R4 

5785-DDN Periodicals Control System R4 

5796-TDK S/36 PC Career School Admin. System II 
5796-TDJ S/36 PC Career School Admin. System II 
5796-TDP S/36 PC Career School Admin. System II 
5796-TDE S/36 PC Career School Admin. System II 
5796-TDN S/36 PC Career School Admin. System II 
5796-TDH S/36 PC Career School Admin. System II 
5796-TDG S/36 PC Career School Admin. System II 
5796-TDF S/36 PC Career School Admin. System II 
5796-TDL 5/36 PC Career School Admin. System II 
5706-046 SYS/36 CIMS III Employee Management Sys 
5706-045 SYS/36 CIMS III Financial Management Sys 
5706-048 SYS/36 CIMS III Fixed Asset Inventory 
5706-052 SYS/36 CIMS III Student Attendance Sys 
5706-050 SYS/36 CIMS III Student Grading System 
5706-049 SYS/36 CIMS III Student Management Sys 
5706-051 SYS/36 CIMS III Student Scheduling Se 
5706-047 SYS/36 CIMS III Warehouse Inventory Sys 


Academic Information Systems 4-7 


+5706-291 
+5601-253 
+5601-384 
+5621-013 
+5601-263 
+5601-287 
+5730-078 
+5601-258 
+5601-259 
+5756-030 
+5601-457 
+5601-248 
+5601-266 
+5601-254 
+5601-251 


+5621-011 
5740-XYN 
+5601-230 
5714-RC1 
5719-RJ6 
5664-188 
5798-RKB 


AIX FAMILY DEFINITION 


AIX Ada/6000 
AIX Network Management /6000 
AIX NextStep Environment/6000 
AIX Optimization Subroutine Library/6000 
AIX Personal Computer Simulator/6000 
AIX SNA Services/6000 
AIX Viaduct for AS/400 
AIX VS COBOL Compiler/6000 
AIX VS COBOL Run Time Environment /6000 
AIX V3 for RISC System/6000 
AIX Xstation Manager/6000 
AIX XL FORTRAN Compiler/6000 
AIX XL FORTRAN Run Time Environment /6000 
AIX XL Pascal Compiler/6000 
AIX XL Pascal Run Time Environment /6000 
AIX 3270 Host Connection Program/6000 
AIX 3278/3279 Emulation/6000 

AIX/RT VS COBOL Compiler 
AIX/RT VS COBOL Run Time Environment 
AlXwindows Environment /6000 

Bulk Data Transfer 

Computer Graphics Interface Toolkit/6000 
Embedded SQL Preprocessor for FORTRAN 
EDX Advanced Remote Job Entry 
EDX Systems Network Architecture RJE 
INGRES VS for AIX for RISC System/6000 
ee aa 

NGRE 


I Ss 

INGRES/PCLINK (Host Module) 
INGRES/Visual Graphics. 

JSB MultiView for AIX 

MVS/SP - JES3 R3 

Personal peeruiee Programming Interface 
Remote Job Entry Faci ity 

RPS Advanced Remote Job Entry 

RSCS Bits debt | V2R3 

System/38 to VSE/POWER RJE BSC 


AIX Family Definition 4-8 


5798-RXD 
5685-010 


APPLICATION DEVELOPMENT GENERATORS AND AIDS 


A Departmental Reporting System II 
Application Development Facility II Vl 
Application Sys. Project Man. Costing 
Cross System FOauct/ Appl Dev V3R2.1 
Cross System Product/Appl Exec V3R2.1 
CICS to 3270-PC File Transfer Program 
CSP/AD for DPPX/370 

Development Management System / CICS 
Development Management System / CICS 
Graphics Program Generator R2 

IMS Application Development Facil II 2.2 
KnowledgeTool 

KnowledgeTool V2R1 Delivery Environment 


Application Development Generators and Aids 4-9 


+5799-DCP 
+5799-DCN 
5728-PW1 
5668-896 
5668-808 
5685-043 


3685-007 
5664-392 
5685-006 
5664-391 
5798-RJF 
5798-RXE 
+5688-093 
5668-897 
5746-TS1 
5668-011 
5748-MS1 
5664-172 
5664-285 


6265-486 
+34F3-070 
+5706-028 

6024-929 
+5601-343 
+5684-107 

5746-XX9 

5740-XX8 
5746-XXA 

5740 ~-XX9 

25F5-983 


Application Development Tools and Aids 


APPLICATION DEVELOPMENT TOOLS AND AIDS 


Ada AIX/RT V1R1.2 Compiler & Library 
Ada AIX/RT V1R1.2 Run-time Library 
Application Development Tools 
Application Prototype Environment V1 
Application Prototype Environment 2.0 
ape pe Support Facility Vl MVS 

ACP Programming pees ee eecceren Lyd 
Batch Terminal Simulator 

Customer Information Space 

CICS/VS Online Test Debug II 

Data Dictionary - DB/DC 

Data Dictionary - DB/DC 1.6 

Dis lay Management System / CMS 

DISPF V1R1.2 

Expert System Consultation Environ/MVS 
Expert System Consultation Environ/VM 
Expert System Environment/MVS 

Expert System Environment /VM 

EDX High-Level Language Transaction 
FOR Translation Tool 

OOD Recs Programming Interface V2 
Info Center/1 

Interactive Computing & Control Facility 
Interactive Instructional Authorin 
Interactive Productivity Facility 5.3 
ISPF f Program Development ie 
ISPF Program Development Facility V2R2 
ISPF Ss Development Facility 1.1 
ISPF V2R 

ISPF/PC II Development aeeecatd 
ISPF/PC II Development Subscriber Update 
ISPF/PC II Devt Nonsubscriber Updates 
ISPF/PC II Runtime heen? 

ISPF/PC II Runtime Subscriber Updates 
ISPF/PC II Runtime Subscriber Updates 
Microprocessor ey Ke Development Tools 
Network Security Processor MVS Support 
OS /2 ET Oe rausins Tools and Information 
OSI/Manufacturing Messaging Services 
OSI/Manufacturing Messaging Services VM 
Planning Control & Decision Evaluation 
Planning Control & Decision Evaluation 
Planning Control & Decision Evaluation 
Planning Control & Decision Evaluation 
Professional Work Mgr V3.0 Customizer 


4-10 


25F5-980 
5740-F11 
5666-292 
7798-RSQ 
5668-882 
5665-366 
5759-012 
5798-RFD 
5740-XT8 
5664-307 
5662-262 


+5706-196 


5798-RDR 
5713-AAK 


+5706-200 


Professional Work Mgr V3.0 Runtime 
Program Customizer / 3600 4700 

Query Management Facility 

Research Queueing tag 

Scientific Engineering Application Dirtr 
Screen Definition Facility II V1 Rl 
SolutionPac Database Application Develp 
Source Archive 

Structured Programming Facility 

SDF V2R1 Screen Definition Facility II 
Teleprocessing Network Simulator 2.4 
Transaction Processing Facility Database 
Virtual Machine Facility/370 for S/1 

VM Software Engineering - SolutionPac 
VM/Software Engineering V2 


5728-M33 
5706-019 
5728-M34 
5706-022 
+5728-FNT 
5728-PW1 
+5730-078 
5728-DS1 
5728-CR1 
5706-001 
5706-003 
5706-002 
5706-005 
5706-009 
5706-007 
5706-006 
5706-008 
5706-004 
5728-M68 
5728-M6X 
5728-M67 
5728-M66 
5728-M69 
5728-M6A 
5728-D48 
5728-D42 
5728-D41 
5728-D47 
5728-D43 
5728-D46 
5728-D49 
5728-D45 
5728-D44 
5730-004 
5 

5 

5 

5 

5 

5 

5 

5 

5 

5 

5 


SIN NIN SES SESE SY 


730-079 
728-019 
728-LO1 
730-009 
730-010 
730-007 
728-DCT 
728-M73 
728-M74 
728-M7/X 
728-M77 


AS/400 


Accounts Payable 

Accounts Payable 

Accounts Receivable 

Accounts Receivable Collections 
Advanced Function Printing Fonts 
ed ara toes Development Tools 

AIX Viaduct for AS/400 


AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 


Business Graphics Utility 
pEereeeebale Support 

CI III Application Control Sys 
CIMS III Employee Management 


CIMS III Financial Management 

CIMS III Fixed Asset Inventory 
CIMS III Student Attendance Sys 
CIMS III Student Grading System 
CIMS III Student Management Sys 
CIMS III Student Scheduling Sys 


CIMS III Warehouse Management 
CMAS Accounts Payable 

CMAS Cross Application Support 
CMAS General fedger 

CMAS II Job Costing 

CMAS Payroll & Labor Costing 
CMAS Revenue Accounting 

DMAS Accounts Payable 

DMAS Accounts Receivable 

DMAS a. 

DMAS General Ledger 

DMAS Inventory Control 

DMAS oh Management 

DMAS Payroll R1.1 

DMAS Purchasin 

DMAS Sales inal gai 

Education Series 

Electronic Filing Cabinet 
Financial Transaction Processing 
Hotel Reservations & Guest Acctg 
Implementation 

Implementation - Additional Topic 
Introduction - Data Communication 
rea Dictionaries 

MAPICS Accounts Payable 

MAPICS Accounts Receivable 
MAPICS Cross ia oa Support 
MAPICS General Ledger 


AS/400 


728-M72 


+5798-RXP 
+5728-TC1 
+5728-CX1 
5728-M3G 
5706-020 
5706-013 
5706-021 
5728-CM1 
5706-015 
5728-M3X 
5728-D4X 
5728-CB1 
5669-068 
5669-079 
5669-082 
5669-081 
5669-071 
5669-075 
5669-078 
5669-070 
5669-077 


AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
C/400 


MAPICS Payroll 

Office 

Office Support 

Office Support - Additional Topic 
Order Management Accounts Payable 
Order Management General Ledger 
Order Management System 

Pascal 

Performance Tools 


Prod. Monitoring & Cntrl Host 
Production Mon:itoring & Control 
PC Support 

PL/1 

Query 

Relational Database Design & Code 


Relational Database Design & Code 
RPG Programming 

System Administration and Control 
System Administration and Control 
System Using the System/36 

ayeten Using the System/38 

SYS/36 Migration Aid 

SYS/38 Migration Aid 

SYS/38 Utilities 

Heed Appl:.cation Services 
TCP/IP Connect: vity Utilities 


Capacity Se Planning 


Case and Fi 


Client 
Client 


e Management 
Financial Management 
Statements 


Communications Utilit:es 
Conflict of Interest 
Cross Application Support 


Cross A 
COBOL/4 
CSO 


ppracarson Syst.ems Support 


S Assembler V2 
CSOS BASIC V1.2 
CSOS BASIC V2 


CSOS C 
CSOS C 


V1.2 
V2 


CSOS Extensions V1.13 
CSOS FORTRAN V1.2 
CSOS FORTRAN V2 

CSOS Pascal V1.2 


+ 


5669-069 
5669-076 
5669-067 
5669-083 
5669-074 
5669-072 
5669-073 
6024-202 
5601-307 
5730-043 


28-BAl 
28-M3H 


+77F2-497 
+77F2-496 
9728-M35 


AAAC 
rete 
ooow 
fad pd fat EN] 
SID GC, 


An 
' ot 
he he 
hoa 
oe) 


WNDOODCOCOW 
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a4 o) 

ww om 
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+5730-081 


AS /400 


CSOS Pascal V2 

CSOS Personal Editor Vl 

CSOS Programmers ToolKit V2 

CSOS Scientific Subroutine Library V1.1 
CSOS one 100 V1 


CSOS 3101 Terminal Emulation V1 

Data Acquisition and Control Adapter 
Data Comm. Service/Manufact. Interface 
DataInterchange/400 

Date Commitments ‘3 
Diagnostics Diskettes Version 29 8 

EDX Industrial Monitoring and Automation 
EDX Plant Automation Communication Syste 
Federal W-2 Mag Media Reporting AS/400 
Federal W-2 Mag Media Reporting AS/400 
Financial Analysis 

Forecasting 

FORTRAN oa eight-inch diskette) 
FORTRAN (on 5.25-inch diskette) 
General Ledger 

General Ledger 

General Ledger 

General Purpose Interface Bus Adapter 
Graduate Placement 

Graduate Placement ve 
Interleaf Publisher V1R1 3.5, 
Interleaf Publisher V1R1 5.25 
Inventory Management 

Inventory Management 

Inventory Management for Process 

IMAS PC Gorketation 

Law Firm Financial Management 

Lawyer Financial Management 

Library Management 

Litigation Support 

Loan and Grant Tracking 

Loan and Grant Tracking 

Pecan sont aee Management 


Master Production Schedule Planning 
Master Production Schedule Planning 
Material Requirements Planning 
Material ie hepa ea Planning 
Material Safety Data System 


AS/400 
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+5728-M7G 
+5728-M7H 
+5728-M7L 
+5706-287 
+5728-M7K 
+5728-M7R 
+5728-M78 
5728-SS81 
5728-M39 
5728-M79 
5706-010 
6294-122 
6294-123 
5728-M32 
+5728-CF1 


5728-ST1 
5706-166 
5706-157 
5706-156 
5706-164 
5706-160 
5706-125 
5706-158 
5706-167 
5730-012 
6331-444 
6331-443 
6419-595 
5719-GP1 


MAPICS/DB Capacity Requirements Planning 
MAPICS/DB Financial Analysis 

MAPICS/DB Forecasting 

MAPICS/DB MPA 

MAPICS/DB Purchasing 

MAPICS/DB cepetttaye Production Mangmt 
MAPICS/DB Sales Analysis 

Operating System/400 

Order Entry & Invoicin 

Order Entry and Invoicing 

OMNI LAW 

Pascal Sa eight-inch diskette) 
Pascal (on 5.25-inch diskette) 
Payroll 

Point-of-Sale Communications Utility 
Product Data Management 

Product Data Management 

Production Control & Costin 
Production Control and Costing 
Production Monitoring and Control 
Projected and Actual Payment Tracking 
Projected and Actual Pavment Tracking 
Purchasin 

Registration Attendance and Grading 
Registration Attendance and Grading 
Research 

Research Queueing Package 

RM/COBOL tm a eight-inch diskette) 
RM/COBOL tm (on 5.25-inch diskette) 
RPG/400 

Sales Analysis 

Structured Query Language/400 

Student Accounts Payable 

Student Accounts Payable 

Student Financial Tracking 

Student Financial Tracking 

Student Recruitment 

Student Recruitment 

Vendor Accounts Payable 

Vendor Accounts Payable 

Workfolder Application Facility 

XENIX tm 3 ten eight-inch diskettes) 


<< 


XENIX tm (Preinstalled on l-side hardisk 
XENIX tm (Preinstalled on 2-side hardisk 
7361 Fastdraft System 


AS/400 


AS/400 


5746-XE7 
5736-N14 
5740-DC1 
5798-DXN 
5714-CR1 
5740-XY5 
5740~-XY6 
5796-PLH 
5796~-ATP 
5740-XXH 
5748~-XE4 


AUDITOR AND SECURITY 


Access Control Popes and Reporting 
Alpha Search Inquiry heb 

Change Management Tracking 

Classified Data Erasure Program 
Cryptographic Facility 

Cryptographic Programmed Facility 
Cryptographic Unit Support 

Data Base Extracting and Restructuring 
Message Requeuer 

Resource Access Control Facility V1R8.1 
VM Directory Maintenance R3 


Auditor and Security 4-14 


+5688-101 
5798-CFP 
5685-009 
5746-XX3 
5666-329 
5665-403 
5798-DPL 
5798-DJX 


5666-346 
+5685-048 
5746-XXT 
5798-CFT 
5799-BEH 


CICS and Aids 


CICS AND AIDS 


CallPath Host 

Communication Oriented Message System 
Customer Information Control System 
Customer Information Control System 
Customer Information Control System 
Customer Information Control System/VM 
CICS Distributed Data Management 1.0 
CICS Operating System/2 V1.1 

CICS Performance Analyzer II 

CICS VSAM Recovery 

CICS/DOS/VS 

CICS/DOS/VS Perf. Analysis Report Systm 
CICS/MVS V2R1 

CICS/VS Conversion eho ot | 

CICS/VS Formatted Dump Online II 
CICS/VS Online Test Debug II 

CICS/VS Perf. Analysis Report Systm Rl 
CICS/VS Trace Transform Version 2 
CICSVR/VSE 

COBOL & CICS/VS Command Level Conver Aid 
Development Management System / CICS 
Development Management System / CICS 
peeL iG Won ce for MVS/CICS 

DSNL/370 V2R1 for MVS/CICS 

DSNL/370 V2R1 for VSE/CICS 

MERVA/370 V1 for MVS/CICS 

MERVA/370 V1 for VSE/CICS 

MVS/ESA Object Distribution Manager 
Screen Definition Facility 1.5 

Source Program Maintenance Online 

3640 CICS/VS Extensions - 4331 Loops 
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5665-313 
5664-280 
5666-313 
5665-289 
+5685-085 
5799-WQP 
+5730-078 
5601-160 
5601-159 


+5688-099 


COMMUNICATIONS SUBSYSTEMS 


Advanced Data Communication for Stores 
Advanced Program to Program Comm R5 
Airline Control Program ACP 
Answer/DB (R) for PC Products 
Application System V2 
Asynchronous Server for Token & PC Netwk 
Audio Visual Connection V1.0 
pupmonted Phone Services 

i Network Control Program V4 Subset 
ACF Telecommunications Control System 
ACF/Network Control Program Version 3 
ACF/NCP V4R2 
ACF/NCP V5R2.1 
ACF/SSP V3R4.1 for MVS 
ACF/SSP V3R4.1 for VM 
ACF/SSP V3R4.1 for VSE 
ACF/TCAM - Version 1 
ACF/TCAM - Version 3 
ACF/VTAM Version 3 Rel 2 
ACF/VTAM V3R1.2 
ACF/VTAM V3R2 
ACF/VTAM V3R2 
ACF/VTAM V3R3 for MVS/ESA 
ACP Transaction Processing 
AIX Viaduct for AS/400 
AIX/RT Distributed Services R1.2 
AIX/RT Network File System V1.1 
AIX/RT Personal Computer AT Simulator 
AIX/RT Workstation Host Interface V1.1 
AL Asynchronous Connection Server 
AS/400 Telephony Application Services 
AS/400 TCP/IP aarpea eae | Utilities 
Basic Telecommunications Access Method 
BTAM SCP for BTAM-ES 
A bas Product 
CallPath Host 
Classroom Network Assistant 
Communication Oriented Message System 
Communication Oriented Message System 
Communication Protocol Programs 
Communications & Systems Management R5 
CICS to 3270-PC File Transfer Program 
CICS Distributed Data Management 1.0 
CICS/ESA V3 
CIM Communications & Data Facility V1R1 


Communications Subsystems 


5668-865 
5706-113 
5668-857 
5665-411 
5665-412 
5666-344 
6024-187 
5744-BK1 
5601-071 
5660-294 
5669-330 
+5684-077 
5709-008 
5709-009 
5735 -XXB 
+5621-022 


5664-315 
+5732-048 
75X3-261 
75X3-264 


6317-060 
+5601-400 
5709-003 
5709-004 
5709-005 
5709-007 
5709-006 


Data Communication Service 1.2.1 
Data phceePs  eetton Sys Host Client Rl 
Direct S.W.I.F.T. Terminal 500 Link 
Direct Telecommunication Network Link R2 
Direct Telecommunication Network Link R2 
Direct Telecommunication Network Link R2 
pispraycom panery Synchronous Communica 
Distributed Intelligence System/7 - 370 
Distributed Services 
DPPX/370 Interactive Map Definition 
ponte 
DXT/D1 V1R1 
Embedded SQL Preprocessor for FORTRAN 
Embedded SQL Preprocessor for Pascal 
Emulation Program R5 
enere Communications System/2 
ECF CMS Servers / Requesters V1.2 
ECF TSO/E Servers 
EDX to Allen-Bradley (R) Controllers 
EDX to General Electric Series 6 tm Supt 
EDX to Gould Modicon MICRO tm Controllrs 
EDX to Texas Instruments (R) Controllers 
EDX Communications Facility V2.1 
EDX Remote Sr a Laz 
EDX TMMS/ROLM CBX 9000 Interface 

X.25 / HDLC Communications supper’ 
EDX Yale ASCII Communication Sys 
EP/VS_ - 3704 / 3705 Emulator Support 
File Transfer Program Version 2. 
File Transfers & TELNET Protocols Rl 
Financial Branch Sys Services Ver. 2 
Financial Branch Sys Services V2R1.1 
Financial Branch System Integrator 
as ye Network Monitor Program 
GDDM/VMXA V2.2 


Inter-System Control Facility 
Inter-System Control Facility/PC 
Inter-System Control seers (ee 
Interactive Executive 3270-Plus 
Interconnect Controller 

INGRES RDBMS 

INGRES/APPLICATIONS 

INGRES /NET 

INGRES /PCLINK 

INGRES/STAR 


5799-AHP 
5799-BEQ 
75X1-129 
8575-223 
8575-227 
83X9-132 
83X9-100 
83X9-103 
-5798-FBF 
-5798-FBG 
5798-RHF 
5785-EDH 
5669-329 
5688-091 
5665-302 
5668-947 


5665-333 
5665-361 
5666-343 
5664-204 
5665-362 
5706-085 


Link Control FDX IATA 3704 SEP 


Link Support PRPQ 


Local Area Network Program 1.2 U 


Local Area Network Suppt - Addl 


Local Area Network Supt - Manual Interim 


tf 


LAN Asynchronous Connection Server 
LAN Manager 1.0 
LAN Manager 1.0 Upgrade 
Manufacturing Automation Protocol 
Manufacturing Automation Protocol Rl 


Message 


maroc esa 
r 


Multiple Applic 
MERVAY2 


System 


COMMUNICATIONS 


rade 
cense 


om a Single Screen 


MSHF2 

MVS/Bulk Data Transfer 
Communications Control Facil V2 
Communications Control Facil V2 


Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
Network 
NetView 
NetView 
NetView 
NetView 
NetView 
NetView 
NetView 
NetView 
NetView 
NetView 
NetView 
NetView 


Communications Control Facil 2.2 
Communications Control Facil 
pect te) Ver 2 Rel 


1. 


Extension 


Job tte | 
a 


Logical 


for JES 
ta Manager 


3 


Problem Determination Applic 
Problem Determination Applic V3 
Problem Determination Applic V3 


Problem Determination Applic 3.2 


Routing Facility R3 Enhancement 


RJE-Plus (BSC 
RJE-Plus (SNA 
Services 

Terminal Option R4.1 
3270-Plus ye 
3270-Plus (SNA 

DM for MVS 


DM for VM/SP and VM/XA 


FTP MVS Base Program Rl 


Network Call Accounting 


Partial Function 
Performance Monitor for VM R3Ml 
Performance Monitor R3 for 


Rel 2 
R2 
R2 
R2 


Voice Network Design V1.0 


Communications Subsystems 


MVS 


2.2 
2 


SUBSYSTEMS 


5665-365 
7752-205 
7752-200 
5668-951 
5665-288 
84X0-083 
84X0-084 
+5685-137 
15F7-121 
6467-045 
6316-972 
6476-053 
7798-PHM 
+26F2-111 
+26F2-112 
5664-298 
84X0-062 
84X0-081 
84X0-076 
84X0-061 
6316-993 
83X8-873 
32F8-221 


+26F2-113 
+26F2-114 


5601-190 


NetView/Access (MVS) ViR1 

NetView/PC ROLM Alert Monitor 

NetView/PC ROLM Call Detail Collector 
Non-SNA Interconnection to 372 3 
Ppcrator Communications Control Facility 
OS/2 LAN Server V1.0 3.5 

OS/2 LAN Server V1.0 5.25 

Parallel I/O Access Method 

Personal Communications/3270 

Personal Computer Monitor 

Personal Decision Series - Attachment/36 
Personal Services a PC Upgrade to 1.2 
PhoneMail (R) 1.3. 

Programmable Network Access V1.0 
Programmable Network Access V1.1 

PC Bond 2.1 

PC Local Area Network Program Ver. 1.3 
PC Local Area Network Program Ver. 1.3 
PC LAN Version 1.3 3.5 Media 

PC LAN Version 1.3 5.25 Media 

PC Requesters 

PC 3270 Emulation LAN Management Prg V1 
PC/HOST FITERM V2.1 

PEP Extended Features for the 3705-II 
PNA Toolkit V1.0 

PNA Toolkit V1.1 

Realtime Interface Co-Processor Services 
Remote NETBIOS Access Facility Prg V2.1 
Remote eee ea Data Facility 

Routing Table Generator 

RPS Communications Manager V2 

RPS Remote Manager 

RPS X.25 / High-Level Data Link Control 
RSCS Networking V2R3 

S/1 Intelligent Workstation 2.0 
Subsystem Support Services 

System/36 Loca} Area Network Communicatn 
System/88 Intn 1 Funds Transfer Sys R1.0 
System/88 Network File System Rl 
System/88 Primary SNA R5 

System/88 Secondary SNA R5 

System/88 SNA Interface Support R5 
Syeun 88 TCP/IP Rl 

SAMNA PLUS IV Single User 

SAMON V1R1.2 


COMMUNICATIONS SUBSYSTEMS 


+49F4-855 
+49F4-858 
+49F4-859 
+49F4-860 
5798-DTL 
5785-EBW 
6467-040 
6280-742 
6280-741 
6280-708 
6280-743 
6467-043 
6467-044 
6476-128 
6467-022 
5798-DRG 
5748-RC1 
5664-319 
6467-042 
5666-284 
5735-RC5 
5798-DFE 
5747 -CG2 
5747-CF1 
5793-AAN 
+49F4-794 
5668-981 
5668-719 
5688-035 


SQL*NET TCP/IP Protocol Device Driver 5685-005 
SYS/36 Communication 5685-035 
Telecommunications Control System 5685-003 
Telecommunications Control System 5785-GCF 
Teleprocessing Network Simulator 2.4 5785-GCG 
Token-Ring Network Basic ge System 1.1 5601-077 
Token-Ring Network Bridge Upgrade 1.1 5798-RRJ 
Token-Ring Network Manager 8575-345 
Token-Ring Network Trace & Control Prog 75X1-085 
Token-Ring PC Network Interconnect Progr 84X0-001 
Transaction Processing Facility Database 5665-428 
Transaction Processing Facility V3R1 5668-787 
Transmission Contr] Protocol/Intrpet Prt +5706-274 
Transmission Control Protocol 3.5 Diske 5601-232 


Transmission Control Protocol 5.25" Disk 
TCP/IP Ua ap ane rhea ar | Support 
TCP/IP V1.0 for OS/2 for 3.5, 

TCP/IP V1.0 for OS/2 for 3.5  w/Source 
TCP/IP V1.0 for OS/2 for 5.25), 

TCP/IP V1.0 for OS/2 for 5.25 w/Source 
TSO Host Server for PC XT/370 (VM/PC) 
View Data Support 

Virtual Machine / Personal Computer 2.0 
Voice - Activated Keyboard Utility 
Voice / Phone Assistant 

Voice Communication Operating Subsystem 
Voice Communications API Reference 

VM Bond Tech Coordinator Support Rel 2 
VM Bond Upgrade Release 1 to 2 

VM Bond 2°F 

VM Bond 2.1 

VM Interface Program for TCP/IP 

VM Pass-Through Facilities (PVM) R4 
VM/PC Host Server 

veep Upgrade from 1.1 to 2 

VSE Distributed Systems Node Exec 1.2 
VTAM Communications Network Applications 
Analysis Reporting II 


Waterloo PC Network Standalone Server 
Windows Connection (Dual Media 

X.25 NCP Packet Switching Interface 4.3 
X.25 NPSI for VSE V2R1 

X.25 NPSI V3R2 for VSE 


Communications Subsystems 4-18 


X.25 SNA Interconnection V1R2 

X.25 SNA Interconnection V2 

X.25 SNA Network Supervisory Function R2 
X.400 DISOSS Connection 


Yale ASCII Communications - Host Loaded 
3270 Emulation Memory Mgt Enhancement 
3270 Emulation Program Entry 1.2 

3270 Emulation Program Entry 1.2 

3728 Matrix Switch Host Facility 

3728 Support Processor 

7527 Terminal Services V1 

8232 LAN Channel Support Program 


49F4-736 
49F4-737 
49F4-843 
49F4-842 
49F4-768 
49F4-767 
5730-009 
5730-010 
49F4-731 
49F4-730 
5730-007 
5730-005 
5730-006 
49F4-720 
49F4-721 
49F4-733 
49F4-734 
5730-008 
49F4-723 
49F4-724 
32F8-399 
32F8-401 
6428-147 
6024-081 
6024-053 
6024-129 
5710-CAT 
75X3-294 
75X3-293 
75X3-292 
75X3-291 
7732-281 
32F8-316 
32F8-313 


AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS /400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 
AS/400 


Batch SN 


COMPUTER BASED TRAINING 


Control Language Programming 
Control Language Programming 
COBOL Interactive Programming 
COBOL Interactive Programmin 
Fundamentals and Implementation 
Fundamentals and Implementation 
Implementation 

Implementation - Additional Topic 
Interactive Program Design 
Interactive Program Design 
Introduction - Data Communication 
Office Support 

Office Support - Additional Topic 
Relat tonal Database Design & Code 
Relational Database Design & Code 
RPG Interactive Programming Wkshp 
RPG Interactive Programming Wkshp 
RPG Programming 

System Administration and Control 
System Administration and Control 
System Using the System/36 

System Using the System/38 
Communications 


BASIC - A Private Tutor 
BASIC Primer 
BASIC Primer Version 2 


Computer Assisted Training 1.2 

Discover/DOS Implementation 3.5 
Discover/DOS Implementation 
Discover/DOS Intro & Operations 3.5 


5225." 


t 


Discover/DOS Intro & Operations 5.25" 
DisplayWrite 2 Computer-Based Trainin 


6024-869 
+6280-359 
+6280-358 
+6280-355 
+6280-354 
+6280-357 
+6280-356 
+70F9-235 

6024-098 

6024-097 

6024-122 


DOS Introduction & Implementation 3.5_| 
DOS Introduction & Implementation 5.25" 
DOS V4.0 and Windows Kit for PS/2 
Exploring Measurement,Time,and Money I 
Exploring Measurement ,Time,and Money I 
Exploring Measurement ,Time,and Money I 
Exploring Measurement,Time,and Money : 
i 


R44 


te 


Exploring Measurement ,Time,and Money 
BOR ete Measurement ,Time,and Money 
EO Functions for IDNX or TNM 
Gertrude s Puzzles 

Gertrude s Secrets 

Ground Water - Earth Science Series 


oe foo loon fee fee oe 


Computer Based Training 


6024-121 
6428-087 
6428-072 
6428-071 
5668-011 
5668-012 
5748-XX6 
49F4-845 
5688-041 
6024-066 
6024-076 
6024-124 
32F8-334 
328-353 
32F8-330 
32F8-329 
49F4-739 
49F4-740 
6024-052 
6024-113 
6316-973 
6024-099 
5601-187 
5798-DWW 
6024-123 
5601-264 
5601-277 
5601-267 
+64F6-931 
+70F9-310 
+64F6-930 
5727-006 
5727-004 
5727-001 
5727-003 
5727-002 
6024-109 
6024-013 
7732-907 
32F8-222 


Hydrologic Cycle - Earth Science Series 
Instructional System - Administration 
Instructional System - Authoring 
Instructional System - Presentation 
Interactive Instructional Authoring 
Interactive Instructional Presentation 
Interactive Instructional System 

IBM ea Networking 

IBM FAWN 

Karel the Robot 

LOGO (R) with Turtle Graphics 


Moisture in the Atmosphere 4 


OS/2 Database Manager Introduction 3.5 
OS/2 Database Manager Introduction 5.2) 
OS/2 Introduction Implementation 3.5, 
0S/2 Introduction & Implementation 5.25 


05/400 Structure Tailoring Basic Tuning 
0S/400 Structure Tailoring Basic Tuning 
Private Tutor Version 1 

Private Tutor Version 2 

Programmed Inquiry Learning or Teaching 
Rocky s Boots 

Self Education Facility 

Selt-Teach, The Online KEDIT Tutorial 
Surface Water - Earth Science Series 
SEDF/2 PDS V1 

SEDF/2 TS V1 

SEDF/2 V1 

SQL Workshop Cartridge 

SQL Workshop Diskettes 

ah Workshop 9/1600 Tape 

SYS/36 Education Series 


SYS/36 


Introduction - Data Communication 


SYS/36 Introduction and pec 
SYS/36 Professional and OFfice Support 
SYS/36 Systems Design and Implementation 
Turtle Power pens 4109) 
Typing Tutor (Diskette Version) 

ing EDX and EDL (Computer Based Trng) 
3990-3380 Introduction and Operations 


5727-M68 
90X5-962 
90X5-963 
90X5-965 
90X5-964 
5728-M68 
5728-M6X 
5728-M67 
5728-M66 
5728-M69 
5728-M6A 
5796-ZPP 
90X5-959 


5796-ZPL 
5727-M6A 
5729-M6A 
5729-M69 
5729 -M66 
5729-M67 
5729-M6X 
5729-M68 
5796-ZPK 


Construction 


CONSTRUCTION 


5798-DTC 
a7 19=GP1 


Accounts Payable 

Architect / Engineer 

Architect / Engineer 

Architect / Engineer Network Version 
Architect / Engineer Network Version 
AS/400 CMAS Accounts Payable 

AS/400 CMAS Cross is po Support 
AS/400 CMAS General Ledger 

AS/400 CMAS II Job Costing 

AS/400 CMAS Payroll & Labor Costing 
AS/400 CMAS Revenue Accounting 
Construction Inventory 

Contractor 

Contractor 

Contractor Network Version 
Contractor Network Version 

Cross ap lication System Support 


CADAM Design Build Manage Rel. 21 
CADAM (R) Drawing Viewing Program - Host 
CADAM (R) Drawing Viewing Program - PC 


CADAM AE pee tRe Base 

CADAM pean ompare 

CAEDS (R) - CATIA (R) Geometry Transform 
CMAS File / Record Definitions 
Distribution Construction Information 
Equal Employment Opportunity Report 
Executive Data Link to PC f 250 peices) 
Executive Data Link to PC (5250 Emulate 
General Ledger 

Homebuilder 

Homebuilder 

Homebuilder Network Version 
Homebuilder Network Version 

Job Analysis System 

Job Site ee: 

Payroll And Labor ary 

Property Management, CMAS Extension Seri 
Revenue Accounting 

$/36 Construction Management/Acctg Syste 
$/36 Construction Management/Acctg Syste 
$/36 Construction Management/Acctg Syste 
S/36 Construction Management/Acctg Syste 
S/36 Construction Management/Acctg Syste 
S/36 CMAS Accounts Payable 

Time & Material / Service Billing 
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Utility Work Management Starter System 
7361 Fastdraft System 


5735-XXB 
+49F5-617 
5796-BEB 
75X3-287 
5799-ADT 
6317-060 
5799-ADR 
5735-CV1 
5714-CV7 
+5686-004 
5798-CDB 
5747-CC3 
5746-SU1 
5744-AH1 
5744-AG1 
5746-AM3 
+49F5-618 
5744-AK1 
5744-AJ1 
5744-AL1 
3744-AM1 
5798-FBK 


CONVERSION AND EMULATION SUPPORT 


AS/400 SYS/36 Migration Aid 

AS/400 SYS/38 Migration Aid 
Conversion Reformat Utility 

COBOL & CICS/VS Command Level Conver Aid 
Direct Access Storage Device Migration 
DOS Emulator 

Emulation Program R5 

Enhanced 5250 Emulation V2.2 

Fastdraft to IGES Translator 

FTTERM Version 2 - Prgm. Upgrade Package 
Honeywell Se 200 Emulator 

Interactive Executive 3270-Plus 

RCA (R) 301 Emulator 

RPG II Conversion Preprocessor 

8/3 CCP to S/38 Conversion 

VSE Software Inventory Control Rl 

1400 pope Access Routine 

1400 Emulator Programs 

1401/1440/1460 Emulator 

1401/1440/1460 Integrated Emulator 
1410/7010 Integrated Emulator 

3340 Data Import from System/3 

5250 Emulation V2.2 Convenience Kit 
7040/7044 Emulator 

7070/7074 Emulator 

7080 Emulator 

7090/7094 Emulator 

8100 DOSF Text Conversion Facility 


Conversion and Emulation Support 4-21 


6024-757 
6024-755 
6024-764 
6024-766 
6024-763 
6024-765 
5706-013 
5793-AAZ 
5793-ABE 
5706-021 
5793-ABL 
5669-242 
5669-243 
5706-015 
5664-296 
5706-014 
59X9-958 
74X9 -903 
6476-070 
6024-190 
6317-031 
5685-007 
5664-392 
5685-006 
5664-391 
5799-TEFN 
6024-457 
6024-458 
5785 -EDW 
5793-AFY 
5793-AFX 
5793-AEL 
5793-AE 

5793-AE 

5793-AEG 


CPA, LEGAL AND CONSULTING PROFESSIONALS 


Accounts Payable 

Accounts Receivable and Collection 
Accounts Receivable Collections 

Attorney Practice - Conflict of Interest 
Attorney Practice - Research & Retrieval 
Attorney Practice - Statutory Dates 
Business Professional System 

Case and File Management 

Client & Lawyer - SolutionPac Nee oe 
Client & Lawyer - SolutionPac (Network 
Client & Lawyer - SolutionPac tm 

Client & Lawyer - SolutionPac tm 

Client Files ,Conflicts,Dates-Network 
Client Files,Conflicts,Dates-Network 
Client Files,Conflicts ,Dates-SolutionPac 
Client Files,Conflicts ,Dates-SolutionPac 
Client Financial Management 

Client Financial Management 

Client Statements 

Client Statements 

Client/Matter Record Management 

Common Lisp - Application Environment 
Common Lisp - Development Environment 
Conflict of Interest 

Cooperative Viewing Facility Version 2 
Date Commitments 

DisplayWrite Assistant 

DisplayWrite Asst, Upg from Writing 1.0 
DisplayWrite Index Support 

DisplayWrite Legal Support 

Engineering Simulation Program 

Expert System Consultation Environ/MVS 
Expert System Consultation Environ/VM 
Expert System Environment/MVS 

SEs System Environment/VM 

EDX Videotex System SVS/1 

Filing Assistant 2.0 

Graphing Assistant 2.0 

Image Document Utility 

Info Sys for Attorneys - Accts Payable 
Info Sys for Attorneys - Accts Payable 
Info Syst for Attny - Accts Rec & Coll 
Info Syst for Attny - Client Finance Mgt 
Info Syst for Attny - Client Statements 
Info Syst for Attny - Client/Matter Recd 


CPA, Legal and Consulting Professionals 


5793-AEH 
5793-AEP 


6024-749 


Info Syst 
Info Syst 
Info Syst 
Info Syst 
Info Syst 
Info Syst 
Info S 


st for 
ISA OMNILAW Se 
ISA OMNILAW Series 900 


for 
for 
for 
for 
for 
for 


Attny ~- Conflict Interest 
Attny - Law Firm Finance 
Attny ~ Lawyer Finan Mgt 
Attny - Library Management 
Attny - Litigation Support 
Attny - Research/Retreival 
Attny - Stat Dates (Docket 
ries 1000 


ISPF/PC II Development Sec teegar 

ISPF/PC II Development Subscriber Update 
ISPF/PC II Devt Nonsubscriber Updates 
ISPF/PC II Runtime ieesed 

ISPF/PC II Runtime Subscriber Updates 


ISPF/PC 


IX CONNEXION Runtime 
IX CONNEXION Runtime 


IX Ultrac 


alc 


IX UltraCalc 


Law Firm 
Law Firm 
Law Firm 
Law Firm 
Law Firm 


eR} 


II Runtime Subscriber Updates 
IX CONNEXION Compiler 
IX CONNEXION Compiier 


tp tBOR tm 
DIBOL tm 
DIBOL ra 
DIBOL tm 


Financial Management 
Financial Management 

Library Management 
Secretarial - SolutionPac tm 
Secretarial - SolutionPac tm 
Lawyer Financial Management 

Lawyer Financial Management 

Lawyer s Assistant 
LawFirm Gen Ledger 
LawFirm Gen Ledger 
LawFirm Gen Ledger 
LawFirm Gen Ledger 
Library Management 


olutionPac tm 


SolutionPac icanels 


SolutionPac 


Network 


- SolutionPac tm 
- SolutionPac tm 


Litigation Support 

Litigation Support 

Litigation Support-SolutionPac Nee eek 
Litigation Support-SolutionPac (Network 
Litigation Support-SolutionPac Singics 
eo Support-SolutionPac (Single 


Manac-OMNILAW-SolutionPac Network User 
Manac-OMNILAW-SolutionPac Network User 


Manac-OMNILAW-SolutionPac Single 


User 


Manac-OMNILAW-SolutionPac Single User 


5734-XMC 
5706-010 
6316-972 
6476-085 
6476-060 
6476-079 
6476-065 
6476-077 
6476-063 
6476-062 
6476-076 
6476-075 
6476-061 
6317-004 
6024-461 
5664-309 
6317-009 


6428-162 


CPA, Legal and Consulting Professionals 


CPA, LEGAL AND CONSULTING PROFESSIONALS 


Matrix Generator Report Writer for MPSX 


OMNILAW 

Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Plannin 


Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 


Assistant 


Series - Attachment/36 
Series - Data Edition 
Series - Data Edition 
Series - English Ac 2. 
Series - English Ac 2 
Series - Network+ 2.0 
Series - Network+ 2.0 
Series - Plans+ 2.0 

Series - Plans+ 2.0 

Series - Reports+ Edit 
Series - Reports+ 2.0 
Series, Upg to Plans+ 


2.0 


Protess ional Office System V2R2M3 

PC Interactive Executive Upgrade to 1.1 
PROFS Personal Computer Connection to VM 
PROFS Retention ponepement System 

pepo Line Assistant 2.0 


Researc 


Research Queueing Package 


Storage 
STAIRS / 


& Information Retrieval System 
VS Thesaurus Generator 


a Retrieval 


TRY-CO 


Virtual Machine Interactive Executive 
Virtual Machine Productivity System 
VM Programming in Logic Svc Extension 


Writin 
WESTLAW 


Assistant 2. 
(R) Communications Session Mgr 
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6-ZDF 
6-ZDE 
6-PYX 
96-PYT 
Piece 


579 
579 
579 
57 

573 
5734-RC5 


Data Entry 


EDX Data Entry 

RPS Data Entry System 
Video/VS 

vedere 
Visual Data Entry Online System/370 
Visual Data Entry Online System/370 


DATA ENTRY 
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5728-QU1 
5734-XMB 
5750-AAL 
5669-242 
5669-243 
5734-XS9 
5746-XC3 
5664-296 
5684-011 
5746-XC4& 
5665-290 
5666-270 
6317-031 
5798-RRR 
5685-007 
5664-392 
5685-006 
5664-391 
5799-TEN 
5666-263 
6294-124 
6294-125 
5734-F05 
5734-F02 
5748-FO3 
6410-971 
5736-XS3 
5734-XS2 
5799-ALX 
5740-XX7 
5668-905 
5796-PPH 
5668-897 
5740-XYR 
5664-285 
5666-281 
5664-282 
6317-026 
6265-484 
6265-485 
6317-025 
6265-487 
6265-486 
6317-043 
6317-062 


DECISION SUPPORT AND QUERY 


AS/400 Query 

Business Analysis / BASIC 

Business Professional System 

Common Lisp - Application Environment 
Common Lisp - Development Environment 
Continuous System Modeling Program III 
Conversational Project Evaluation 
Cooperative Viewing Facility Version 2 
Customer Information Control System/VM 
peve cement Management System / CICS 
Distributed Office Support System V3R4 
Distributed Office Support System V3R4 
pug enecr ins Simulation Program 
Executive Data Link to PC 

Expert System Consultation Environ/MVS 
Expert System Consultation Environ/VM 
Expert System Environment /MVS 

aa tet System Environment /VM 

EDX Videotex System SVS/1 

Financial Management System 

FORTRAN oe eight-inch diskette) 
FORTRAN (on 5.25-inch diskette) 
FORTRAN Interactive Debug 

FORTRAN IV (Gl 

FORTRAN VS Compiler & eee 4.1 
FORTRAN 77 Interactive Compiler 
General Purpose Simulation System V 
General Purpose Simulation System V 
Generalized Information System 
Generalized Information System - VS 
Graphical Display and Query Facility 5.0 
Graphpak Full Screen Interface 

Info Center/1 

IBM Database 2 R3 

ISPF Program Development Facility V2R2 
ISPF eee Development Facility 1.1 
ISPF V2R 

ISPF/PC II Development ieee? | 
ISPF/PC II Development Subscriber Update 
ISPF/PC II Devt Nonsubscriber Updates 
ISPF/PC II Runtime dietiepeeett 

ISPF/PC II Runtime Subscriber Updates 
ISPF/PC II Runtime Subscriber Updates 
IX CONNEXION Compiler OT BOE tn) 

IX CONNEXION Compiler (DIBOL tm 


Decision Support and Query 


6317-044 
6317-063 
6317-039 
6317-040 
5734-XMC 
5734-XM8 
5740-XYS 
5710-RRL 
5734-LM3 
6294-122 
6294-123 
6316-972 
6476-060 
6476-085 
6476-079 
6476-065 
6476-063 
6476-077 
6476-062 
6476-076 
6476-075 
6476-061 
6317-004 
5798-DYL 
6317-009 
6410-984 
5666-292 
5668-721 
5668-AAA 
5727-QU1 
5665-310 
7798-RSQ 
6294-120 
6294-121 
5664-189 
5798-DPJ 
5728-ST1 
5748 -XXJ 
5732-037 
5732-036 
5799-AQL 
5799 -AQK 
7798-COP 
6265-471 
6265-472 


IX CONNEXION Runtime (DIBOL ek 
IX CONNEXION Runtime (DIBOL tm 


IX UltraCalc te 
IX UltraCalc 


R 


Matrix Generator Report Writer for MPSX 


MATH - B 


ASIC 


MVS/SP JES2 
OFFICE/38 - Worksheet/38 


OS FOR 

Pascal 
Pascal 

Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 
Personal 


Query/36 


AN IV peprary (vod IT) 


on eight-inc iskette) 


on 5.25-inch diskette) 


Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 
Decision 


Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 
Series 


Attachment /36 
Data Edition 
Data Edition 
English Ac 2. 
English Ac 2. 
Network+ 2.0 
Network+ 2.0 
Plans+ 2.0 
Planst+ 2.0 
Reports+ Edit 
Reports+ 2.0 


Series, Upg to Plans+ 
Programming in Logic 
PC Interactive Executive Upgrade to 1.1 
PROFS Personal Computer Connection to VM 
Query Management Facility 
Query Management Facility R2.1 
Query Management Facility V2R1 


Report Management & Distribution System 


Research Queueing Package 


RM/COBOL tm to eight-inch diskette) 


RM/COBOL tm 


on 5.2Z5-inch diskette) 


Storage & Information Retrieval System 
Structured Query Language / Edit 
Structured Query Language/400 

SQL Data System 
SQL/88 Data Workbench 
eet ee SQL Server 
STA Thesaurus Generator 
eeecopice ne Retrieval 


RS/V 


TRY-CO 


Videotex/PC Ext Su 
Videotex/PC Updt B1l.0 to Bl. 


Updt B 


1.0 to Bl.1 
Led 


6410-985 


6419-595 


DECISION SUPPORT AND QUERY 


Videotex/PC Version B1.1 (Feature 9229) 
Virtual Machine Interactive Executive 
Virtual Machine Productivity System 

VM Programming in Logic Svc Extension 
XENIX tm (on ten eight-inch diskettes) 
XENIX tm (Preinstalled on l-side hardisk 
XENIX tm (Preinstalled on 2-side hardisk 
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rome 
1s 
we} o}- o}- 0} 
FrHQ'v 
SII + 


Distribution 


Accounts Payable Distribution 
Accounts Receivable Distribution 
Advanced Data Communication for Stores 
Batch Transfer Program 

Chain prs Store Sales 

Cross Application System Support 
Customer Service Billing Distribution 
COBOL Conversion Aid 

COBOL 3650 Programmable Store System 
COBOL 3650 Programmable Store System 
Detail Sales inca ke 


Distributors Mgt Acctg - Accts Pay 
Distributors Mgt Acctg - Accts Rec 
Distributors Mgt Acctg bare 


er 

Distributors Mgt Acctg Inv Ctrl 
Distributors Mgt Acctg Inv Mgmt 
Distributors Mgt Acctg - Payroll 
Distributors Mgt Acctg - a ei eae 
Distributors Mgt Acctg - Sales Analysis 
DMAS II File / Record Definitions 
EDX Chain Pharmacy 
EDX Store Item Management 
General Ledger Distribution / Media 
Inv Mgmt Prod Rep & Ord Val Eval Improve 
page Control Distribution 
Payroll Distribution 
Payroll 401K Tax-deferred Savings Plan 
Physical AN ddan Enhancement 
Purchasing Distribution 
Retail Store a oa Host SUPROny 
S/36 DMAS for $/36 5363SU & 5364 
S/36 DMAS for S/36 5363SU & 5364 PC SU 
S/36 DMAS for S/36 5363SU & 5364 PC SU 
S/36 DMAS for 8/36 5363SU & 
S/36 DMAS for S/36 5363SU & 
S/36 DMAS for 8/36 5363SU é 5364 PC SU 

& 

& 


Distributors Mgt Acctg - Gen Le 


S/36 DMAS for S/36 5363SU 
5/36 DMAS for 8/36 5363SU 
S/36 DMAS for S/36 5363SU 
5/36 DMAS for 8/36 5363SU & 5364 PC SU 
Sales Analysis Distribution 

Store System Installation Aids 

Store System Installation Aids 
Subsystem Program Preparation 


DISTRIBUTION 


5747-BJ2 
5747-BK1 
5734-XM5 
5736-XM3 
5748-D15 
5748-D14 
5747-CJ2 
5744-DA1 
5744-BQ3 
5747-BJ3 
5747-BJ1 
5748-D22 
5735-D16 
5748-D21 
5744-D16 
5747-D16 
5668-912 
5747-BK2 
5744-BR2 
5744-BR1 
5735-D62 
5735-D61 


Subsystem Program Preparation 
puperaa ree System Host 
Vehicle Scheduling Program - Extended 
Vehicle Scheduling Program - Extended 
3650 Point-of-Sale Report Customizer 
3650 Point-of-Sale Retail Environment 
3650 Programmable Store System SPPS 
3650 PSS SPPS II 
3650 Retail Store System 
3650 Retail Store System 
3650 Retail Store System 
3650 Store Data Management 
3650 Subsystem Program Prep Support II 
3650 ay a ee Env ironment 

3680 Programmable Store System Host 
3650 3680 Programmable Store System Hos 
3650/3680 vane uaee and Host Services 1.2 
3660 Supermarket Store System 
3660 Supermarket Store System 
3660 Supermarket System - Host Support 
3680 Store Systems Administration 
3680 Store Systems Sales Application 


5799-CGZ 
6024-112 
6024-024 
6024-025 
5706-001 
5706-003 
5706-002 
5706-005 
5706-009 
5706-007 
5706-006 
5706-008 
5706-004 
5730-004 
5730-009 
5730-010 
5730-007 
5730-005 
5730-006 
5730-008 
6024-297 
6428-147 
6024-137 
6024-139 
6024-085 
6024-316 
6024-391 
6024-317 
6024-397 
6024-394 
6024-344 
6024-409 
6024-439 
6024-980 
6024-482 
6024-492 
6024-493 
6024-483 
6024-494 
6024-484 
5796-PXX 
6024-474 
5664-296 
6024-437 
6024-407 


Education 


Academic Information System 4.2 
Adventures in Math (Feature 4112) 
Arithmetic Games Set 1 
Arithmetic Games Set 2 
AS/400 CIMS III Application Control Sys 
AS/400 CIMS III Employee Management 
AS/400 CIMS Financial Management 
AS/400 CIMS Fixed Asset Inventory 
AS/400 CIMS Student Attendance Sys 
AS/400 CIMS Student Grading System 
AS/400 CIMS Student Management Sys 
AS/400 CIMS Student Scheduling Sys 
AS/400 CIMS III Warehouse Management 
AS/400 Education Series 
AS/400 Implementation 
AS/400 Implementation - Additional Topic 
AS/400 Introduction - Data Communication 
AS/400 Office Support 
AS/400 Office Support - Additional Topic 
AS/400 RPG Programming 
Basic Number Concepts (Private Tutor) 
Batch SNA Communications 
Bouncy Bee Learns Letters 
Bouncy Bee Learns Words 
Capitalization Skills 
Cell Functions: Growth & Mitosis 
Cell Functions: Growth & Mitosis (BioSer 
Chemicals of Life I: Structure of Matter 
Chemicals of Life I: Structure of Matter 
Chemicals of Life II: Water, Carbo Lipid 
Chemicals of Life II: Water, Carbo Lipid 
Chemicals of Life: Proteins & Nucleic Ac 
Chemicals of Life: Proteins & Nucleic Ac 
Classroom LAN Administration Sys V1.20 
Combining Sentences Series, Grades 3- 
Combining Sentences Series, Grades 3 
Combining Sentences. Series, Grades 5 
Combining Sentences Series, Grades : 
7 


mat a Re Rt 
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Combining Sentences Series, Grades 7- 
Combining Sentences Series, Grades 7- 
Ccsesaperts Mental Health MIS 

Concept Devt: Heat, Temperature & Graphs 
Cooperative Viewing Facility Version 
Cytology & Histology: Cells & Tissues 
Cytology & Histology: Cells & Tissues 


COCOODAL 


EDUCATION 


5787-FAH 
5787-FAL 
5787-FAK 
5787-DAB 
5787-DAA 
6024-869 
6024-322 
6317-031 
6024-442 
6024-412 
6024-872 
6024-871 
6024-870 
+6280-356 
+6280-359 
+6280-357 
+6280-355 
+6 280-354 
+6280-358 
5796-AQW 
5796-TCB 
5706-152 
5706-155 
5706-165 
6024-500 
6024-495 
6024-485 
6024-486 
6024-496 
6024-501 
6024-098 
6024-097 
6024-468 
6024-469 
6024-768 
6024-610 
6024-117 
5796-TCC 
5706-124 
5706-159 
5706-119 
6024-122 
5796-TCG 
6024-411 
6024-441 


Dortmund Leuven Library System Batch 
Dortmund Leuven Library System Batch 
Dortmund Leuven Library System Online 
Dortmund Leuven Library System R4 
Dortmund Leuven Library System R4 

DOS V4.0 and Windows Kit for PS/2 
Earthquakes (Earth Science Series) 
Engineering Simulation Program 
Environment: Habitats & Ecosystems 
Environment: Habitats & Ecosystems 
Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money L1V1 
Exploring Measurement Time & Money L1V1 
Exploring Measurement ,Time,and Money 
Exploring Measurement ,Time,and Money 
Exploring Measurement ,Time,and Money 
Exploring Measurement ,Time,and Money 
Exploring Measurement ,Time,and Money 
Expose Measurement ,Time,and Money 
EPIC - SOCRATES Online Maint System 
General Ledger 

General Ledger 

General Ledger 

General Ledger 

Geometry One: Foundations epee 
Geometry One: Foundations (School packs 
Geometry One: Foundations (Single Pack 
Geometry Two: Proofs & Extensions 
Geometry Two: Proofs & Extensions 
Geometry Two: Proofs & Extensions (Guide 
Gertrude s Puzzles 

Gertrude s Secrets 

Get Set for Writing to Read 

Get Set for Writing to Read - Book Set 
Get Set for Writing to Read School Kit 
Glacial Landforms - Earth Science Series 
Glacial Landforms - Earth Science Series 
Graduate Placement 

Graduate Placement 

Graduate Placement 

Graduate Placement 

Ground Water - Earth Science Series 
Guaranteed Student Loan/Pell Tracking 
Human Life Processes 

Human Life Processes 
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bt 4 
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6024-346 
6024-396 
6024-444 
6024-414 
6024-121 
6024-304 
6024-868 
6024-732 
56X2-416 
8575-152 
6024-504 
6024-505 
6476-094 
6476-095 
6428-087 
6428-072 
6428-071 
5668-011 
5668-012 
6024-403 
6024-118 
6024-611 
6024-406 
6024-464 
6024-404 
6024-465 
6024-405 
6024-466 
6024-066 
6024-324 
6024-522 
6024-084 
6024-388 
6024-318 
6024-502 
6024-503 
5796-PPZ 
6024-393 
6024-319 
6024-901 
6024-903 
6024-902 
6024-165 
5706-162 
5706-126 


Education 


Human Life ProcessesI: Cellular Physiolo 
Human Life ProcessesI: Cellular Physiolo 
Human Life: Development & Differentiatn 
Human Life: Development & Differentiatn 
Hydrologic Cycle - Earth Science Series 
I Can Be Anything 

InfoCourse Fundmntls Discrete Mfg Prog 
InfoCourse: Database for PC 

InfoWindow tm Control Program 1.2 Upgrad 
InfoWindow Control Program 1.1 
InfoWindow Presentation Editor 1.0 
InfoWindow Presentation Interpreter 1.0 
InfoWindow PILOT - Authoring 

InfoWindow PILOT - Presentation 
Instructional System - Administration 
Instructional System - Authoring 
Instructional System - Presentation 
Interactive Instructional Authoring 
Interactive Instructional Presentation 
Investigating Acceleration 


Investigating Atomic Models 
Investigating Atomic Models 
Investigating Conservation of Energy 
Investigating Electric Fields 
Investigating Gravitational Force 
Investigating Models of Light 
Investigating Thermal Energy 

pivectsret ae Wave Interference 

Karel t fe) - 

Landslides 1.0 5.49 

Landslides 1.0 3.5 

hanguage Skills 

Leaf Structure & Physiology Riot Series 
Leaf Structure & Physiology (Biol Series 
Learning System/1 - Authoring 1.0 
Learning System/1 - Presentation 1.0 
Library Congress Marc to Dortmund Dmarc 
Lights Plants & Photosynthesis pp iotger) 
Lights Plants & Photosynthesis (BiolSer 
LinkWay LAN Pack 

LinkWay School Package 

LinkWay Single Package 

Listen to Learn 

Loan and Grant Tracking 

Loan and Grant Tracking 
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5706-121 
6024-136 
6024-076 
6024-305 
6024-368 
6024-355 
6024-369 
6024-357 
6024-427 
6024-417 
6024-429 
6024-419 
6024-356 
6024-370 
6024-372 
6024-353 
6024-354 
6024-371 
6024-431 
6024-421 
6024-422 
6024-432 
6024-470 
6024-408 
6024-438 
6024-104 
6024-395 
6024-345 
6024-124 
5796-ZPN 
32F8-334 
32F8-333 
32F8-330 
32F8-329 
6024-378 
6024-333 
6024-379 
6024-334 
6024-320 
6024-389 
6024-343 
6024-390 
5/785-DDN 
5785-DED 
6024-392 


Loan and Grant Tracking 

Logo Learner 

LOGO (R) with Turtle Graphics 
Math Computation Skills (Private Tutor) 
Math Concepts Series: Grades 1-2 

Math Concepts Series: Grades 1-2 

Math Concepts Series: Grades 3 
Math Concepts Series: Grades 3 
Math Concepts Series: Grades 5 
Math Concepts Series: Grades 5 
Math Concepts Series: Grades 7 
Math Concepts Series: Grades 7 
Math Concepts Series: Pre-scho 
Math Concepts Series: Pre-scho 
Math Practice: Grades 1-2 
Math Practice: Grades 1 
Math Practice: Grades 3 
Math Practice: Grades 3- 
Math Practice: Grades 5 
Math Practice: Grades 5 
Math Practice: Grades 7 
Math Practice: Grades 7-8 

Measurement Process: Distance & Area 
Mendelian Genetics: [Inheritance 
Mendelian Genetics: Inheritance 
Missing Letters 

Modern Genetics: Chromosomes & Coding 
Modern Genetics: Chromosomes & Coding 
Moisture in the Atmosphere 
eer cee! Scanning System 


/2 Database Manager Introduction 3.5" | 
OS/2 Database Manager Introduction 5.25 
OS/2 Introduction Implementation 3.5 
OS/2 Introduction & Implementation 5.25 


Parts of Speech Series: Grades 3-4 

Parts of Speech Series: Grades 3-4 

Parts of Speech Series: Grades 5-6 

Parts of Speech Series: Grades 5-6 
Passive Transport, Diffusion and Osmosis 
Passive Transport, Diffusion and Osmosis 
Pathology: Diseases and Defenses 
Pathology: Diseases and Defenses 
Periodicals Control System R4 
Periodicals Control System R4 

Plants: Growth & Specialization 


6024-321 
6024-445 
6024-415 
6024-307 
6024-294 
6024-771 
6024-770 
6024-899 
6024-340 
6024-113 
6316-973 
5706-163 
5706-128 
5706-123 
5796-TBY 
6024-497 
6024-487 
6024-498 
6024-488 
6024-489 
6024-499 
6024-083 
6024-341 
6024-342 
6024-775 
6024-855 
6024-859 
6024-856 
6024-776 
6024-860 
6024-854 
6024-778 
6024-853 
6024-861 
6024-862 
6024-777 
6317-009 
6024-866 
6024-858 
6024-774 
6024-473 
6024-386 
6024-358 
6024-387 
6024-359 
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Plants: Growth & Specialization 

Pollination & Fert: Seeds,Fruits,Embryos 
Pollination & Fert: Seeds ,Fruits,Embryos 
for Geometry and Algebra 
tor 


Preparin 
Primary 


di 


Primary Editor Plus 
Primary Editor Plus 
Primary Editor Plus School Package 


Principle of the Alphabet Literacy Systm 


Private Tutor Version 2 


Programmed Inquiry Learning or Teaching 
Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 
Projected and Actual Payment Tracking 


Projected/Actual Payment Tracking 


fh BO RO et A 


Punctuation Series, Grades 3-4 
Punctuation Series, Grades 3-4 
Punctuation Series, Grades 5-6 
Punctuation Series, Grades 5-6 
Punctuation Series, Grades 7-8 
Punctuation Series, Grades 7-8 
Punctuation Skills 

PALS 1.0 Teacher s Manual 

PALS 1.0 Work Journal 

PC Algebra Series V1 Algebra I: Part 
PC Algebra Series V1 Algebra I: Part 
PC Algebra Series V1 Algebra I: Part 
PC Algebra Series V1 Algebra I: Part 
PC Algebra Series Vl Algebra I: Part 
PC Algebra Series V1 Algebra I: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Algebra Series V1 Algebra II: Part 
PC Interactive Executive Upgrade to l. 
PC Math Exploration Toolkit V1 


Ratio Reg ousue. 
Information: 


Math Exploration Toolkit V1 
Math Exploration Toolkit V1 


Reading for 
Reading for 
Reading for 
Reading for 


Informat 
Informat 
Informat 


ion: 
ion: 
ion: 


Grades 
Grades 
Grades 


Crystals and Speed 
Grades 3-4 


3-4 
5-6 
5-6 


B+ FBO 4 BD DD 
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6024-366 
6024-360 
+57F1-995 
+57F1-994 
+57F1-993 
+57F1-998 
+57F1-997 
+57F1-996 
+57F2-001 
+57F2-000 
+57F1-999 
6024-384 
6024-330 
6024-374 
6024-336 
6024-375 
6024-337 
6024-364 
6024-338 
6024-325 
5706-127 
5706-161 
5796-TCJ 
5706-122 
6024-440 
6024-410 
6024-099 
5706-078 
5706-080 
5706-079 
5706-082 


6024-381 
6024-348 


Reading for Information: Grades 7-8 
Reading for Information: Grades 7-8 
Reading for Meaning Level II LAN Pack 
Reading for Meaning Level II School Pack 
Reading for Meaning Level II Single Pack 
Reading for Meaning Level III Pack 
Reading for Meaning Level III School Pak 
Reading for Meaning Level III Single Pak 
Reading for Meaning Level IV LAN Pack 
Reading for Meaning Level IV School Pack 
Reading for Meaning Level IV Single Pack 
Reading for Meaning Series: Grade 2 
Reading for Meaning Series: Grade 2 
Reading for Meaning Series: Grades 3-4 
Reading for Meaning Series: Grades 3-4 
Reading for Meaning Series: Grades 5-6 
Reading for Meaning Series: Grades 5-6 
Reading for Meaning Series: Grades 7-8 
Reading for Meaning Series: Grades 7-8 
Reading Comprehension Skills (Priv Tutor 


Registration Attendance and Grading 
Registration Attendance and Grading 


Registration, Attendance & 
Registration, Attendance 


Regulation & Homeostasis 
Regulation & Homeostasis 


Rocky 


s Boots 
S/38 Application Control 
S/38 Employee Management 
$/38 Financial Management 
S/38 Fixed Asset Inventory 
$/38 Student Administration 


Gradin 


and Grading 


System 
gp ete 


Fa 
Seat 
ystem 


S/38 Warehouse Inventory System 
School - Employee Management System 
Financial Management 

Fixed Asset Inventory System 
Library Management System 
Student Attendance System 


School 
School 
School 
School 


School - Warehouse Inventory 


Scientific Models: 
Solving Math Word Problems (Priv Tutor) 


Spelling Series: 
Spelling Series: 
Spelling Series: 
Spelling Series: 


Grades 


ystem 


Batteries&Bulbs&Famil 
1-2 


Grades 1-2 
Grades 3-4 
Grades 3-4 


6024-349 
6024-382 
6024-086 
+6024-973 
+6024-972 
+6024-971 
+6024-976 
+6024-975 
+6024-974 
+6024-979 
+6024-978 
+6024-977 
+73F6-011 
5796-TCF 
5706-166 
5706-153 
5706-157 
5796-ZNK 
5706-164 
5706-151 
5796-TCA 
5706-156 


Spelling Series: Grades 5-6 
Spelling Series: Grades 5-6 
Spelling Skills 

Spelling: Level I LAN Pack 
Spelling: Level I School Pack 
Spelling: Level I Single Pack 
Spelling: Level II LAN Pack 
Spelling: Level II School Pack 
Spelling: Level II Single Pack 
Spelling: Level III LAN Pack 
Spelling: Level III School Pack 
Spelling: Level III Single Pack 
Storyboard Plus V2.0 Pack 
Student Accounts Payable 
Student Accounts Payable 
Student Accounts Payable 
Student Accounts Payable 
Student Evaluation System 
Student Financial Tracking 
Student Financial Tracking 
Student Financial Tracking 
Student Financial Tracking 


5796-ZPR 
5796-ZPT 
5706-120 
5706-125 
5796-TCD 
5706-160 
5796-ZPQ 
6024-123 
5706-046 
5706-045 


Student 
Student 
Student 
Student 
Student 
Student 
Student 
Surface 
SYS/36 

SYS/36 


Grading System 
Management System 
Recruitment 
Recruitment 
Recruitment 
Recruitment 
Scheduling System 


Water - Eart 


CIMS 
CIMS 


III 


5706-048 
5706-052 
5706-050 
5706-049 
5706-051 
5706-047 
6024-416 
6024-446 
6024-413 
6024-443 
6024-471 
6024-339 
6024-363 


Education 


I 
SYS/36 CIMS I 
SYS/36 CIMS I 
SYS/36 CIMS I 
SYS/36 CIMS I 
SYS/36 CIMS I 


FH ed Pd Rd 


I 
I 
I 
I 
I 
I 


SYS/36 CIMS III 
Taxonomy: Classification & Organization 
Taxonomy: Classification & Organization 
The Environment: Cycles & Interactions 
The Environment: Cycles & Interactions 


Theory Formation: 


Science Series 
Employee Management aye 
Financial Management Sys 
Fixed Asset Inventory 
Student Attendance Sys 
Student Grading System 
Student eonaaonent Sys 
Student Scheduling he 
Warehouse Inventory Sys 


eflections & Patterns 


Touch Typing for Beginners 
Touch Typing for Beginners 
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6024-109 
5798-CLW 
5796-TCH 
5706-154 
5706-167 
5706-158 
6403-823 
6476-088 
6403-822 
6476-087 
6476-086 
6476-089 
5799-BXN 
6024-326 
6024-350 
6024-376 
6024-377 
6024-351 
6024-365 
6024-352 
6024-323 
6024-879 
6024-880 
6024-889 
6024-881 
6024-882 
6024-883 
6024-884 
6024-885 
6024-886 
6024-887 
6024-888 
6024-891 
6024-898 
6024-876 
6024-895 
6024-877 
60244896 
6024-875 
6024-894 
6024-878 
6024-890 
6024-897 
5793-AAP 
5793-AAN 


Turtle Power (Feature 4109) 
TSO Programming Control Facility II 


Vendor 


ccounts Payable 


Vendor Accounts Payable 
Vendor Accounts Payable 
Vendor Accounts Payable 
Author 1.0 


Video/PAssage 
Video/PAssage 
Video/PAssage 
Video/PAssage 
Video/PAssage 
Video/PAssage 


Author 1. 
Presentor 
Presentor 
Presentor 
Presentor 


1 Upg fr 1.0 
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1.1 


1.1 Upg fr 1.0 


Virtual Machine Interactive Executive 


Vocabulary Building Saas 


eey. Tutor) 


Vocabulary Series: Grades 

Vocabulary Series: Grades 3-4 
Vocabulary Series: Grades 5-6 
Vocabulary Series: Grades 5-6 
Vocabulary Series: Grades 7-8 
Vocabulary Series: Grades 7-8 


Volcanos (Earth Science acl 
VALE .00 - Accessory Kit 


Version 


Version 
Version 
Version 
Version 
Version 
Version 
Version 
Version 
Version 
Version 


VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
VALE Version 
Waterloo and 


Waterloo PC Network 


Pad pant fed freed at feed fred feeb fad fraud ped pend pead feed pod feud ped peed peach fed fo 
So 
S 
prpee)epepteetanpouoetf eeepns 


00 Cartilla l 

00 Cartilla 10 

00 Cartilla 2 

00 Cartilla 3 

00 Cartilla 4 

.00 Cartilla 5 

.00 Cartilla 6 

00 Cartilla 7 

00 Cartilla 8 
Cartilla 9 i? 

00 LAN Package 3.5, 

OO - LAN Package 5.25 


Mexican 3.5 . 
Mexican 5.25 7 
Puerto Rican 3.5 ie 
Puerto Rican 5.25 . 
South American 3.5 " 
South American 5.25 
Teacher s Manual 


.00 - Word Processor 3. 
00 - Word Processor 5.25 


Languages (30 PCs) 
Standalone Server 


6024-327 
6024-900 
6024-513 
6481-186 
6024-450 
6024-467 
6024-447 


Education 
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Word Knowledge Skills (Private Tutor) 
Writing to Read Diskette Package 
Writing to Read Program Kit 

Writing to Read Teacher s Manual 
Writing to Read 3.0 Accessory Kit 
Writing to Read 3.0 Class Set 
Writing to Read 3.0 Program Kit 
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5799-CGZ Academic Information System 4.2 5668-840 CADAM Interactive Design V2R20 
5601-061 Advanced Interactive Executive V2.2 5713-ACK CADAM Lathe R21 
+5685-146 Application Services Manager f MVS 5668-844 CADAM 3D Interactive R21 
5709-013 Architecture & Engineering - Energy 5796-AWR CADAM 3D Mesh Geometry R21 
5713-ADB Architecture & Engineering - Buae ics 5796-TBN CAEDS (R) - CATIA (R‘ Geometry Transform 
5709-015 Architecture & Engineering - HVA 5709-019 CAEDS Base 1 or More CSTUs 
5709-018 Architecture & Engineering - Lighting 5706-064 CAEDS Base for IBM RT Version 3 
5709-017 Architecture & Engineering - Power 5706-069 CAEDS Dimensioning for IBM RT V3 
5709-011 Architecture & Engineering - Rendering 5706-067 CAEDS Graphics Finite Element Modeler V3 
+5706-291 AIX Ada/6000 5709-022 CAEDS Graphics Finite: Element 1-17+ 
5668-899 APL2 Ver.1 Rel.3 5706-068 CAEDS Integrated Finite Element Solver 
5740-M53 APT Advanced Contouring Release 4.1 5709-023 CAEDS Integrated Finite Element Solver 
5669-057 AT oye eee Services 1.1 5706-065 CAEDS Object Modeler for IBM RT V3 
5669-056 BASIC Interpreter and Compiler 1.1 5709-020 CAEDS Object Modeler 1 to 17+ CSTUs 
5665-948 BASIC/MVS elease 2 5709-024 CAEDS System Dynamics Analysis” 1-17+ 
5668-996 BASIC/VM Release 2 5706-066 CAEDS System Modeler for IBM RT V3 
+5612-119 Computer Aided Design Integration V2 5709-021 CAEDS System Modeler 1 to 17+ CSTUs 
5734-XS9 Continuous System Modeling Program III 5706-070 CAEDS Test Data Analysis V3 for IBM RT 
5746-XC3 Conversational Project Evaluation 5668-828 CATIA (R) Basic 3D Design - Standalone 
+5685-142 Cost Evaluation Manager / MVS 5668-827 CATIA (R) Drafting 
32F8-226 CAD V1.0 3.5. 5668-826 CATIA (R) Numerical Control 
32F8-215 CAD V1.0 5.25 5669-228 CATIA (R) Server 
32F8-227 CAD/Engineering Manufacturing Interface 5668-830 CATIA (R) 3D Design 
32F8-216 Capen nce. ce Manufacturing Interface 5613-018 CATIA Finite Element Modeler V3 
32F8-228 CAD/GDF Data Exchange V1 5612-018 CATIA Finite Element Modeler V3 
32F8-217 CAD/GDF Data Exchange V1 5785-DHJ COPICS puget ne Data Support VIR1 
5472-422 CADwrite Design, Drafting - SolutionPac 5706-115 COPICS Online Routing II 
5472-423 CADwrite Design, Drafting - SolutionPac 6024-202 Data Acquisition and Control Adapter 
5796-PTH CADAM (R) - CAD Only Entry System 5668-865 Data Communication Service 1.2.1 
5796-ATH CADAM (R re be Information Module 5669-059 Data Management Services 1.1 
5796-ATA CADAM (R) CAD only Interactive Module +5756-008 Data Translator 
5796-ATB CADAM (R) CAD/CAM Interactive Module +5756-010 Data Translator Extension 
5796-ATC CADAM (R) Data Management Module 5713-ACL Direct Cutter Location Data Interface 
5668-853 CADAM (R) Design Build Manage Rel. 21 5706-058 Electrical Schematic Library - Inches 
5796-TBP CADAM (R) Drawing Viewing Program - Host 5798-DZY Engineering / Manufacturing Interface 
5796-TBQ CADAM (R) Drawing Viewing Program - PC 6317-031 poe necrsus Simulation Program 
5796-ATD CADAM (R) Hardcopy Module 5719-LM3 EDA Math & Functional Subroutine Library 
5713-ABW CADAM (R) Interactive Solids Design R21 5668-863 ESSL R3 
5796-ATG CADAM (R) Statistical Data Module 5796-BEB Fastdraft to IGES Translator 
5713-ADT CADAM Access 6294-124 FORTRAN i eight-inch diskette) 
5796-ATE CADAM APT Interface 6294-125 FORTRAN (on 5.25-inch diskette) 
5796-BDT CADAM APT Source Geometry R21 5799-BTB FORTRAN pacme leery Math Library 
5713-ACN CADAM CADIMS 5668-864 FORTRAN Language Conversion Program 
5796-BDG CADAM COMPACT II Interface 5668-903 FORTRAN VS - Interact.ive Debug 2.0 SPE 
5668-842 CADAM Geometry Interface Version 2 5601-037 FORTRAN VS Compiler 1.0 


6410-971 
6024-200 
6024-201 
5736-XS3 
5734-XS2 
5799-BEB 
5706-061 
5706-059 
5706-060 
5668-792 
5668-905 
5669-062 
5799 -AXX 
5669-050 
5668-941 
5688-050 
5669-064 
5664-185 
5665-337 
6457-801 
5688-092 
6476-094 
6476-095 
5799-CAF 
+64F6-916 
+64F6-914 
+64F6-915 
+64F6-921 
+64F6-922 
+70F9-267 
+70F9-268 


5706-057 
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FORTRAN 77 Interactive pues ee 

FORTRAN 77 Professional ANSI Compt+Libr 
General Purpose Interface Bus Adapter 
General Purpose Simulation System V 
General Purpose Simulation System V 
Geo-Facilities Data Base Support 
Geometry Library - Architectural Inches 
Geometry Library - Electrical 

Geometry mea: - Mechanical - Inches 
Graphical Data Display Mgr/ atte 3.4 
Graphical Display and Query Facility 5.0 
Graphical File System 

Graphics Attachment 3277GA, 5080 
Graphics Development Toolkit 

Graphics Program Generator R2 

Graphics Program Generator V2.1 

Graphics Terminal Emulator 
High-Accuracy Arithmetic Subroutine Libr 
High-Accuracy Arithmetic Subroutine Libr 
Image Suppers Facility 2 

Industry Standard Plotting Commands V2 
InfoWindow PILOT - Authoring 

InfoWindow PILOT - Presentation 
Interactive Schematics Builder for ACS 
IBM CAD API Feature 

IBM CAD V1R2 3.5. 

IBM CAD V1R2 5.25 = 

IBM CAD/Plus DOS 3.5, 

IBM CAD/Plus DOS 5.25), 

IBM CAD/Plus OS/2 3.5, 

IBM CAD/Plus OS/2 5.25 

IGES Processor Version 2 Release 1.0 
IGES Translator 

INmail tm INnet tm File Transfer Program 
Laboratory Data Acquisition System _ 
Peeorerce Data Management System II 


Mathematics - Procedure Library 
Mathematics - Subroutine Library 
Matrix Generator Report Writer for MPSX 
MATH - BASIC 

MICRO CADAM (tm) CORNERSTONE R1.3 
MICRO CADAM Data Transfer 

MICRO CADAM Geometry Interface 

MICRO CADAM Parametric Design 
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5601-042 
5601-043 
5601-045 
5601-044 
5668-757 
5688-030 
5796-PPA 
6294-122 
6294-123 
5669-055 
5601-038 
5669-167 
6317-004 
5709-016 
5669-063 
+5685-144 
+5685-145 
5706-174 
6317-009 
5713-ABQ 
6410-984 
7798-RSQ 
+5685-143 
6294-120 
6294-121 
5719-LM2 
5669-054 
5601-062 
5668-882 
5719-EM1 
5719-CN1 
5709-012 
5669-058 
5669-087 
5734-XA3 
+5614-001 
+5614-004 
+5614-005 
+5614-003 
+5614-002 
5665-368 
5744-CK2 
5665-301 
5799-BXN 
5668-806 


Network RJE-Plus an 
Network RJE-Plus (SNA 
Network 3270-Plus nn 
Network 3270-Plus (SNA 

Numerical Control PostProcessor Gen R2 
NCPG Execution LIbrary 

Panel 2 Line Art Program 

Pascal a eight-inch diskette) 

Pascal (on 5.25-inch diskette) 

Pascal Compiler 1.1 

Pascal VS 1.0 

Personal graPHIGS 3.4 

Personal Decision Series, Upg to Plans+ 
Piping Bp acat ton 

Plotting System 

Product Change Manager / MVS 

Product Structure Manager / MVS 
Professional CADAM V2R 

PC Interactive Executive Upgrade to 1.1 
PROFESSIONAL CADAM Interactive Solid Ds 
PROFS Personal Computer Connection to vi 
Research Queueing Package 

Aerie Definition Manager VS 
RM/COBOL tm on eight-inch diskette) 
RM/COBOL tm (on 5.2Z5-inch diskette) 

RPS Mathematical & Functional Subroutine 
RT PC FORTRAN 

RT PC Virtual Resource Manager 2.2 
Scientific Engineering Application Dirtr 
Series/1 Input/Output Executive V1.1 
Series/1-PC Connect 

Structural Application 

Structured Query Language/RT Data Base 
SAMNA+ tm 

STAT - BASIC 

Valisys Design Verification 

Valisys Inspection 

Valisys Process Control 

Valisys a pasa Engineering 

Valisys Tolerance Analysis 

Vector Processing Subsys Vector Facilit 
Vector Processing Subsystem 

Vector race are Subsystem/XA 

Virtual Machine Interactive Executive 

VS FORTRAN Compiler Library & Debug V2R3 


5668-805 
25F5-940 
5601-039 
6331-444 
6331-443 
6419-595 
5798-DWF 
5669-052 
5719-GP1 
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VS FORTRAN Library V2R3 

Workstation Aided Software Engineering 
Workstation Host Interface Program 
XENIX tm (on ten eight-inch diskettes) 
XENIX tm (Preinstalled on 1-side hardisk 
XENIX tm (Preinstalled on 2-side hardisk 
3090 Vector Facility Simulator 1.2 
3278/79 Emulation 1.1 

7361 Fastdraft System 
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by S6=Pid 
5798-RRA 
5796~-BBH 
5728-D48 
5728-D42 
5728-D41 
5728-D47 
5728-D43 
5728-D46 
5728-D49 
5728-D45 
5728-D44 
5728-019 
5796-AZX 
5799-BNX 
5799-BZN 
5734-Fl1 
5748-F54 
5748-F53 
5748-F13 
5746-F66 
5746-F68 
5746-F61 
5746-F64 
5746-F67 
5746-F62 
5746-F60 
5746-F65 
5746-F63 
5799-AZN 
(OX S= 232 
75X3-233 
5728-D4X 
5793-AHP 
5793-AH 

5666-26 

5668-987 
5798-CLD 
5798-DNG 
5740-F13 
5740-F15 
5740-F16 
5746-F14 
5668-857 
5669-330 


FINANCIAL SERVICES 


Advanced Banking Terminal purport 3600 
Application Support for 3624 CTF 
Automated Teller Host Enhancements 
AS/400 DMAS Accounts Payable 

AS/400 DMAS Accounts Receivable 

AS/400 DMAS ec 

AS/400 DMAS General Ledger 

AS/400 DMAS Inventory Control 

AS/400 DMAS ee Management 

AS/400 DMAS Payroll R1.1 

AS/400 DMAS Purchasin 

AS/400 DMAS Sales Analysis 

AS/400 Financial Transaction Processing 
Bank Teller Ap - Commercial Extensions 
Branch Electronic Reports System - Host 
Branch Electronic Reports System - 4700 
Check Processing Control System 

Check Processing Executive / VS 

Check Processing Executive / 3694 

Check Reports 

Commercial Bank Club Accounting 
Commercial Bank Commercial Loan Acctg 
Commercial Bank Demand Deposit Accountng 
Commercial Bank General Ledger Accountng 
Commercial Bank Installment Loan 
Commercial Bank Savings Accounting 
Commercial Bank System Base Support 
Commercial Bank System Revolving Credit 
Commercial Bank Time Deposit Certificate 
Consumer Terminal Access Method 
Consumer Transaction Definition V1.1 
Consumer Transaction Runtime V1.1 

Cross eppaecarzon Systems Support 

Cross Sell Manager V2 Author 

Cross Sell Manager V2 Workstation 
COBOL Support for 4700 Finance System 
COBOL Support for 4700 Finance System 
CPCS Online Adjustments - II 

CPCS Sort Table Generator 

Deposit Processing 

Direct S.W.I.F.T. Link 


Direct S.W.I.F.T. Link 

Direct S.W.I.F.T. Link 

Direct S.W.I.F.T. Terminal 500 Link 
DSNL/2 


Financial Services 


5665-424 
5665-427 
5666-347 
5796-PYK 
5746-F12 
5668-970 
75X3-261 
75X3-264 
75X3-258 
HIE 9=57 1 
FiZ9s575 
5798-CYC 
5798-CYB 
5665-309 
5666-263 
5799-ARE 
5799-ARD 
5601-050 
5668-883 
5799-BJE 
5601-051 
5706-155 
5706-165 
5706=152 
5706-159 
5728-M75 
5665-420 
5685-023 
5685-022 
5685-018 
5685-024 
5685-019 
5665-417 
5665-416 
5685-082 
5665-418 
5685-020 
5685-021 
5665-413 
5706-162 
5728-M7B 
5750-ACA 
5750-ACB 
5669-329 
5665-422 


DSNL/370 V2R1 for MVS/CICS 

DSNL/370 V2R1 for MVS/IMS 

DSNL/370 V2R1 for VSE/CICS 

Electronic Payment Sys Suppt/Check Procg 
Electronic Payment Systems 

Financial Payment Processing A/P R3 
Financial Branch Sys Services Ver. 2 
Financial Branch Sys Services V2R1.1 
Financial Branch System Integrator 
Financial Branch System Services V2R2 
Financial Branch System Services/z V1 
Financial Information System 

Financial Information System Online 
Financial Management System 

Financial Management System 

Financial Services Terminal Support 
Financial Services Terminal Support 
Financial Transaction Processing System 
Financial Transaction Processing System 
Forms / Passbook Printer - 4720 FC 
FTPS Feature for $/36 PC 

General Ledger 

General Ledger 

General Ledger 

Graduate Placement 

Inventory Management 

IBA Financial Information System 

IBA Integrated Commercial Loans 

IBA Integrated Consumer Loans 

IBA Integrated Demand Deposit Accounts 
IBA Integrated Mortgage Loans 

IBA Integrated Time Deposit Accounts 
IBA Online Collections System 

IBA Online Delivery System 

IBA Platform Automation Support System 
IBA Preferred Client Services System 
IBA Relationships & Profitability CIS 
IBA Relationships & Profitability Mgr 
IBA Umbrella System 

Loan and Grant Ce ea 

Material Requirements Planning 
MERVA/VSE System Package 

MERVA/VSE System Package with DTNL/370 
MERVA/2 

MERVA/370 V1 for MVS/CICS 


5666-346 
5665-423 


40-F11 
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06-167 
06-154 
06-158 
47-BR1 
44-CA3 
48-F55 
46-F11 
40-F51 
46-F57 
96-BBG 
48-F56 
98-CQX 
98-CFD 
98-BDY 
98-CWR 
98-CRC 
96-AYF 
96-ALP 
798-DXY 
5799-BZE 
5668-935 
5668-753 
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FINANCIAL SERVICES 


MERVA/370 V1 for VSE/CICS 

MERVA/370 V1R1 for MVS/IMS 

MICR User Editing 

MICR User Editing 

MICR User ecreate - CHX/3694, CHX/VS 
Order Entry and Invoicing 

Product Data Management 

Production Control and Costin 

Program Customizer / 3600 470 
Projected and Actual Payment Tracking 
PCS ADS Crossreference 

eg tara a Attendance and Grading 
S.W.I.F.T. for ACF/NCP/VS 

S.W.I.F.T. BSC EP Support 

Student Accounts Payable 

Student Accounts Payable 

Student Accounts Payable 

Student Financial Tracking 

Student Financial Tracking 

Student Financial Tracking 

Student Recruitment 

eye ren Oe Intn 1 Funds Transfer Sys R1.0 
SYS/38 Financial Transaction Process. 
Vendor Accounts Payable 

Vendor Accounts Payable 

Vendor Accounts Payable 

3600 Host Support 

3600 Host Support Finance Communication 
3600 4700 Administrative Applic 1.3 
3600 4700 Program Customizer 

3614 3624 Consumer Online Transactions 
3614 3624 Consumer Online Transactions 
3624 Teller Machine IMS/VS Host Support 
3694 Application Macro Expansions 

3890 Cycle Sort 

3890 Offline Sort 

3890 Offline Sort Enhancements 

3890 Online Fine Sort 

3890 Online Fine Sort - CPCS 

3890 Online Fine Sort Enhancements 
3890 Statement Preparation Sort 

4700 Advanced Bank Teller st pees 
4700 Advanced Branch Controller Version2 
4700 Controller Resource Manager V1R5 
4700 Controller Resource Manager V2R2 


Financial Services 


5799 -BOY 
5668-934 
5799-BQZ 
5799-BZD 
5668-989 
5799-BGB 
5668-752 
5668-751 
5668-873 
5668-870 
5799-BZR 
5799-CJN 
5668-871 
5668-872 


Finance System - Adv Branch Control 
Finance System - Applic Map Genertr 
Finance System - Format Distributn 
Format Distrubution Services 

Host puppet R7 

Online Terminal SUPE OTe 
Resource Manager - Platform a bee 
Resource Manager - Teller Applicatn 
Availability ee Bach Reporting 
Customization Image Builder R2 
Financial Application Extension 
Financial Application Extension IMS 
Network Monitor 

Remote Network Monitor 


+40F4-877 
+40F4-879 
6024-022 
5668-739 
+5685-052 
5746-F54 
5799-CZK 
5714-XE1 
5746-F53 
5746-F55 
5727~-XB5 
+5732-043 


Accounts Payable 

Accounts Receivable 

ray Search Inquiry System 

Billing 

Business Professional System 

Business Report Applic Develop Syst 
Display Information Alpha Search 

Dae eee ate Legal Support 

DCP/MV 

DCP/VM 
DOS Introduction & Implementation 3.5 
DOS Introduction & Implementation 5.25 
Electronic Spreadsheet 

Energy Conservation System II 

Energy Facility Control Power Mgmt 
Financial Open Item Acctg A/R A/P R3 
Financial - Posting & General Ledger R3 
Financial Desk Calculator 

Financial Status P&L Balance Sheet R3 
General Ledger 

General Ledger & Postings R3 

Inventory Accounting 

IBM Current V1 3.5 |, 

IBM Current V1 5.25 

eee sae (R 

MPSX/370 Math Prog System Extended V2 
MVS/ESA Folder Application Facility 
Open Item Accounting A/R A/P R3 

ObPS /RMS Office and Document Processing 
OFFICE/38 Applications Made Easy 

P&L and Balance Sheet R3 

Payment Processing A/P R3 

Payroll 

Sb Ele te 88 SQL APT-EDIT 

SAMNA PLUS IV for AIX PS/2 

Work Station Search Facility 

Work Station Search paar | 
Workfolder Application Facility 
Workfolder Application Facility 


General Business 


GENERAL BUSINESS 
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+5685-105 


+70F9-358 
+70F9-366 
+70F9-362 
5685-066 
5472-423 
5472-422 
5796-PTH 


5668-828 


Graphics 


peouans er 
dvanced Printer Functions 5224 
Architecture & Engineering - Graphics 
AS/400 Business Graphics Geriaits 

Bar Chart 

Business Graphics Utilities/36 

Business Graphics Utility 

Business Professional System 
Composition Utility Version 2 

Consumer Transaction Definition V1.2 
Consumer Transaction Platform V1.0 
Consumer Transaction Runtime V1.2 
CAD/Host Graphics Data Exchange V1 
CADwrite Design, Drafting - SolutionPac 
CADwrite Design, Drafting - SolutionPac 


CADAM (R) - CAD Only Entry System 
CADAM (R areal pea Information Module 
CADAM (R) CAD only Interactive Module 
CADAM (R) CAD/CAM Interactive Module 
CADAM (R) Data Management Module 

CADAM (R) Drawing Viewing Program - Host 
CADAM (R) Drawing Viewing Program - PC 
CADAM (R) Hardcopy Module 

CADAM (R) Interactive Solids Design R21 
CADAM (R) Statistical Data Module 


CADAM Access 

CADAM APT Interface 

CADAM APT Source Geometry R21 

CADAM CADIMS 

CADAM COMPACT II Interface 

CADAM Drawing Compare 

CADAM Geometry Interface Version 2 
CADAM Interactive Design V2R20 

CADAM Lathe R21 

CADAM 3D Interactive R21 

CADAM 3D Mesh Geometry R21 

(R) - CATIA (R) Geometry Transform 
CAEDS Base for IBM RT Version 3 

CAEDS Dimensioning for IBM RT V3 

CAEDS Graphics Finite Element Modeler V3 
CAEDS Integrated Finite Element Solver 
CAEDS Object Modeler for IBM RT V3 

CAEDS System Modeler for IBM RT V3 

CAEDS Test Data Analysis V3 for IBM RT 
CATIA (R) Basic 3D Design - Standalone 


GRAPHICS 


5668-827 
5668-826 
5669-228 
5668-830 
5612-106 
5612-006 
5612-101 
5613-001 
5612-104 
5612-004 
5612-117 
5612-017 
5612-010 
5612-011 
5612-102 
5612-109 
5612-008 
5612-009 
5612-015 
5612-012 
5612-014 
5612-107 
5612-007 
5612-016 
5613-016 
5612-013 
5612-105 
5612-005 
5613-006 
5612-001 
5613-013 
5613-004 
5613-010 
5613-003 
5612-003 
5613-011 
5613-002 
5612-002 
5613-008 
5613-009 
5613-015 
5613-012 
5613-014 
5613-007 
5613-005 


CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 


CATIA V 


CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 


R) Drafting 
R) Numerical Control 
R) Server 
R) 3D Design 
Advanced Surfaces for RT PC 
Advanced Surfaces V3 
Base for RT/PC 
Base V3 
Drafting for RT PC 
Drafting V3 
Graphics Interactive Interface 
Graphics Interactive Interface V3 
Image Design V3 
Kinematics V3 
Library for RT PC 
Numerical Control - Mill for RT PC 
Numerical Control Lathe V3 
Numerical Control Mill V3 
Piping & Tubing V3 
Robotics V3 
Schematics V3 
Solids Geometry for RT PC 
Solids Geometry V3 
Structural Design & Steelwork V3 
Structural Design & Steelwork V3 
ce Eeetne 
Design for RT PC 
Design V3 
tm) Advanced Surfaces Ver.3 
tm) Base V3 
tm) Bldng Design & Facil Layout V3 
tm) Drafting Ver.3 
tm) Image Design Ver.3 
tm) Interface Ver.3 
tm) Interface V3 
tm) Kinematics Ver.3 
tm) Library Ver .3 
tm) Library V3 
tm) Numerical Ctrl Lathe Ver.3 
tm) Numerical Ctrl Mill Ver.3 
tm) Piping & Tubing Ver.3 
tm) Robotics Ver.3 
tm) Schematics Ver.3 
tm) Solids Geometry Ver.3 
tm) 3D Design Ver. 
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5613-017 
5668-865 
5668-959 
5713-ACL 
75X3-275 
75X3-274 
5665-382 
5664-370 
5665-460 
5798-DZY 
5799-TEN 
5796-BEB 
5799-BEB 
6024-097 
5668-792 
5668-905 
5669-062 
5668-978 
5799 -AXX 
5669-050 
6280-203 
6280-204 
5668-941 
5688-050 
5669-064 
5798-RPW 
5796-PPH 
5668-802 
5668-723 
5668-801 
5668-812 
5665-356 
6242-913 
5664-336 
+5688-093 
5664-200 
5684-007 
5666-328 
5799-BJA 
5799-BJB 
5665-478 
6457-801 
5688-092 
8575-152 
5668-011 


Graphics 


CATIA(tm)Graphics Interactive Interf V3 
Data Communication Service 1.2.1 
Digital Interactive Graphics / Mapping 
Direct Cutter Location Data Interface 
DisplayGraphics V1.1 3.5, 
DisplayGraphics V1.1 5.25 
DisplayWrite/370 for MVS/CICS 
DisplayWrite/370 for VM R2 
DisplayWrite/370 R2 Base Product 
epee. / Manufacturing Interface 
EDX Videotex System SVS/1 

Fastdraft to IGES Translator 
Geo-Facilities Data Base Support 
Gertrude s Secrets 

Graphical Data Display Mgr/ eae 3.4 
Graphical Display and Query Facility 5.0 
Graphical File System 

Graphics Access Method / System Product 
Graphics Attachment 327/7GA, 5080 
Graphics Development Toolkit 

Graphics Development ToolKit 1.2 
Graphics Development ToolKit 1.2 Upgrade 
Graphics Program Generator R2 

Graphics Program Generator V2.1 
Graphics Terminal Emulator 

acepuene 

ee Se Full Screen Interface 

GDDM Graphical Kernel System 

GDDM Image View Utility 

GDDM Interactive Map Definition 2.1 
GDDM Presentation Graphics Feature 2.1 
GDDM Ver. 2.2 with PCLK Feature 
GDDM-PCLK Ver.1.1 Improved Availability 
GDDM-REXX 

IO a Programming Interface V2 
GDDM/VM V2.2 Base 

GDDM/VMXA V2.2 

GDDM/VSE 2.2 

Image Distribution System - Scanmaster 
Image Distribution System - Scanmaster 
Image Handling Facility V2.0 

Image Suppor Facility 2 

Industry Standard Plotting Commands V2 
InfoWindow Control Program 1.1 
Interactive Instructional Authoring 


GRAPHICS 
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5796-PXK 
6024-076 
5796-PPA 
+5601-230 
5669-167 
5669-063 
6024-186 
5688-009 
5664-388 
5713-ABQ 
5666-292 
49F4-704 
6024-109 
6403-823 
6476-088 
6403-822 
6476-087 
6476-086 
6476-089 
6466-982 
5727-AP1 
5799-BGN 
5799-BGQ 
5799-BGL 
5799-BGK 
5719-GP1 


Land Ownership Tax peppeue 
LOGO (R) with Turtle Graphics 

Panel 2 Line Art Program 

Personal graPHIGS Programming Interface 
Personal ice 3.4 

Plotting System 

Print Screen pemeaa 

Publishing Systems BrowseMaster R2 

Super c ee on Systems DrawMaster 
PROFESSIONAL CADAM Interactive Solid Dsg 
Query Management Facility 

Storyboard Plus V2.0 

Turtle Power (Feature 4109) 
Video/PAssage Author 1.0 

Video/PAssage Author 1.1 Upg fr 1.0 
Video/PAssage Presentor 1.5 
Video/PAssage Presentor 1.1 


Video/PAssage Presentor 1.1 


Video/PAssage Presentor 1.1 Upg fr 1.0 
3812 Veoee ane Font Management System 
5224 Ml 225 Advanced Printer Function 
6670 Fonts Library 

6670 Fonts Library 

6670 Fonts Library 

6670 Fonts Library 

7361 Fastdraft System 


7798-MDD 
5796-PXX 
6024-197 
6360-486 
6280-344 
6280-343 
6467-035 
5796-ATZ 
5796-ANY 
5796-AWH 
796-AWC 
798-DCH 
796-ZPW 
798-DXZ 
796-PZR 
796-TCK 
796-BTR 
796-BCC 
796 -PQC 
7 
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HEALTH AND MEDICAL 


AHA Medical Device Database 

Community Mental Health MIS 
DisplayWrite Medical Support 

Doctor s Office Demo & mutorial 7 
Doctor's Office Manager II Plus 3.5 
Doctor s Office Manager II Plus 5.25 
Doctors Office Manager II 

HCS PCS Patient Care System DOS 

HCS PCS Patient Care System OS 
Laboratory Data Acquisition System 
Laboratory Data Management System II 
LDMS Normal Value / falca Checkin 

Mass. Gen 1 Hospital Util. Multi- Bao Sy 
Patient Care Sys - Applic Develop. Educ 
Patient Care System - Online Text 
Patient Care System ADS Function Support 
PCS ADS Data Dictionary Interface 

PCS Infection Data Management 

PCS Nursing Care Plans 

PCS Surgery neper este 

4680 Pharmacy System 


Health and Medical 4-41 


6428-147 
5796-PXX 
5798-RQC 
6428-087 
6428-072 
6428-071 
5746-AM1 
5740~-AM4 


HUMAN RESOURCES 


Batch SNA Communications 

Community Mental Health MIS 

Equal Employment Opportunity Report 
Instructional System - Administration 
Instructional System - Authoring 
Instructional System - Presentation 
Interactive Personnel System 2.2 
Interactive Personnel System 2.2 


Human Resources 4-42 


5748-AP1 


5668-948 
5668-996 
5748-XX1 
5746-XXM 
5740-CBl 
5746-CBl 
5734-CB4 
5734-CP1 
5785-GBE 
5746-XY1 
5785-GBD 
5785-GAX 
5785-GAZ 
5668-908 
5740 -XXF 
5740-SM1 
5746-XC4 
5748-XXB 
5799-BKE 
746-XX1 
45-030 
96-PLY 
34-FO1 


4-FO5 
4-F02 
4-FO3 


34-CP3 
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5665-277 
5665-955 
5668-919 
7798-ICS 
7798-OPT 
5668-012 


IBM INFORMATION NETWORK 


A Programming Language - APL 
Assembler Prompter 

AHA Medical Device Database 

Batch Terminal Simulator 

BASIC/VM Release 2 

BASIC/VS 

Communication Oriented Message System 
COBOL Compiler & Library 

COBOL Compiler & Library 

COBOL Interactive Debug 

COBOL Prompter 

COPICS Inventory Accounting II Rl 
COPICS Online peas 

COPICS Product Cost Calculations II Rl 
COPICS Purchasing 

COPICS Receiving Rl 

COPICS Shop Order Load Analysis Reportng 
Data ea ibaa! - DB/DC 1.6 

Data Facilit ort R10.0 

Development Management System / CICS 
Display Management System / CMS 

Document Interchange - Host to Displaywr 
DL/I DOS/VS V1R8 

DOS / Virtual Storage Extended 

Extended Editor and Full Screen Manager 
FORTRAN - Code-and-Go 

FORTRAN H Extended Optimization Enhanced 
FORTRAN Interactive Debug 

FORTRAN IV ¢ Q 

FORTRAN IV (H Extended) Compiler 
FORTRAN IV Library Option 1 

FORTRAN Prompter 

FORTRAN Utilities for VM/370 III 
FORTRAN VS - Interactive Debug 2.0 SPE 
FORTRAN VS Compiler & Library 1 
FORTRAN VS Library 4.1 

Graphpak Full Screen Interface 

Info Center/1 

Information / Access V1 

Information / Library 

Information / MVS 

Information / VM-VSE 

Insurance Communication Service 
Interactive Financial Planning System 
Interactive Instructional Presentation 


IBM Information Network 
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5748-XX6 
5798-DCR 
5752-VS2 
5747-DS1 
5740-XX2 
5664-172 
5665-294 
7798-MVS 
5740-XYN 
5740-XC6 
5740-XR8 
7798-NET 
5734-LM3 
5798-DFR 


5798-DKB 


Interactive Instructional System 
Planning Forecasting II Rl 


Inventor 
ICKDSF M 


Vs 


/370 


ICKDSF Stand-Alone 

ape Data Base System 1.3 
eran Development Facility 

Release 2.1 ( 

MVS Productivity System 

MVS/SP - JES3 R3 

MVS/SP JES2 2.2 

Network Job Entry for JES2 

Network Services 

OS FORTRAN IV Library (Mod ITI) 

Plant Monitoring - Host Interface Rl 


ISP 


PAN 
PL/ 


/ Pro 
Library/MV 


Resident 
Transient Librar 


ALET tm (SPF) 
Checkout Compiler 
Optimizing Compiler 
Optimizing Compiler & Library 
Optimizin 


and Update 


Shes: Analysis and Control System 
I 


C) 


Rao siete & Library 5.1 
i 


brary 


R6 


PSS Application Installation Facilit 
Resource Access Control igen V1R 
Resource Measurement Facility V 

RPG II Compiler 
RPG II Conversion Preprocessor 
Screen Definition Facility 1.5 
Sort/Merge Version 2 
ey cheice ee Retrieval System 


TRY-C 


TSO/E MVS/370 R3 
Virtual Machine Productivity System 
Virtual Machine/System Product R5 

VSE/Advanced Functions 
3270-PC File Transfer Program 
6670 Preprocessor 
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5668-948 
+5688-150 
5740-DC2 
5798-FAF 
5665-427 
5798-FBD 
5798-CHI 
5798-CQP 
5668-856 
5796-ATP 
5665-423 
5666-351 
5665-462 
+5685-093 
5740-XR1 
5798-CWF 


IMS DATA COMMUNICATIONS AND AIDS 


Batch Terminal Simulator 

Cross System Product/370 Runtime Service 
Data Processing Accounting for IMS/VS 
DataBase 2 VSAM Oe a 

DSNL/370 V2R1 for MVS/IMS 

IMS LU 6.1 Adapter for LU 6.2 Applicatio 
IMS Monitor Summary & System Analysis II 
IMS Performance Analysis & Reporting 
IMS/VS System Utilities DataBase Tools 
Message Requeuer 

MERVA/370 V1R1 for MVS/IMS 

Query DL/I 

Query DL/I 

Sy oon Utilities/Data Base Tools V2R1 
STAIRS/VS V1R5 

Time Initiated Input Facility 


IMS Data Communications and Aids 4-44 


+5601-151 
5669-179 
+5684-057 
5601-116 
+5612-119 
5734-XS9 
5727-M7X 
5727-M4X 
5472-422 
5472-423 
5796-PTH 
5796-ATH 
5796-ATA 
5796-ATB 
5796-ATC 


Accounts 
Accounts 
Accounts 
Accounts 
Accounts 
Accounts 
Accounts 
Accounts 
Advanced 
Advanced 


INDUSTRIAL 


Payable 

Payable 

Payable 

Payable 

Receivable 

Receivable 

Receivable 

Receivable 

Control Syst Host Support V2R2 
Control System - Host ACS 


Algorithm Generation Language V2R2 
Automotive Release/Shipping Control Syst 


AML Entry 


V4.1 


AML/2 Application Development Environ. 
AML/2 Application Simulator 

AML/2 Manufacturing Control System 

APT Advanced Contouring Release 4.1 
AS/400 Order Management Accounts Payable 
AS/400 Order Management General Ledger 
AS/400 Order Management System 

Build Services/2 


Capacity 
Capacity 
Capacity 
Capacity 
Capacity 
Capacity 
Capacity 


Planning and Operations 
Planning and haere 
Requirements Planning 
Requirements Planning 
Requirements Planning 
Requirements Planning 
Requirements Planning 


Clipboard 

Communication Oriented Message yecen 
Communication Protocol Programs/ 
Communications Subsystem 1.1 
Communications System/VM 
Communications System/2 


Computer 


Aided Design Integration V2 


Continuous System oder tts Program III 
u 


Cross Application System 


pport 


Cross Application System eUPper 


CADwrite 
CADwrite 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 


Aw 


Aan 


Industrial Sector 


Design, Drafting - SolutionPac 

Design, Drafting - SolutionPac 
- CAD Only Entry System 
apcount tne Information Module 
CAD only Interactive Module 
CAD/CAM Interactive Module 
Data Management Module 
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SECTOR 


5668-853 
5796-TBP 
5796-TBQ 
5796-ATD 
5713-ABW 
5796-ATG 
5796-ATE 
5796-BDT 
5713-ACN 
5796-BDG 
5668-842 
5668-840 
5713-ACK 
5668-844 
5796-AWR 
5796-TBN 
5668-828 
5668-827 
5668-826 
5669-228 
5668-830 
5668-906 
5688-019 
5668-829 
5688-007 
5713-ACH 
5713-ACW 
5785-GBE 
5746-XY1 
5740-XYX 
5798-DZA 
5785-GBD 
5785 -GAX 
5785-GAZ 
5668-908 
6024-202 
5727-M7A 
5727-M4A 
5714-M7A 
5714-M4A 
5668-865 
+5713-ADQ 
5601-104 
5713-ACL 
5799-AFD 


CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CADAM 
CAEDS 
CATIA 
CATIA 
CATIA 
CATIA 
CATIA 
COPICS 
COPICS 
COPICS 
COPICS 
COPICS 
COPICS 
COPICS 
COPICS 
COPICS 
COPICS 
COPICS 
COPICS 
COPICS 
COPICS 


Data Acquisition and Contro 


Data C 
Data C 
Data C 
Data C 
Data C 
Defini 
Device 
Direct 


Design Buiid Manage Rel. 21 
Drawing Viewing Program - Host 
Drawing Viewing Program - PC 
Hardcopy Module 

Interactive Solids Design R21 
Statisticai Data Module 

APT Interface 

APT Source Geometry R21 

CADIMS 

COMPACT II Interface 

Geometry Interface Version 2 
Interactive Design V2R20 

Lathe R21 

3D Interactive R21 

3D Mesh Geometry R21 


DAADNAAD 


R) - CATIA (R} Geometry Transform 
R) Basic 3D Design - Standalone 

R) Drafting 

R) Numerical Control 

R) Server 

R) 3D Design 

= as 4 eh Management Rel. 2.0 
Base Product 


Capacity Begque caente Planning Rl 

Cust Order Service Data & Ord Mng 

Defense Program Offering 

Direct Update dpoevnegast 

Inventory Accounting II Rl 

Online Routing 

Online Routin 

Plant Monitoring & Control 370 

Product Cost Calculations II Rl 

Purchasing 

Receiving Rl 

Shop Order Load aes faa Reportng 
Adapter 

ollection 

ollection System Support 

ollection System Support 

ollection System Support 

ommunication Service 1.2.1 

tion Services/z 

Data Managemerit for Industrial/PC 

Cutter Location Data Interface 


Display Management Systems 


INDUSTRIAL SECTOR 


Earth Resources Management II 
Electrical Schematic Library - Inches 
Engineering / Manufacturing Interface 
Enterprise Management Control Series 
Execution So al le 

Executive Data Link to PC 

EDX to Allen-Bradley (R) Controllers 
EDX to General Electric Series 6 tm Supt 
EDX to Gould Modicon MICRO tm Controllrs 
EDX to Texas Instruments ~ Controllers 
EDX Gen Purpose Automation Exec-Distrbt 
EDX Indust Terminals - Transaction Test 
EDX MAP tm Application Server 

EDX Plant Automation Communication Syste 
EDX-CF PACS/Material Logistics System 
EMCS Advanced Function Management Tools 
Facilities Data Management 

Fastdraft to IGES Translator 

Financial Management System 

forecast 08 

General Ledger 

General Ledger 

General Ledger 

General Ledger . 
General Purpose Interface Bus Adapter 
Geo-Facilities Data Base Support 
Geometry Library - Architectural Inches 
Geometry Library - Electrical 

Geometry Library - Mechanical - Inches 
Graphical Display and Query Facility 5.0 
er apa Program Generator R2 

GEARBOX penguage Extensions 

Host Link/V 

Host Link/2 

Industry Standard Plotting Commands V2 
Interactive Composition and Editing V2 
Interactive Schematic Builder V2 
Interactive Schematics Builder for ACS 
Interface Services/2 

Inventory Forecasting for Manufacturers 
Inventory Management 

Inventory Management 

Inventory Management 

Inventory Management 

Inventory Management for Process 
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Inventory Planning Forecasting II Rl 
Location/Lot Management 
Make-to-Schedule for Inventory Mgt 
Make-to-Schedule Facility for Inventory 
Management Information 

Manufacturing Automation Protocol 
Master Production Schedule Planning 
Master Production Schedule Planning 
Material Logistics System/VM 
Material Logistics System/2 

Material Requirements Planning 
Material Requirements Planning 
Material Requirements Planning 

Deer cece Requirements Planning 


File / Record Definitions 
MAPICS II File / Record Definitions 
MAPICS II Financial Analysis Rl 
MAPICS II Forecasting Release 1 
MAPICS II Inventory Management for Proce 
MAPICS II Location/Lot Management 
MAPICS II Master Prod Sched Plan Rl 
MAPICS II Purchasin 


MICRO CADAM (tm) CORNERSTONE R1.3 

MICRO CADAM Data Transfer 

MICRO CADAM Geometry Interface 

MICRO CADAM Parametric Design 

Numerical Control PostProcessor Gen R2 
Numerical Control Toolkit 

NCPG Execution LIbrary 

Order Entry and Invoicing 

Order Entry and Invoicing 

Order Entry and Invoicing 

Order Entry and Invoicing 

Order Entry/Invoice to Gen Ledgr Interfc 
Order Entry/Invoice to Gen Ledgr Interfc 
Payroll 

Payroll 

Payroll 

Payroll peach Saag acn 

Plant Auto Comm Sys Mod Transfer Facilit 
Plant Monitoring - Host Interface Rl 
Process Development System 

Product Data Interface for COPICS 
Product Data Management 

Product Data Management 
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Product Data Management 

Product Data Management 

Production Control and Costing 
Production Control and Costing 
Production Control and Costing 
Production Control and Costing 
Production Monitoring & Control 
Production Monitoring & Control Host/36 
BuaeE Coton 

PROFESSIONAL CADAM Interactive Solid Dsg 
Quality Mate 

Realtime Interface Co-processor C Langua 


Realtime Plant Mngt Integrated Appl 
Realtime Plant Mngt Integrated Comm R2 
Remote Terminal Interface Utility 


Bede ames Planning 

RPS MAP tm Communications Server 

S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
5/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
5/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II 8/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
8/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
S/38 MAPICS II Cross Applic. Support 


Sales Analysis 
Sales Analysis 
Sales Analysis 
Sales Anal 
Series/1-P 
Signal Interface R2.0 


Special Real Time Operating System V2R2 


sis 
Connect 


Special Realtime Operating System 
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83X8-880 
5713-AEL 
7798-COP 
5744-CR1 
5747-CJ1 
5799-BEH 
5668-998 
5798-RWH 
5798-RWF 
5719-GP1 


Token-Ring Network Bridge Upgrade 1.1 
Tool Trak 

TRY-COPICS 

3630 Plant Communication Host Services 
3630 Plant Communication System Host 
3640 CICS/VS Extensions - 4331 Loops 
3644 Parameter Table Generation Facility 
401K Tax-deferred Savings Plan 

401K Tax-deferred Savings Plan 

7361 Fastdraft System 


5746-XE7 


98-CPR 

98-DAA 
5798-CQQ 
5665-950 
5665-266 
5665-277 
5664-322 


5664-201 


5798-DFE 


INFORMATION SYSTEMS MANAGEMENT 


Access Control Logging and Reporting 
Cable Data Management System 

Change Management Tracking 

Change Tracker 

CICS/VS Perf. Analysis Report Systm Rl 
Data po OCes sane Accounting for IMS/VS 
Environmental Record Editing & Printing 
Environmental Record Editing & Printing 
Environmental Recording Editing Printing 
General Performance Analysis Reporting 
Generalized Performance Analysis Report 
Generalized Trace Facility Analysis 
Information / Access Vl 

Information / Access 3.0 


Information / Library 

Information / Management Version 3 
Information / MVS 

Information / mecuce Version 3 
Information VM-VSE 


Interactive bebe Control 

IMS Monitor Summary & System Analysis II 
IMS Performance Analysis & Reporting 
JES3 pop TEOr ane Facility II 

Library/MVS Release 2.1 (and Update C) 
MVS Migration System 

MVS/XA Migration Offering 

Network Services 

detracts Communications Control Facility 
OPC/A Event Manager Subsystem V1R1 
OPC/A Network Event Communicator V1R1l 
OPC/A Production Control System V1R1 
Realtime Monitor 

Resource Measurement Facility V2 
Resource Measurement Facility V3R5 

RMF V4R1.1 

Serial OEM Interface 

Serial OEM Interface Access Method 
Source Compare Audit Utility 

System Modification Pgm Extended V1R4 
Teleprocessing Network Simulator 2.4 
TSO Host Server for PC XT/370 (VM/PC) 
VSE Advanced Functions Version 2.1 

VSE ICCF V2 

VTAM Performance & Analysis Reporting II 
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Insurance 


Alpha Search Inquiry System 
Consolidated Functions Ordinary Ver 
Insurance Communication Service 

RPS PC Connectivity 
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INSURANCE 
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§728-M33 
5728-M34 
+5685-146 
5728-M73 
5728-M74 
5728-M7X 
5728-M77 
5728-M72 
5728-018 
5728-017 
5612-113 
5777-DBJ 
5728-M3G 
5684-064 
+5612-119 
+5685~-142 
5728-M3X 
+49F4~-841 
+49F4-890 


5612-101 


Accounts Payable 

Accounts Receivable 

mee nag Bien Services Manager / MVS 
AS/400 MAPICS Accounts Payable 

AS/400 MAPICS Accounts Receivable 
AS/400 MAPICS Cross a ee eae Support 
AS/400 MAPICS General Ledger 

AS/400 MAPICS Payroll 

AS/400 Prod. Monitoring & Cntrl Host 
AS/400 Production Monitoring & Control 
Building Design & Facilities Layout 
Capacity Management with the IBM PC 
Capacity Bequsremenes Planning 
Computer Aided Design Integration 
Computer Aided Design Integration V2 
Cost Evaluation Manager / MVS 

Cross pepe cetpon Support 

CAD/IGES Data Exchange oar B] 

CAD/IGES Data pa oer be 5.25) 

CADAM RS Design Build Manage Rel. 21 
CADAM (R) Interactive Solids Design R21 
CADAM Access 

CADAM AEC Design Base 

CADAM APT Interface 

CADAM APT Source Geometry R21 

CADAM CADIMS 

CADAM COMPACT II Interface 

CADAM Drawing Compare 

CADAM Interactive Design V2R20 

CADAM Lathe R21 

CADAM 3D Interactive R21 

CADAM 3D Mesh Geometry R21 

CAEDS Base for IBM RT Version 3 

CAEDS Dimensioning for IBM RT V3 
CAEDS Graphics Finite Element Modeler V3 
CAEDS Integrated Finite Element Solver 
CAEDS Material Data System 

CAEDS Material Data System V3 

CAEDS Mold Cooling Analysis V3 

CAEDS Mold eri Analysis V3 

CAEDS Object Modeler for IBM RT V3 
CAEDS System Modeler for IBM RT V3 
CAEDS Test Data Analysis V3 for IBM RT 
CATIA Advanced Surfaces for RT PC 
CATIA Base for RT/PC 


Manufacturing 


MANUFACTURING 


5612-104 
5612-118 
5612-117 
5612-110 
5612-103 
5612-111 
5612-102 
5612-108 
5612-109 
5612-115 
5612-112 
5612-114 
5612-107 
5612-116 
5612-105 
5706-115 
+5601-299 
5601-307 
5713-ACL 
+5621-022 
5728-M3H 
5728-M3L 
5728-M37 
5728-M35 
5728-M3N 
+64F6-921 
+64F6-922 
+70F9-267 
+70F9~-268 
5665-394 
5665-393 
5728-M3P 
-~5798-FBG 
5728-M3J 
5728-M3B 
+5706-287 
+4728-M7R 
5601-210 
5728-M39 
+5601-343 
+5684-107 
5728-M32 
+5601-540 
+5688-144 
+5799-DKK 


CATIA Deatuens for RT PC 

CATIA Finite Element Modeler 

CATIA Graphics Interactive Interface 
CATIA Image Design for the IBM RT 
CATIA Interface for the IBM RT 

CATIA Kinematics for the IBM RT 

CATIA Library for RT PC 

CATIA Numerical Control - Lathe 

CATIA Numerical Control - Mill for RT PC 
CATIA Piping and Tubing for the IBM RT 
CATIA Robotics for the IBM RT 

CATIA Schematics for the IBM RT 

CATIA Solids Geometry for RT PC 

CATIA Structural Design & Steelwork 
CATIA 3D Design for RT PC 

COPICS Online Routing II 

Data Collector V1 

Data Comm. Service/Manufact. Interface 
Direct Cutter Location Data Interface 
Entry Communications System/2 
Financial Analysis 

Forecastin 

General edges 

Inventory Management 

paver ote Management for Process 

IBM CAD/Plus DOS 3.5 | 

IBM CAD/Plus DOS 5.25" 

IBM CAD/Plus OS/2 we 

IBM CAD/Plus OS/2 5.25" 

INFOREM III Allocation 

INFOREM III Base 

Location/Lot Management 

Manufacturing Automation Protocol Rl 
Master Production Schedule Planning 
Material a Planning 
MAPICS/DB MPA 

MAPICS/DB Repetitive Production Mangmt 
NCPG/XLWS 

Order Entry & Invoicing 
OSI/Manufacturing Messaging Services 
OSI/Manufacturing Messaging Services VM 
Payroll 

Personal graPHIGS Programming Interface 
Plant Operations Interface Program 
PlantControl Production Activity Edition 


5706-093 
5706-092 
+5685-144 
5728-M36 
5684-065 
+5685-145 
5728-M31 
5728-M3K 
+5688-143 
+5688-165 
+5688-163 
+5688-164 
+5685-143 
5728-M38 
+5614-001 
+5614-004 
+5614-005 
+5614-003 
+5614-002 
+5601-399 
+5601-398 
+5601-274 


MANUFACTURING 


Plastics Mold Cooling Analysis 
Plastics Mold Filling Analysis 
Product Change Manager / MVS 
Product Data Management 

Product Engineering Support 
Product Structure Manager / MVS 
Production Control & Costing 
Purchasin 

Relational Base Product 
Relational Bill of Material 
Relational Inventory Accounting 
Relational Material Requirements 
Rove Definition Manager / MVS 
Sales Analysis 

Valisys Design Verification 
Valisys Inspection 

Valisys Process Control 

Valisys Guay Engineering 
Valisys Tolerance Analysis 

3270 & COPICS Data Services V1 
5250 & MAPICS Data Services Vl 
7527 Terminal Services Vl 


Manufacturing 4-51 


5771-ACW 
5796-ZJA 
5668-890 
5796-ZJB 
5714-D47 
5771-ACN 
5771-ACF 
5771-ACB 
5798-DTD 
5771-ACD 
5771-ACC 
5796-ZJE 
5796-ZHZ 
5796-ZJF 
5796-ZJG 
5796-Z25J 
5796-ZJH 
5771-ACR 
5771-ACH 
5771-ACK 
5771-ACY 
5771-ACJ 
5771-ACG 
5771-AC 

5771-AC 

5771-ACL 
5796-ZJD 
5796-ZJC 
5771-ADH 
5771-ACA 
5771-ACP 
5798-DTE 
5668-914 
5771-AAA 


Media 


Characters for Mathematics and Science 
Dues Assessment - Trade Assn 

Font Library Service Facility 

Fund Raising/Development - Trade Assn 
General Ledger Distribution / Media 
Hadassah tm and Monotype Century tm 
Helvetica tm - bengvere Extentions 


Helvetica Condense 


and Expanded tm 


Interactive Composition and Editing V2 
ITC Korinna tm 

ITC Souvenir tm Version 2 

Membership Data Base 

Membership Data Base - Trade Assn 
Membership Dues Assessment 

Membership Fund Raising/Development 
Membership Special Events 


Membershi 


Monotype 
Monotype 
Monotype 
Monotype 
Monotype 
Monotype 
Monotype 
Monotype 


4 Subscription Fulfillment 
odoni Cyrillic tm 

Garamond (R) banguase Extensions 
Levenim tm and Helvetica tm 
Old Eng Text & New Berolina tm 
Peninim,Alachsoni,Times N Roman 
Rockwe1l1(R Language Extensions 
Times New Roman Cyrillic tm 
Times New Roman Language Extens 


Oron tm and Univers (R) 

Special Events - Trade Assn 
Subscription Fulfillment Trade Assn 
Typewriter and Pi V2 

Univers Condensed tm 

Univers Cyrillic tm 

VM3812 Pageprinter VM Support 

3680 Restaurant System 


4250 ITC 


Avant Garde Gothic tm 


MEDIA 
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5798-DWG 
5668-937 
5668-948 
5684-064 
5798-DL 
5796-PL 
5798-DT 
5740-X 

5798-DRP 
5798-DZP 
5798-DZT 
5665-382 
5665-360 
5665-465 
5740 -XX7 
5688-013 
5734~XX6 
5665-332 
5740-XYR 
5665-354 
5665-348 
5796-AHT 
5740-XX2 
5798-DPR 
5785-GAJ 
5668-856 
5665 -XA3 
5740-XYS 
5685-001 
5685-002 
5665-464 
5665-330 
5759-010 
5665-488 
5798-DYF 
5798-DYE 
5685-109 


MVS DATA BASE AND AIDS 


Answer/DB (R) for PC Products 
Application Development Facility II Vl 
Batch Terminal Simulator 

Computer Aided Design Integration 

Data Base Edit 

Data Base Extracting and Restructuring 
Data Base Migration Aid Utility 

Data Dictionary - Ha hoe 1.6 

Data Dictionary DB2 Interface 

Data Extract Assist 

DataBase Relational BPP ate Directory 
are tight Ae Seat pc age for S/CICS 

DBCS Ordering Support Program Rel. 2 
DCP/MVS 

Generalized Information System - VS 
GDDM Central Slide and Plot Facility 
Information Management System Version 2 
Information Management System V2.2 

IBM Database 2 R3 

IBM Database 2 Performance Monitor R2 
IMS Application Development Facil II 2.2 
IMS Log Tape Management System 

IMS/VS Data Base System 1.3 

IMS/VS Fast Reorganization Reload II 
IMS/VS Queue Loader 

IMS/VS System Utilities DataBase Tools 
MVS/DFP V3R1 

MVS/SP JES2 

MVS/SP-JES2 V3 

BvepruTer pe V3 

OFSP/MVS Office puppert Program 
Personal See aE CS R3 

SolutionPac VSE/MVS Migration Assistant 
syeeen Display & Search Facility Enhance 
The Information Facility V2 

The Information Facility V2 
3090/ACA/ISCF 


MVS Data Base and Aids 4-53 


+5685-105 
5709-026 
5706-053 
5709-028 
+5695-002 
+5685-146 
5685-043 
+5685-159 
5688-108 
5734-CP2 
5759-026 
5668-738 
5665-338 
+5685-085 
+5621-003 
+5621-004 
+5688-171 
+5688-170 
5664-479 
5665-479 
5664-480 
5665-480 
5796-PNJ 
5688-003 
5744-CG2 
5665-948 
5688-040 
5688-039 
5799-WXA 
Boa e an 
5798-DXN 
+5612-119 
+5685-142 
5740-XY5 
5740-XY6 
+5688-160 
5685-066 
5713-ADT 
5713-ADW 
5713-ADX 
5709-019 
5709-022 
5709-023 
5706-091 
5709-020 


MVS, TSO, UTILITIES AND AIDS 


peor aueect 

da Compiler MVS 

Ada Cross Compiler VM to MVS 
Ada Run-Time Library MVS 
Alform/CICS/MVS 

Application Services Manager ( MVS 
Application Support Facility V1 MVS 
Application Support Facility V2R1 Base 
Application System V2 

Assembler Prompter 

Automated Console Operations 

ACF/NCP ‘V5R2.1 

ACF/SSP V3R4.1 for MVS 

ACF/VTAM V3R3 for MVS/ESA 

AD/Cycle - TIRS Development/2 
AD/Cycle - TIRS Runtime/2 

AD/Cycle TIRS Builder/370 

AD/Cycle TIRS Runtime/370 

ADPS/M MVS 

ADPS/M MVS 

ADPS/P MVS 

ADPS/P MVS 

APL Data Interface II for TSO 

APL2 Application Environment Ver.1 Rel.3 
Batch Transfer Program 

BASIC/MVS Release 2 

C/370 Compiler V1R1 

C/370 Library V1.1 

Cache Analysis Aid Version 4 - 3880 
Cache RMF Reporter 

Classified Data Erasure Program 
Computer Aided Design Integration V2 
Cost Evaluation Manager / 
Cryptographic Programmed Facility 
Oe Nt as Unit Support 
CAD/CATIA Data Exchange Rl 

CAD/Host Graphics Data Exchange V1 
CADAM Access 

CADAM AEC Design Base 

CADAM oe compere 

CAEDS Base or More CSTUs 

CAEDS Graphics Finite Element 1-17+ 
CAEDS Integrated Finite Element Solver 
CAEDS Material Data System 

CAEDS Object Modeler 1 to 17+ CSTUs 


MVS, TSO, Utilities and Aids 
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5709-024 
5709-021 
5613-018 
5612-018 
+5685-083 
+5688-099 
5734-CP1 
5688-045 
5660-295 
5665-327 
5665-295 
5665~-XA2 
5740-SM1 
5706-113 
5685-036 
+5688-036 
5655-257 
+5688-053 
5668-002 
5740-UT1 
5744-BL1 
5665-460 
5665-290 
5798-DZ2ZW 
5665-329 
5664-325 
5787-EBD 
+5787-DBB 
+5785-DBD 
+5684-077 
5685-063 
5658-260 
+5688-167 
+5785-HAP 
5799-TGJ 
5734-CP3 
330-08 
+3593-A5% 
+5685-098 
+5688-093 
5740-EAA 
5796-BDY 
5688-092 
5665-950 


CAEDS System Dynamics Analysis 1-17+ 
CAEDS System Modeler 1 to 17+ CSTUs 
CATIA Finite Element Modeler V3 

CATIA Finite Element Modeler V3 
CICS/ESA V3 

CIM Communications & Data Facility V1R1 
COBOL Prompter 

COBOL Sucre Facility V2 

CSP/AE for DPPX/370 

Data Facility Data Set Services V2R3 
Data Facility Product 

Data Facility Product 2.3 

Data Facility Sort R10.0 

Data Interpretation Sys Host Client Rl 
DataInterchange/MVS Rl 

DevelopMate VIR1 for MVS 

Device Support Facility for MVS/XA R9 
Dictionary Model Transformer Rl 

Direct Access Storage Device Migration 
Direct Access Storage Dump Restore 
Diskette Copy Program 

Abd deat pa ra 2 Base Product 
Distributed Office Support System V3R4 
an Ee ed Facility 

DFHSM V2R3. 

DFSORT/CMS Rel.1 

DISOSS ea? Services DLS-E R2 
DOBIS/Leuven Library System 
DOBIS/Leuven Periodicals Control V2 
DXT/D1 ViR1 

Enhanced Common LISP Production System 
Environmental Record Editing & Printing 
Executive Decisions/MVS Rl 
EXPedITE/mvs Host R3.0 

File Inquiry Processor 

FORTRAN Prompter 

General Performance Analysis Reporting 
Generalized Trace Facility Analysis 
Graphic Network Monitor Program 
eeanpecs Resource Monitor 

GDD fae Programming Interface V2 
Host C Compiler for Series/1 EDX 

HSM Maintenance / Recovery Utilities 
Industry Standard Plotting Commands V2 
Information / Access Vl 


5665-266 
5665-277 
5685-060 
5665-955 
5685-059 
5798-DxQ 
5665-354 
5752-VS2 
5798-CHJ 
5798-CQP 
+5665-408 
+5665-409 
5665-394 
5665-393 
5658-995 
5685-054 
5665-402 
5785-BAC 
5665-294 
+5713-AGL 
5685-094 
5685-095 
5688-091 
5751-CS1 
5665-343 
5751-CS2 
5751-CS3 
5787-MVS 
7798-MVS 
5740-XE1 
5665-302 
5665-264 
+5685-136 
5665-370 
+5685-052 
+5685-048 
5740-XYN 
5665-291 
5740-XC6 
5750-AAM 
5685-001 
5685-002 
+5706-028 
+5685-152 
5685-016 
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Information / Access 3.0 
Information / Library 

Information / Management V4 for MVS 
Information / MVS 

Information Ss 


fale V4 for MVS 
Integrated Catalog Forward Recovery Util 
IBM Database 2 Performance Monitor R2 
ICKDSF MVS/370 

IMS Monitor Summary & System Analysis II 
IMS Performance Analysis & Reporting 
IMS/ESA V3R1 Database Manager 

IMS/ESA V3R1 Transaction Manager 
INFOREM III Allocation 

INFOREM III Base 

INSPECT for C/370 & PL/I V1R1 

ISPF V3 for MVS 

ISPF/PDF V3 for MVS 

JES/328x Print Facility Version 2 
Library/MVS Release 2.1 (and Update C) 
Lotus 1-2-3/M 

MERVA/370 MVS/CICS 

MERVA/370 MVS/IMS 

MSHF2 

MVS Custom-Built Installation Process Of 
MVS CBIPO Drivers 

MVS CBIPO Model Inst Related Inst Materl 
MVS Introductory Base Offering 

MVS Migration System 

MVS Productivity System 

MVS Systems Extensions 

MVS/Bulk Data Transfer 

MVS/Bulk Data Transfer Version 2 
MVS/Central Node Administration Tool Rl 
MVS/DITTO 

MVS/ESA Folder Application Facility 
MVS/ESA Object Distribution Manager 
MVS/SP - JES3 R3 

MVS/SP - JES3 V2.2 

MVS/SP JES2 2.2 

MVS/SP System IPO 

MVS/SP-JES2 V3 

MVS/SP-JES3 V3 

Network Security Processor MVS Support 
NetView for MVS/ESA R3 

NetView DM for MVS 
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5665-487 
5665-333 
+5706-086 
5668-951 
5685-045 
+5685-126 
+5750-700 
5685-106 
5685-070 
5665-288 
5665-371 
5665-373 
5665-372 
+5685-014 
+5685-046 
+5685-137 
5706-093 
5706-092 
+5685-144 
+5685-145 
5685-055 
+5688-143 
+5688-165 
+5688-163 
+5688-164 
+5665-461 
5740-XXH 
5740-XY4 
5665-274 
+5685-143 
5685-029 
5665-397 
5668-949 
5668-009 
5740-XR1 
5688-121 
5748-T13 
5685-061 
5798-DTL 
5798-CLW 
5665-285 
5685-025 
5734-UT1 
5799-WWL 
5740-XR6 


NetView FTP MVS Base Program Rl 
NetView Performance Monitor R3 for MVS 
NetView Voice Facilities Management 
Non-SNA Interconnection to 3725 V3 
NETDA V2 for MVS 

Office Support Program/MVS V2R1 
OfficeVision/MVS Asian Language Series 
OfficeVision/MVS Rl 

Open Systems Message Exchange for MVS 
Operator Communications Control Facility 
OPC/A Event Manager Subsystem V1R1 
OPC/A Network Event Communicator V1R1l 
OPC/A Production Control System V1R1 
OSI/Communications Subsystem for MVS 
OSI/File Services Rl for MVS 

Parallel I/O Access Method 

Plastics Mold Cooling Analysis 
Plastics Mold Filling na aycee 
Product Change Manager / MVS 
Product Structure Manager MVS 
Publishing Systems ProcessMaster 
Relational Base Product 

Relational Bill of Material 
Relational Inventory Accounting 
Relational Material Requirements 
ey Manager/MVS V1R1 

Resource Access Control Facility V1R8.1 
Resource Measurement Facility V 
Resource Measurement Facility V3R5 
Routing Definition Manager / MVS 

RMF V4R1. 1 

Service Level Reporter 3.0 

System Modification Pgm Extended V1R4 
System Productivity Facility 

STAIRS /VS V1R5 

Teleprocessing Network Simulator V3 
Transaction Processing Facility V3R1 
TCP/IP for MVS Rl 

TSO Host Server for FC XT/370 ee 
TSO Pro arte Control Facility II 
TSO/E MUS /370 3 

TSO/E V2 

Utilities - TSO 

Virtual Storage Measurement Reporter 
Virtual Storage Perscnal Computing 


+5798-RXQ 
5688-087 
59798-DFE 
5785-GCL 
5668-719 
5688-035 
5685-003 
5665-311 
3799-BFF 
5685-037 
5798-FBK 
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VAST-2 for VS FORTRAN 

VS FORTRAN V2R4 Compiler/Library 

VTAM Performance & Analysis Reporting II 
VTAM Protocol Conversion Application 
X.25 NPSI for VSE V2R1 

X.25 NPSI V3R2 for VSE 

X.25 SNA Network Supervisory Function R2 
3270-PC File Transfer Program 

3380 ( 3375 Support PRPQ 

3890/XP MVS Support 

8100 DOSF Text Conversion Facility 
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5685-043 
+5685-159 
5601-189 


5728-DCT 


5728-WP1l 


5750-AAL 


5771-ACW 
5728-CM1 
5684-011 
6403-728 
6024-187 
6024-197 
74X9-913 
74X9 -904 
25F5-951 
25F5-950 
84X0-030 
84X0-036 


5787-EBD 
-5666-339 
5798-DHB 
5785-ECF 


5785-ECG 


5785-RAA 
5785-EDT 
5798-DQG 


OFFICE AUTOMATION 


Application Support Facility V1 MVS 

APPT eecuaen Support Facility V2R1 Base 
AIX/RT Workstation Host Interface V1.1 
AS/400 Language Dictionaries 

AS/400 Office 

Business Professional System 

Characters for Mathematics and Science 
Communications Utilities 

Customer Information Control System/VM 
Displaywriter PC Attach Convenience Kit 
DisplayComm Binary Synchronous Communica 
DisplayWrite Medica} Support 
DisplayWrite 4 3.5 Diskette 
DisplayWrite 4 5.25 Diskette 
DisplayWrite 4 V2 Io. 

DisplayWrite 4 V2 De2o. 

DisplayWrite 4/2 Additional License 
DisplayWrite 4/2 Manual 

DisplayWrite 4/2 Upgrade 

DisplayWrite 4/2 ae eae Addl license 
DisplayWrite/36 English Dictionaries 1.5 
DisplayWrite/36 Engeise Dictionaries 1.5 
DisplayWrite/36 1.5.1 

Ee deer Mecnirag eer R2 w/Image Graphics 
Distributed Office Support / 370 Ver 2 
Distributed Office Support / 370 Ver 2 
Distributed Office Support / 370 Vl 
Distributed Office Support System V3R4 
Distributed Office Support ayes V3R4 
Doctor s Office Manager II Plus 3.5 


7 99HTEY 
5799-THK 
5799-TEN 
5798-DKD 
5771-ACN 
5771-ACF 
5771-ACB 
5799-BJA 
5799-BJB 
5785-EDW 
6476-094 
6476-095 
5798-DTD 
6410-976 


+40F4-877 
+40F4-879 


Mun 1 1 1 1 ON 
SIN N NSIS SI SN 


EDX Telephone Message Management System 
EDX TMMS/ROLM CBX 900C Interface 

EDX Videotex System &VS/1 

General Markup Language Product Aid 


Hadassah 


tm and Monotype Century tm 


Helvetica tm - bangusee Extentions 


Helvetica Condense 


and Expanded tm 


Image Distribution System - Scanmaster 
Image Distribution System - Scanmaster 
Image Document Utility 

InfoWindow PILOT - Authoring 
InfoWindow PILOT - Presentation 
Interactive Composition and Editing V2 
Interactive Network ard Message System 
IBM Current V1 3.5, 

IBM Current V1 5.25 

ITC Korinna tm 

ITC Souvenir tm Version 2 

IX Integrated WORD/MATH 


IX INword 


IX WORD/MATH 


Language 
Monotype 
Monotype 
Monotype 
Monotype 
Monotype 
Monotype 
Monotype 
Monotype 


Dictionaries 

Bodoni Cyrillic tm 

Garamond (R) Tanguaee Extensions 
Levenim tm ard Helvetica tm 

Old Eng Text & New Berolina tm 
Peninim,Alachsoni,Times N Roman 
Rockwe 11 (R) Language Extensions 
Times New Roman Cyrillic tm 


Doctor s 
Document 
Document 
Document 
Document 
DCP/MVS 
DCP/VM 


Office Manager II Plus 5.25" 
Composition Facility V3.2 
Interchange - Host to Displaywr 
Library Facility 

Retrieval Assistant 


DISOSS Library Services DLS-E R2 

DM/VSE Document Management 1.1 

DPCX Automated Administration Activities 
DPCX DISOSS Extensions 

DPCX DOSF Dialog Manager 

DPPX Distb Document Formatting Facility 
Ext DISOSS & CICS Support for Workstatns 
EDX Department Office Control System 


Office Automation 


+5684-127 
5727-081 
5759-001 
+5685-126 
+5684-104 
+5750-700 
5685-106 
+5750-701 
+5684-084 
5706-110 
5771-ACL 
5665-308 
5799-CZK 
+5601-492 
+5601-491 
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Office 
Office 
Office 
Office 
Office 


Times New Roman rhein Extens 
Facsimile pRpiecerach / VM R1 
Management System 

Series - SolutionPac S$/36 V2 
Support Program/MVS V2R1 

Support Program/VM V2R1l 


OfficeVision/MVS Asian Language Series 
OfficeVision/MVS Rl 

OfficeVision/VM Asian Language Series 
OfficeVision/VM Rl 

OfficeVision/2 LAN Series Rl 

Oron tm and Univers (FR) 


Overla 
ODPS/R 


y Generation Language Rl 
S 


Office and Document Processing 


OFA FaxServer V1.1 
OFA FaxUser V1.1 


5665-310 
SIO9TITEY 


OFFICE AUTOMATION 


OFFICE/38 - Worksheet /38 
OFFICE/38 Administrative Mgmt 
OFFICE/38 Applications Made Eas 
OFFICE/38 Personal Services / 3 
caer ea Text Management 


OFSP/MVS Office Support Program 

OFSP/VM Office Support Program 

Personal Decision Series - Data Edition 
Personal Decision Series - Data Edition 
Personal Decision Series - English Ac 2. 
Personal Decision Series - English Ac 2 
Personal Decision Series - Network+ 2.0 
Personal Decision Series - Network+ 2.0 
Personal Decision Series - Plans+ 2.0 
Personal Decision Series - Plans+ 2.0 
Personal Decision Series - Reports+ Edit 
Personal Decision Series - Reports+ 2.0 
Personal Editor 

Personal Manager 

Personal Manager 

Personal Manager / TSO 

Personal Services / CICS R3 

Personal Services / PC BpETete to 1.2 
Personal Services / PC 1. 

Personal Services / TSO R1.1 

Personal Services / 36 1.5.1 

Personal Services/CICS R3 

Personal Servs/PC 1.04, Upg from 6317013 


Print Management Facility/MVS V1RILvll 
Professional Edit 
Professional Office System V2R2M3 
Publishing Systems BookMaster R1.2 
Publishing Systems BrowseMaster R2 
Publishing Systems DrawMaster 
Publishing Systems ProcessMaster 


Publishin 
PROFS (tm 


System 
Extend 


or 


s ProcessMaster R2 
ed Mail 


PROFS Note Maintenance Facility 

PROFS Personal Computer Connection to VM 
PROFS Retention Management System 
PSF/MVS V1R2.1 


Query/ 36 


Realtime Appl Progrmmg Intfce/DISOSS R2 
ae a cones cueut 


Letter 


Office Automation 


riter 


& Distribution System 
Version 2 


5759-002 
5664-189 
5799-BWE 
5796-PZJ 


4-071 
8-RRE 


5 
5798~-DKB 
5798-DQF 


SolutionPac Office Series V2 

Storage & Information Retrieval System 
System/36 to ea Document Transfer 
2 Gr aueees to 5520 Communication BSC 
SAMNA+ tm 

STAIRS/VS Thesaurus Generator 
STAIRS/VS Thesaurus Retrieval 

Text Management System 

Touch-Tone - Audio Support 
Transcription Assistant 

Typewriter and Pi V2 

Univers Condensed tm 

Univers Cyrillic tm 

Voice / Text Messaging System 

VM3812 pouepsARESE VM Support 

Word Proo 

3101 Emulation and Document Transfer 
4250 Candida tm 

4250 Excelsior tm 

4250 Futura tm 

4250 Helvetica tm 

4250 ITC Avant Garde Gothic tm 

4250 ITC Souvenir tm 

4250 Monotype Baskerville tm 

4250 Monotype Bodoni tm 

4250 Monotype Century tm 

4250 Monotype Century Schoolbook tm 
4250 Monotype Garamond tm 

4250 Monotype Rockwell tm 

4250 Monotype Times New Roman tm 
4250 Optima tm 

4250 Palatino tm 

4250 Typewriter and Pi tm 

4250 Univers tm 

5210 Full Function Support 

5520 Attach Version 4 

5520 PC Attachment Convenience Kit V4 
6670 Fonts Library 

6670 Fonts Library 

6670 Fonts Library 

6670 Fonts mrss | 

6670 Information Distributor Support 
6670 Preprocessor 

6670 Usability Aid 


PERSONALIZED LEARNING SERIES 


49F4-842 AS/400 COBOL Interactive Programming 
49F4-843 Ae COBOL Interactive Programming 
49F4-845 IB a Networking 

+70F9-313 Token-Ring Network Course 

+70F9-311 9270/9274 VRU Implementation Course 


Personalized Learning Series 4-59 
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5771-ADE 
5695-002 
5686-039 
5771-AFX 
5771-AFW 
5771-AEK 
71-AEN 
1-AFZ 
1-ADB 
8-021 
1-ADJ 
1-ACW 
1-ADA 
9-BBJ 
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5771-ABC 


PRINTING SUBSYSTEMS 


Adv Function Printing Kanji Source Font 
Alform/CICS/MVS 

Alform/CICS/VSE 

AFP Japanese Font 

AFP Korean Font 

AFP Simplified Chinese Font 

AFP Thai Font 

AFP Traditional Chinese Font 

APL2 Fonts (Source or Object) 

Bar lated Ae Character Recog.Font 
Century Schoolbook (R) 

Characters for Mathematics and Science 
Datal Fonts (Source or oP yece) 

DOS/VS Sort/Merge ee - Kanji/Chinese 
Font Library Service Facility 

Hadassah tm and Monotype Century tm 
Helvetica tm - pens uate Extentions 
Helvetica Condensed and Expanded tm 
ITC Avant Garde Gothic (R) 

ITC Korinna tm 

ITC Souvenir tm Version 2 

ITC Souvenir Font 

Kanji Data Set Print Prog V2 - MVS 
Kanji Font for 3820 Page Printer - MVS 
Kanji Font for 3820 Page Printer - VSE 
Mathematics and Science 

Monotype Bodoni Cyrillic tm 

Monotype Garamond con) 
Monotype Garamond (R) anguces Extensions 
Monotype Levenim tm and Helvetica tm 
Monotype Old Eng Text & New Berolina tm 
Monotype Peninim,Alachsoni,Times N Roman 
Monotype Rockwell(R) Language Extensions 
Monotype Times New Roman Cyrillic tm 
Monotype Times New Roman Language Extens 
MSI/Piesse Barcode for 38007 20° 111 
MVS/SP Utility Program - Kanji Ver 2 
Oron tm and Univers (R) 

Overlay Generation Language Rl 

Overlay Generation Language V1R1.1 
Overlay Generation Language/VM R1 

Page Printer Formatting Aid Release 1 
Page Printer Formatting Aid Ver.1 Rel.1 
Page Printer Formatting Aid/VM 

Pi and Specials tm (Source or Object) 


Printing Subsystems 
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5665-307 
5664-310 
5665-340 
5664-312 
5666-319 
5665-275 
5664-198 
25F5-944 
+49F4-812 
5665-310 
5771-AFL 
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Print Management Facility/MVS V1R1Lvll 
Print Management Facility/VM 

Print Services Access Facility/MVS VI1R1 
Print Services Access Facility/VM 
Print Services Facility/VSE V1R2 
PSF/MVS V1R2.1 

PSF/VM V1R1.1 Base 

Remote PrintManager V2.0 

Remote PrintManager V3 

Report Management & Distribution System 
Sonoran Sans Serif Condensed 

Sonoran Sans Serif %xpanded 

Sonoran Sans Serif Headliner 

Sonoran Sans Serif Source or Object 
Sonoran Serif (Source or Ob ieee) 
Sonoran Serif Headliner 

Typewriter and Pi V2 

Univers Condensed tm 

Univers Cyrillic tm 

UPC Barcode for 3800/20-III APA Mode 
VM3812 Pageprinter VM Support 

VSE Utility Program - Kanji Ver 2 

3 of 9 Bar Code Print 3800-3 

3 of 9 Barcode for 3800/20-III APA Mode 
3800 Printing Subsystem Support 

3800 90 Degree Rotate Resealed Char Set 
3812 Fonts - Pi and Specials 

3812 Fonts - Sonoran Sans Serif 

3812 Fonts - Sonoran Serif 

4250 Candida tm 

4250 Excelsior tm 

4250 Futura tm 

4250 Helvetica tm 

4250 ITC Avant Garde Gothic tm 

4250 ITC Souvenir tm 

4250 Monotype Baskerville tm 

4250 Monotype Bodoni tm 

4250 Monotype Century tm 

4250 Monotype Century Schoolbook tm 
4250 Monotype Garamond tm 

4250 Monotype Rockwell tm 

4250 Monotype Times New Roman tm 

4250 Optima tm 

4250 Palatino tm 

4250 Typewriter and Pi tm 


PRINTING SUBSYSTEMS 


5771-AAT 4250 Univers tm 

5799-BWL 5550 File Transfer Program CICS(MVS,VSE) 
5799 -BWJ 5550 File Transfer Program MVS/TSO 
5799-BWK 5550 File Transfer Program VM/CMS 
5798-RRB 6670 Information Distributor 

5798-DKB 6670 Preprocessor 

5798-DQF 6670 Usability Aid 





Printing Subsystems 4-61 


5748-AP1 
5668-896 
§727-AS1 
5668-962 
5734-CP2 
5706-036 
5706-035 
5799-DGC 
5796-PNG 
5668-899 
§728-PS1 
5728-PL1 
5727-BA1l 
5714-BAl 
6024-081 
6024-215 
6280-179 
5669-056 
6024-053 
6024-129 
6280-189 
5665-948 
5668-996 
5748-XX1 
+5728-CX1 
5714-CBl 
5785-ABJ 
6024-011 
5746-CBl 
5740-CB1 
5727-CB1 
5734-CB4 
5740-LM1 
5746-LM4 
5734-CP1 
5798-DYR 
5798-DZxX 
5666-266 
5668-987 
5740-CB2 
6280-207 
5728-CB1 
5745-030 
5660-292 
5660-299 


PROGRAMMING LANGUAGES AND AIDS 


A Et poplin Language ~- APL 
Application Prototype Environment Vl 
Assembler and Macro Processor 
Assembler H - V2 

Assembler Prompter 

AIX PS/2 VS COBOL Compiler 

AIX PS/2 VS COBOL Run Time Environment 
AIX/RT XL FORTRAN Compiler 

APL Data Interface - Version II 

APL2 Ver.1 Rel.3 

AS/400 Pascal 

AS/400 PL/1 

BASIC 


BASIC 

BASIC - A Private Tutor 

BASIC Compiler Upgrade from 1.0 to 2.0 
BASIC Compiler/2 

BASIC Interpreter and Compiler 1.1 
BASIC Primer 

BASIC Primer Version 2 

BASIC Reference Ver. 3.30 

BASIC/MVS Release 2 

BASIC/VM Release 2 

BASIC/VS 

C/400 

COBOL 

COBOL & CICS/VS Command Level Conver Aid 
COBOL Compiler 

COBOL Compiler & Library 

COBOL Compiler & Library 

COBOL Compiler and Library 

COBOL Interactive Debug 

COBOL Library 

COBOL Library Only 

COBOL Prompter 

COBOL ReportWriter Precompiler+Libraries 
COBOL ReportWriter Runtime Library Only 
COBOL Support for 4700 Finance System 


COBOL Su One for 4700 Finance System 
COBOL 36 Programmable Store System 
COBOL /2 


COBOL/400 

DOS / Virtual Storage Extended 
DPPX/370 

DPPX/370 COBOL II Facility 


Programming Languages and Aids 
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5660-301 


5799-AAW 
5734-F05 
5727-FOl 
5734-F02 
5734-FO3 
5719-F02 
5746-LM3 
5719-FO4 
5668-864 
5734-CP3 
5798-DFH 
5668-903 
5748-F03 
5601-037 
5748-LM3 
6410-971 
6024-200 
6280-185 
5664-185 
5665-337 
5658-995 
6317-062 
6317-043 
6317-063 
6317-044 
6316-996 
6316-997 
5798-DQZ 
6024-076 
6280-181 
5796-ZPW 


DPPX/370 PL/1 Compiler 
DPPX/370 PL/1 teary 
Extended Editor and Full Screen Manager 
EDX COBOL Host for Series/1 
EDX COBOL Transient Library V2 
EDX Macro Assembler 
EDX Pascal 
EDX PL/I Compiler & Resident Library 
EDX PL/I Transient Library 
FOR oe eight-inch diskette) 
on 5.25-inch diskette) 
FORTRAN - Code-and-Go 
FORTRAN Elementary Math Library 
FORTRAN H Extended Optimization Enhanced 
FORTRAN H Extended Plus 
FORTRAN at Debug 


IV (Gl 
FORTRAN IV tf bxtended) Compiler 
FORTRAN IV Compiler & Obj Sup Lib V2 
FORTRAN IV Library damon 1 
FORTRAN IV Realtime Subrou Lib V2 
FORTRAN Language Conversion Program 
FORTRAN Prompter 
FORTRAN Utilities for VM/370 III 
FORTRAN VS - Interactive Debug 2.0 SPE 
FORTRAN VS Compiler & Library 1 
FORTRAN VS Compiler 1.0 
FORTRAN VS Library 4.1 
FORTRAN 77 Interactive conpi te 
FORTRAN 77 Professional ANSI Comp+Libr 
FORTRAN/ 2 
High-Accuracy Arithmetic Subroutine Libr 
Hi tay acne Arithmetic Subroutine Libr 
INSPECT for C/370 & PL/I V1R1 
IX CONNEXION Compiler pp reo fa) 
IX CONNEXION Compiler (DIBOL tm 
IX CONNEXION Runtime Por eor ry 
IX CONNEXION Runtime (DIBOL tm 
IX RM/COBOL tm Compiler & Runtime Interp 
epee tm Run Time Interpreter 
LOGO (R) with Turtle Graphics 
Macro Assembler/2 
Mass. Gen 1 Hospital Util. Multi-Prog.Sy 


5734-XM8 
+5706-028 
+5688-137 
+5601-469 
5734-LM3 
5668-910 
5668-909 
5668-911 
6294-122 
6294-123 
5669-055 
5601-038 
5798-DYL 
6024-128 
6280-183 
5799-CPK 
5714-PL1 
5§734-PL2 
5666-276 
5736-PLl 
5736-PL3 
5734-PL3 
5734-PL1 
5736-LM4 
5734-LM4 
5666-277 
§5734-LM5 
5736-LM5 
+5706-236 
6280-371 
6280-368 
6294-120 
6294-121 
5796-PZK 
5796-TBT 
5796-TBR 
5796-PZL 
5727-RG1 
5736-RG1 
5746-RG1 
5666-274 
5740-RG1 
5714-RG1 
5728-RG1 
5799-TEQ 


PROGRAMMING LANGUAGES AND AIDS 


MATH - BASIC 

Network ieee) Processor MVS Support 
Optimization Subroutine Library 

ey eect Subroutine Library AIX PS/2 
OS FORTRAN IV Library (Mod ITI) 

OS PL/I V2R1 Compiler & reuicoeg 

OS PL/I V2R1 Compiler Library & Test 
OS PL/I V2R1 Library 

Pascal es eight-inch diskette) 

Pascal (on 5.25-inch diskette) 

Pascal Compiler 1.1 

Pascal VS 1.0 

Programming in Logic 

PASCAL Compiler Version 2 

PASCAL Compiler/2 

PASCAL/38 


PL/I Checkout Compiler 

PL/I Optimizer & Library 

PL/I Optimizing Compiler 

PL/I Optimizing Compiler & Library 
PL/I Optimizing Compiler & Library 5.1 
PL/I ppramizine Compiler Release 5.1 
PL/I Resident Library 

PL/I Resident Library Release 5.1 
PL/I Transient Library 

PL/I Transient Library Release 5.1 
PL/I Transient Library R6 

PROLOG for 370 V1 

PS/2 RPG II Application Platform V1.1 
PS/2 RPG II Application Toolkit V1.1 
RM/COBOL tm a eight-inch diskette) 
RM/COBOL tm (on 5.25-inch diskette) 
RM/COBOL tm Compiler and Runtime 
RM/COBOL tm Compiler and Runtime 
RM/COBOL tm Runtime 

RM/COBOL tm Runtime 

RPG II 

RPG II 

RPG II Compiler 

RPG II Compiler 

RPG II Compiler 

RPG III 

RPG/400 

RPS Pascal 


Programming Languages and Aids 
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5719-PL2 
5719-PL4 
5799-TEP 
5669-054 
5714-CV9 
+5732-040 
5734-XA3 
6024-109 
5785-ABH 
5664-390 
5684-124 
5688-023 
5668-958 
5688-022 
5668-806 
5668-805 
5688-087 
5668-767 
5668-717 
5793-AAP 
49F4-808 
+5706-274 


RPS PL/I Compiler & Resident Lib Ver 2 
RPS PL/I Transient area | V2 
RPS S/370 Host COBOL for Series/1 
RT PC FORTRAN 
System/36 to S/38 Conversion Aid 1.2.0 
Syeten) ee SQL C Precompiler 
STAT - BASI 
Turtle Power (Feature 4109) 
Progr ann ing in Logic Svc Extension 
RE Compiler for CMS 
VM REXX Compiler for CMS - Library 
VS COBOL II Compiler & Library 
VS COBOL II Compiler & Library R3.0 
VS COBOL II Library Only 
VS FORTRAN Compiler Library & Debug V2R3 
VS FORTRAN Library V2R3 
VS FORTRAN V2R4 Compiler/Library 
VS Pascal V1R1 Compiler and Library 
VS Pascal V1R1 Library 
Waterloo and WATCOM Penge es (30 PCs) 
4684 Store Ata compart oolkit R1.1 
7527 Terminal Services V1 


5746-XC3 
5798-RRH 
5734-XP3 
+5685-052 
5746-XP1 
5740-XP1 


PROJECT MANAGEMENT 


Conversational Project Evaluation 
Job Analysis System 

MINIPERT 

MVS/ESA Folder Application Facility 
Project Analysis and Control System 
Project Analysis and Control System 


Project Management 4-64 


787-FAH 
787-FAL 
787-FAJ 
787-FAK 
787-DAA 
787-DAB 
796-PXK 
796-PPZ 
785-DED 
785-DDN 
710-GA6 
710-GA4 
710-GA7 
710-GA8 
710-GA5 
796-ZQA 
796-ZGF 
796-ZQL 
796-ZOP 
796-ZOQB 
796-Z0Q 
796-Z0D 
796-ZQN 
796-Z0C 
796-ZOF 
796-ZOR 
796-ZOK 
7 -2QE 
798-DTC 


5 
5 
5 
5 
5 
5 
s) 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 
5 


9 
9 
96 
96 
96 
96 
96 
96 
98 
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PUBLIC SECTOR 


Dortmund Leuven Library System Batch 
Dortmund Leuven Library System Batch 
Dortmund Leuven Library System Online 
Dortmund Leuven Library System Online 
Dortmund Leuven Library System R4 
Dortmund Leuven Library System R4& 

Land Ownership Tax Hepp ane 

Library Congress Marc to Dortmund Dmarc 
Periodicals Control System R4 
Periodicals Control System R4 


Public 
Public 
Public 
Public 
Public 


Sector Acctg Sys - Utility Acctg 
Sector Budgeting / Accounting 
Sector Budgetin f Accounting 
Sector Payroll ersonnel Acctg 
Sector Payroll & Personnel Acctg 


5/36 PSAS-Stores Inventory Control 


School 
SYS /36 
SYS/36 
SYS/36 
SYS/36 
SYS/36 
SYS/36 
SYS/36 
SYS/36 
SYS/36 
SYS/36 
SYS/36 


- Library Management System 
PSA-Business Licenses&Fees 
PSAS Accounts Receivable 
PSAS - Bus. Licenses & Fees 
PSAS Voter Registration 
PSAS-Accounts Receivable 
PSAS-Fixed Assets Control 
PSAS-Fixed Assets Control 
PSAS-Records Indexing 
PSAS-Records Indexing 
PSAS-Stores Inventory Control 
PSAS-Voter Registration 


Utility Work Management Starter System 
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5706-239 
+77F2-497 
+77F2-496 

5706-214 

5688-104 

5688-015 

5688-009 

5664-388 

5685-055 

5664-387 
+5706-257 
+5706-258 
+5706-259 

5684-025 


Publishing 


PUBLISHING 


Advanced Function Printing Fonts 

AFP Japanese Font 

AFP Korean Font 

AFP Simplified Chinese Font 

AFP Thai Font 

AFP Traditional Chinese Font 
BookManager BUILD VM Edition 
BookManager READ VM Edition 

Image Handling Facility IHF - VM/CMS 


Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 
Interleaf 


Pub Series French Dictionary 
Pub Series French Dictionary 
Pub Series German Dictionary 
Pub Series German Dictionary 
Pub Series RT PC Data Export 
Pub Series Spanish, Dictionary 
Publisher V1R1 3.5, 
Publisher V1R1 5.25 
Publishing Series RT PC 


PostScript Interpreter for AFP R2 


Publishing Systems 


BookMaster R1.2 


Publishing Systems BrowseMaster R2 
Publishing Systems DrawMaster 
Publishing Systems ProcessMaster 
Publishing Systems ProcessMaster R2 


Publishin 


Systems TextTagger 


SGML TextWrite OS/2 Edition 
SGML TextWrite Tools OS/2 Edition 
SGML Translator DCF Edition 
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D45 
-D44 


0-DO02 


4-D47 
8-DTP 


5665-394 


38F2-001 
+66F3-000 
+66F3-001 


Retail and Store Systems 


RETAIL AND STORE SYSTEMS 


Accounts Payable Distribution 
Accounts Receivable Distribution 
Advanced Data Communication for Stores 
Cross Application Eade Support 
Customer Service Billing Distribution 
COBOL Conversion Aid 

COBOL 3650 Programmable Store System 
COBOL 3650 Programmable Store System 
Distributors Mgt Acctg - Accts Pay 
Distributors Mgt Acctg - Accts Rec 
Distributors Mgt Acctg - ee a 
Distributors Mgt Acctg - Gen Le ad 
Distributors Mgt Acctg - Inv Ctr 
Distributors Mgt Acctg - Inv Mgmt 
Distributors Mgt Acctg - Payroll 
Distributors Mgt Acctg - ta ee 
Distributors Mgt Acctg - Sales Analysis 
DMAS II File / Record Definitions 

EDX Chain Pharmacy 

EDX Energy Management - Supermarkets 
EDX Point of Sale - Hospitality 

EDX Store Item Management 

General Ledger Distribution / Media 
Inbound File Analysis and Retrieval 
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BASIC 

Capacity Requirements Planning 
Capacity Requirements Planning 
Control Program saree | 136 
Conversion Keformat Utility 
piypcosrapnte Facility 

Customer Service Billing Distribution 
COBOL 

Data Collection System Support 

Data Collection System Support 
DataInterchange System/38 

ia derd Information Alpha Search 
Distributed Data Management 
Distributed Data Management 

Federal W-2 Mag Media Reportin Syere8 
File Support Utilities for PC X 
Fixed Asset Accounting & Control System 
General Ledger 

General Ledger 

General Ledger Distribution / Media 
Interactive Data Base Utilities 1.7.0 
Inv Mgmt Prod neD & Ord Val Eval Improve 
Inventory Control Distribution 
Inventory Management 

Inventory Management 

Language Dictionaries 
Make-to-Schedule for Inventory Mgt 
Material Requirements Planning 
Material Requirements Planning 
Message Switching System 

MAPICS II Financial Analysis Rl 
MAPICS II tceapdein Release 1 
MAPICS II Inventory Management for Proce 


SYSTEM/38 


— 
> 
‘ 
= 
~ 
an 


14-M41 
14-M71 
14-D45 
99-CPK 
99-PEY 
14-PC1 
14-PL1 
14-RC1 
14-RG1 
98-RDK 
98-RBC 
714-CV7 
706-078 
706-080 


ENE ST SAS SSA SS SS SS SS 


5714-M78 


MAPICS II Location/Lot Management 
MAPICS II Master Prod Sched Plan Rl 
MAPICS II Purchasing 

Network Configuration Tool 

poi ect Management Facility 

Online Presentation Utility 

Order Entry and Invoicing 

Order Entry and Invoicing 

Order Entry/Invoice to Gen Ledgr Interfc 
Order Management System 

OFFICE/38 - Worksheet /38 
OFFICE/38 Administrative Mgmt 
OFFICE/38 Applications Made Eas 
OFFICE/38 Personal Services / 3 
OFFICE/38 Text Management 

Payroll 

Payroll Distribution 

Payroll Manufacturing 

Performance Measurement Tool 
Personal Services / PC 1.3 
Product Data Management 

Product Data Management 
Production Control and Costing 
Production Control and Costing 
Purchasing Distribution 

PASCAL/38 

PC PLAN/36 Performance Tool 

AF PUppornis’ 5 4730 


Remote Job Entry Facility 

RPG III 

S/3 to 8/38 Batch Conversion Aid 

S/3 to S/38 Batch Conversion Aid 

S/3 CCP to 8/38 Conversion 

8/38 Application Control System 

5/38 Employee Management System 

S/38 Financial Management yore 

5/38 Fixed Asset Inventory System 

S/38 MAPICS II Cross epee Support 
S/38 Prod. Monitoring & Control Host Sup 
S/38 Production Monitoring & Control Pgm 
S/38 Student Administration System 

S/38 Warehouse Inventory System 

Sales Analysis 

Sales Analysis | 


5714-D44 
5798-RFD 
5714-CV9 
69X6-287 
69X6-286 
5798~-RKB 
5796-PZJ 
5710-D03 
5714-AA4 
5796-RGG 
5714-WS1 
5798-RWF 
74X8-403 
74X8-406 
5798-RRB 


System/38 


SYSTEM/38 


Sales Analysis Distribution 

Source Archive 

System/36 to S/38 Conversion Aid 1.2.0 
System/36, 38 Emulation Install Kit/A 
System/36, 38 Worksta. Emul. Prog.V 1 
System/38 to VSE/POWER RJE BSC 
System/38 to 5520 Communication BSC 
ea Hotel Resv. & Guest Acct SysII 
SYS/38 Financial Transaction Process. 
Vehicle Maint - Parts Inventory 

Work Station Search ae 

401K Tax-deferred Savings Plan 

5250 Emulation 2.1.2 Convenience Kit 
5250 Emulation 2.1.2 Upgrade Kit 

6670 Information Diseributer 


4-77 


+5 706° 291 
+5601-253 
+5601-384 
+5621-013 
+5601-263 
+5601-287 
+5601-258 
+5601-259 
+5756-030 
+5601-457 
+5601-248 
+5601-266 
+5601-254 
+5601-251 
+5601-260 
+5601-256 
+5601-257 
+5601-386 
+5601-408 


System/6000 


SYSTEM/6000 


AIX Ada/6000 

AIX Network Management /6000 

AIX NextStep Environment /6000 

AIX Optimization Subroutine Library/6000 
AIX Personal Computer Simulator/6000 
AIX SNA Services/6000 

AIX VS COBOL Compiler/6000 

AIX VS COBOL Run Time Environment /6000 
AIX V3 for RISC System/6000 

AIX Xstation Manager/6000 

AIX XL FORTRAN Compiler/6000 

AIX XL FORTRAN Run Time Environment /6000 
AIX XL Pascal Compiler/6000 

AIX XL Pascal Run Time Environment /6000 
AIX 3270 Host Connection Program/6000 
AIX 3278/3279 Emulation/6000 

AlXwindows Environment /6000 

Computer Graphics Interface Toolkit/6000 
Embedded SQL Preprocessor for FORTRAN 
INGRES VS for AIX for RISC System/6000 
INGRES/A eects 

INGRES/N 

INGRES/PCLINK (Host Module) 
INGRES/Visual Graphics 

JSB MultiView for AIX 

Personal graPHIGS Programming Interface 


5732-025 
732-026 
32-048 
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5732-020 


+5732-053 
5732-006 
5732-005 
5732-004 


System/88 


SYSTEM/88 


Advanced Program to Program Comm R5 
Communications & Systems Management R5 


File Transfers & 


LNET Protocols Ril 


Personal Computer Terminal Support R5 


System/88 BA 


System/88 
System/88 
System/88& 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88 
System/88& 


System/88 SQL C 


System/88 
System/88& 
System/88 
System/88 
st 


IC R5 

C RS5 

COBOL R5 

Distributed System Services R5 
Distributed System Services R5 
Forms Management System R5 
FORTRAN R5 

Network File System Rl 
Network R5 

0 erating System R5 

ORACLE V5R1 

Primary SNA R5 

ae Editor R5 

PASCAL R5 

PL/I R5 

Remote Job eatry R5 

Secondary SNA R 

Symbolic Devuee ing Aid R5 

SDLC Protocol Support R5 

SNA Cluster Controller R5 

SNA Interface Support R5 

SNA Token-Ring Link Manager R6 
SNA-3270 Terminal R5 

SQL APT-EDIT 

SQL APT-LIBRARY 

Precompiler 

Text Editor R5 

TCP/IP Rl 

X.25 Networking Facility R5 
X.29 Networking Facility R5 


L/88 Data Workbench 
SQL/88 SQL Server 
ree ae Application Development Support 


S Transaction 


Processing Services R5 


3270 Emulator Support R5 
3270 Terminal Support R5 


5799~-WKG 
5796-PIN 
5740-U11 
5798-ZZE 
5736-T11 
$799-CDX 
5796-RGG 


TRANSPORTATION 


Airline Control Program ACP 

ACP Sg peasant Language/Transaction 1.1 
Energy Management System 

EDX Communications Facility - Airlines 
Fare Quote / Ticketin 

Network Extension Facility Ver 2 Rel 2 
Vehicle Maint - Parts Inventory 


Transportation 4-80 


+5685-105 


+5621-003 
+5621-004 
+5688-171 
+5688-170 
5664-365 
5664-366 
5713-AFL 
5688-046 
5796-PNG 
5688-003 
5668-996 
5688-040 
5688-039 
5798-DXN 
+5684-057 
5664-329 
5664-296 
5684-011 
+5688-160 
5685-066 


09-022 
09-023 


5664-362 


poorae 
da Co 
Ada Cr 


Ada Run-Time 


Applic 
Automa 
ACF/SS 
ACF/VT 
ACF /VT 
AD/Cyc 
AD/Cyc 
ee 
c 
ADPS) 


VM, CMS, UTILITIES AND AIDS 


ager 

mpiler VM/CMS 

oss Compiler VM to MVS 
epEety VM/CMS 

ation System V2 

ted Software Test Facility 

P V3R4.1 for VM 

AM V3 for VM/9370 Enhancements 

AM V3R1.2 

le - TIRS Development/2 

le - TIRS Sep pees 

le TIRS Builder/3/0 

le TIRS Runtime/370 


S/M VM 


ADPS/P 


AIX/370 Advanced Interactive Executive 


AIX/37 
APL Da 
APL2 A 
BASIC/ 
C/370 
C/370 
Classi 
Commun 
Contex 
Cooper 
Custom 
CAD/CA 
CAD/Ho 
CADAM 
CADAM 
CADAM 
CAEDS 
CAEDS 
CAEDS 
CAEDS 
CAEDS 
CAEDS 
CATIA 
COBOL 
Data I 
Data I 
Displa 
Displa 
DCP/VM 


VM 


O Network File System 
ta Interface - Version II 


ication Environment Ver.1 Rel.3 


uf 
ae Release 2 
Compiler V1R1 
Library V1.1 
fied Data Erasure Program 
ications System/VM 
tual File Searcn/370 
ative Viewing Facility Version 2 
er Information Control System/VM 
TIA Data Exchange Rl 
st Graphics Data Exchange Vl 
Access 
AEC Design Base 
Drawin ompare 
Base or More CSTUs 
Graphics Finite Element 1-17+ 
Integrated Finite Element Solver 
Object Modeler 1 to 17+ CSTUs 
System Dynamics Analysis 1-17+ 
System Modeler 1 to 17+ CSTUs 
Finite Element Modeler V3 
Structuring ee! V2 
nterfile Transfer, Testing, & Opr 
nterpretation Sys Host Client R 
y Management System / CMS 
yWrite/370 for VM R2 


VM, CMS, Utilities and Aids 
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+5706-116 
5664-325 
5668-917 
5688-052 
+5684-113 
5709-031 
5654-260 
5688-094 
5664-327 
5709-032 
5664-315 
5668-932 
+5688-093 
5684-007 
5740-EAA 
+5684-059 
5664-363 
5688-092 
5664-322 
5664-323 
5668-919 
5748-MS1 
5658-995 
5799-DCH 
5796-PPK 
5664-172 
5684-014 
5664-285 
5664-282 
5684-043 
5684-015 
+5684-123 
+5713-AGL 
-5798-FBF 
-5798-FBG 
+5684-058 
5688-091 
7798-XAO 
5664-175 
5668-971 
5664-190 
5684-028 
5668-951 
+5684-127 
+5684-104 


DFSMS/VM 
DFSORT/CMS Rel.1 
DITTO 


DITTO for VSE and VM V3R1 

DMS/CMS V2 

Enterprise Management Control Series 
Environmental Record Editing & Printing 
Executive Decisions/VM 

ECF CMS Servers / Requesters V1.2 

EMCS Advanced Function Management Tools 
File Transfer Program Version 2.2 

File Transfer Program 2.2 

EDDM IUNER oT Programming Interface V2 
GDDM/VMXA V2.2 

Host C ra for Series/1 EDX 

Host Link/ 

Image Handling Facility IHF - VM/CMS 
Industry Standard Plotting Commands V2 
Information / Management Version 3 
Information / eyeren Version 3 
Information f VM-VSE 

Interactive Productivity Facility 5.3 
INSPECT for C/370 & PL/I V1R1 

IPF/XA Utilities V1R1 re 

IPS cr yploarapate for VM/CMS 

ISPF { rogram Development eco 
ISPF Interactive System Product V2R2 
ISPF Program Development Facility V2R2 
ISPF VORE 

ISPF V3 for VM . 

ISPF/PDF V2 R2 for VM/XA 

ISPF/PDF V3R1 for VM 

Lotus 1-2-3/M 

Manufacturing Automation Protocol 
Manufacturing Automation Protocol Rl 
Material Logistics System/VM 

MSHF2 

MVS/Extended Architecture Offering 1985 
Network Communications Control Facil V2 
Network Logical Data Manager 1.3 
Network Problem Determination Applic 
NetView/Access (VM) VIR1 

Non-SNA Interconnection to 3725 V3 
Office Facsimile Application / VM Rl 
Office Support Program/VM V2R1 


+5730-701 
+5684-084 
+5750-ACC 
5684-061 
5664-293 
5799-CZK 
5664-361 
+5684-013 
+5684-038 
+5684-107 
5688-104 
5664-310 
5684-065 
5664-298 
+5706-236 
5664-198 
5668-AAA 
5796-PNA 
5740-XXH 
5664-188 
5798-DWW 
5664-201 
D159=002 
5746-SM2 
5748-XT3 
5668-009 
5684-025 
5688-121 
6024-175 
5799-BXN 
5664-191 
7798-VMP 
5748-XE1 
5664-167 
+5798-RXQ 
5664-364 
6467-022 
5748-XE4 
5684-009 
5798-DMY 
5664-173 
5664-376 
5664-318 
5798-DRG 
5798-DXT 


VM, CMS, UTILITIES AND AIDS 


OfficeVision/VM Asian Language Series 
OfficeVision/VM Rl 
OfficeVision/VM Series 
Open Systems Message Exchange for VM 
pga 7ay Generation Language/VM Rl 
ODPS/RMS Office and Document Processing 
OFSP/VM Office Support Program 
OSI/Communications Subsystem for VM 
OSI/File Services Rl for VM 
OSI/Manufacturing Messaging Services VM 
PostScript Interpreter for AFP R2 
Print Management Facility/VM 
Product pup eee sus Support 
PC Bond 2. 
PROLOG for 370 V1 
PSF/VM V1R1.1 Base 
Query Management Facility V2R1 
Realtime Monitor 
Resource Access Control Facility V1R8.1 
RSCS Networking V2R3 
Selt-Teach, The Online XEDIT Tutorial 
Serial OEM Interface Access Method 
SolutionPac Office Series V2 
Sort/Merge Version 2 
Structured Programming Facility / CMS 
Syeeen Productivity Facility 
SGML Translator DCF Edition 
Teleprocessing Network Simulator V3 
Virtual Machine / Personal Computer 1.1 
Virtual Machine Interactive Executive 
Virtual Machine Monitor Analysis 
Virtual Machine Productivity System 
Virtual Machine System Extensions 
Virtual pocorn oL eye rem Product R5 
VAST-2 for VS FORTRAN 

Batch Facility 
VM Bond 2.1 
Directory Maintenance R3 
Distributed ayer Node Executive Rl 
File Storage Facility 
High Performance Option R5 
Inter-System Facilities Rel 2 
Interactive peu ey Facil V2R3 
Interface Program for TCP/IP 
Interpreter Interface to SQL 


VM/SE 


3 


23333333 


VM, CMS, Utilities and Aids 
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5771-AEP 
5748-RC1 
5684-090 


5750-EXT 
+5706-200 
5750-AAK 
5664-308 
5664-291 
5664-292 
5798-DTE 
5688-087 
5735-RC5 
5793-AAN 
5688-035 
5685-005 
5685-003 
5798-RRJ 
5664-281 
5798-DTA 
5798-DQF 


VM Kanji Source Fonts 

VM Pass-Through Facilities (PVM) R4 

VM Performance Planning Facility V2Ri 

VM Performance Reporting Facility 

VM Predictor Data Reduction Package 

VM REXX Compiler for CMS 

VM REXX Compiler for CMS - Library 

VM Software Engineering ~ SolutionPac 
VM/Data Collector 

VM/IS-Productivity Facility R5.1 

VM/PC Bond Technical Coordinator SuptPkg 
VM/PC Host Server 

VM/Remote System Programming 

VM/Software arabia V2 

VM/SP System Offering Rs 

VM/XA SP R1 

VMBACKUP Management System R5.1 

VMTAPE Management System R4.1 

VM3812 Ban en ce M Support 

VS FORTRAN V2R4 Compiler/Librar 

VTAM Communications Network Apel tcauone 
Waterloo PC Network Standalone Server 
X.25 NPSI V3R2 for VSE 

X.25 SNA Interconnection V1R2 

X.25 SNA Network Supervisory Function R2 
Yale ASCII Communications - Host Loaded 
3270-PC File Transfer Program 

5210 Full Function Support 

6670 Usability Aid 


VSE, SSX, 


VSE, SSX, Utilities and Aids 


UTILITIES AND AIDS 


5746-XE7 Access Control Logging and Reporting 5759+025 SolutionPac NetView for VSE 
5746-XE2 Advanced Functions 5746-SM1 Sort/Merge 
+5686-039 Alform/CICS/VSE 5743-SM1 Sort /Merge 
5686-012 Reey ace acs Support Facility VSE 5746-SM2 aca Aa te Version 2 
5668-738 ACF/NCP V5R2.1 5799 -WHZ Support: for 3330-= 3333-11 
5666-322 ACF/SSP V3R4.1 for VSE 5798-DRY Tape Automation for Production VSE 
5666-313 ACF/VTAM V3R2 5666-301 VSE Advanced Functions Version 2.1 
5746-RC5 Basic Telecommunications Access Method 5666-284 VSE Distributed Systems Node Exec 1.2 
5686-018 CICS/DDM VSE V1R1 5666-302 VSE ICCF V2 
5668-722 Data Interfile Transfer, Testing, & Opr 5686-010 VSE Office Productivity Facility V1R1 
5666-361 DISPF ViR1.2 5796-PLQ VSE Performance Tool 
5668-917 DITTO +5686-004 VSE Software Inventory Control Rl 
5688-052 DITTO for VSE and VM V3R1 5746-XE8 VSE/Advanced Functions 
+5787-DBC DOBIS/Leuven Library System 5686-007 VSE/AF V4R1.0 
+5785-DBE DOBIS/Leuven Periodicals Control V2 5686-005 VSE/POWER V4R1 
5745-030 DOS f Virtual Storage Extended 5686-006 VSE/SP eee Base 
5731-AA1 DOS vee d Programs Running with DOS/VS 5666-345 VSE/SP V3R1.2 
5746-XYA DOSCHECK V2 +5750-ABF VSE/SP V4.1.1 
5656-260 Environmental Recording Editing Printing 5750-AFB VSE/SP V4R1 
5656-093 EREP SCP for VSE 5798-CDB 1400 Compatibility Access Routine 
5746-AM4 Fast Copy Data-set Program 5746-AM3 3340 Data Import from System/3 
5668-932 File Transfer Program 2.2 5686-008 3890/XP VSE Support 
5798-DAA Generalized Performance Analysis Report 
5668-919 Information / VM-VSE 
5746-TS1 Interactive Computing & Control Facility 
5746-SA1 Interactive probien Pontrol 
5748-MS1 Interactive Productivity Facility 5.3 
5747-DS82 ICKDSF Virtual System Extended 
5665-394 INFOREM III Allocation 
5665-393 INFOREM III Base 
5666-281 ISPF Wee aoe Development Facility 1.1 
5750-ACA MERVA/VSE System Package 
5750~-ACB MERVA/VSE peer ee Package with DTNL/370 
5686-019 MERVA/370 VSE/CICS 
5688-091 MSHF2 
5787-MVS MVS Migration System 
7798-XAO MVS/Extended Architecture Offering 1985 
5668-971 Network Logical Data Manager 3 
5799-CQT NetView for VSE PRPQ 
5668-951 Non-SNA Interconnection to 3725 V3 
5746-XC5 Bpa alse Communications Control Facility 
+5601-492 OFA FaxServer V1.1 
5656-092 OLTEP SCP 
5666-273 POWER/VSE V2.3 
5666-330 Serial OEM Interface 


8-DLL 
46-XXC 
38-Dz2P 


18-FAP 
6-338 


6-275 
6-XX1 
6-PKF 
99-ALX 
84-042 
96-ZPW 
85-016 
84-017 
84-001 
66-318 
98-DRT 
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VSE, VM DATA BASE AND AIDS 


Data Base Edit 

Data Dictionary - DB/DC 

Data Extract Assist 

Data Language / I Entry 

DataBase Relational Ap pplic Directory 
ae woe Aalst Sra R2 w/Image Graphics 
ed uted Office Support System V3R4 


DL/I 
DL/I DOS/VS V1R8 
DL/I Space Management Utilities 
Generalized Information System 
ICKDSF Virtual Machine VM R10 
Mass. Gen 1 Hos ice! Util. Multi-Prog.Sy 
NetView DM for 
NetView DM for VM/SP and VM/XA 
NetView Performance Monitor for VM R3M1 
Personal Services / CICS R3 
PROFS Note Maintenance Facility 
Structured Query Language / Edit 
Structured Query Language V2R1 
eareoe Relational Design Tool 
VM Interpreter Interface to SQL 


VSE, VM Data Base and Aids 4-84 
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Section 5. PROGRAM ORDER NUMBER Section 5. PROGRAM ORDER NUMBER 5=1 


~ Program Order Number 


This section lists product offerings in Program Order Number sequence. Cross reference Sections 1 
through 4 to find the Program Order Number. 


Notes 


Prices are current as of March 6, 1990. 

Software withdrawn from marketing prior to 10/1/89 is not listed. 

Charges, terms and other characteristics are for information purposes only and subject to change. 

IBM Licensed Programs are available under the Agreement for IBM Licensed Programs (Z125-3358-02). 
Applicable taxes will be added to the charges. 


All information is subject to confirmation at the time of granting the license. Contact your IBM Marketing 
Representative for additional information. Refer to Appendix C for a general overview of the Agreement for 
IBM Licensed Programs. 


Section 5. PROGRAM ORDER NUMBER 5-2 


Definitions and Codes 


The Program Order Number section contains general product information. The format is intended to 
provide general product information in an easy-to-read manner. Following is an explanation of the fields 
as they appear in the listing. 


Program Order Number: A typical Program Order Number will look like 5750-AFB. This entire section is in 
Program Order Number sequence. 


Title: Program or feature title including version and release shown as VxRx where: V = Version, R = 
Release, x = any number indicating version or release level. 


The title may be preceded by a ”+” or a “—” where: 
+ Program or release new since 10/1/89 
— Program or release withdrawn from marketing after 10/1/89 
and before publication of this edition. 


Acronym: Short name or acronym for the program. For program numbers starting with 5799, the RPQ 
number will appear, if required. 


Available Date: The latest announced availability date for this release or feature. 


Pricing Indicator: When present, shows the following prices are either “Variable Charges” or “Incremental 
Tier Charges”. 


Section 5. PROGRAM ORDER NUMBER 5-3 


Prices: Each price shown will be preceded by a price code. The format for the price code is X/Y where: 


X = License Type, values are: Y = Charge Type, values are: 


Basic License 
DSLO License 


0 = One Time Charge 

M 
Single License Option I 

A 

P 


Monthly Charge 
Initial Charge 
Annual Charge 
= Primary Charge 


=now 
oi 
non 


Multiple License Option 


Variable Charges: Variable Charges are determined according to Processor Group. The number for each 
applicable Processor Group will appear before its associated prices. Most current information regarding 
Processor Groups may be found in the following exhibits: 


2125-3901 Exhibit for IBM System/370 Machines 
Z125-4125 Exhibit for IBM AS/400 Machines 
2125-4073 Exhibit for System/88 Machines 

2125-8309 Exhibit for IBM RISC System/6000 Machines 


Incremental Tier Charges: The number for each tier will appear before its associated price increments. In — 
order to find the price for any given tier, add all price increments from lower tiers. Some increments may 
be zero. | 


Sample price calculation: 


Tier 1 B/O 150 Tier 1 = 150 
2 8/0 Q Tier 2. = 150 + 0 = 150 
2* B/O 25 Tier 2.5 = 150 + 0 + 25 = 175 


3 B/0 0 Tier 3 150 + 0 + 25 + 0 = 175 
* If the tier number appears as “2*” the actual tier number is “2.5”. 


Section 5. PROGRAM ORDER NUMBER 5-4 


Service Code: The following are codes for the Service Class. Specifics should be obtained from your IBM 
Marketing Representative. 


A 
Cc 
E 


s ozr 


ae 


Central Service is provided. 
Central Programming Service is not provided. 


Central Service is available from the IBM Support structure or other source as designated in the 
Programming Announcement or Availability Notice. 


Central Service for one year after receipt, but not later than the expiration date stated in the 
Program Announcement or Availability Notice. 


Central Service for ninety days after receipt, but not later than the expiration date stated in the 
Program Announcement or Availability Notice. Licensee must return the Service Registration 
card to qualify. 


Central Service is available until the date shown in the Availability Notice or Program 
Announcement. 


Central Service is available at a fee until the expiration stated in the Availabilty Notice or 
Program Announcement. The fee is waived during a specified installation period. 


Central Service, including the IBM Support Center. 
Central Service, including the IBM Support Center. 
Central Service provided through the host product, i.e., not on the XT or AT/370. 


Class 2 System Control Programming. Central Service available while the SCP remains 
current. 


Cooperative Software. Either the vendor or the customer is responsible for installation, cus- 
tomer education, Support and maintenance depending on the agreement between them. 


Central Service has expired. 


These programs are distributed by IBM but the IBM logo does not accompany the product. 
Description of service normally is provided by the licensor. 


Section 5. PROGRAM ORDER NUMBER 5-5 


Z These Personal Computer programs are licensed and supported under individual terms and 
conditions included with the package. 


Service End Date: This information will appear only if a Service End Date has been announced. 


Test Period: Most programs have a test period of one or two months as indicated. “Y” indicates a test 
period of five days. 


License: Following is a list of codes and their associated license types. Refer to Appendix C for an eee 
nation of each license type. 


S = Separate License | E = Courseware License 
L = Location License Usage License 
I = Installation License | 


ce 
ul 


Publications: “Pubs” will appear when additional information is available on a Program. The Order 
Number for that information will appear and may be used on the Order Card in the back of the Book. 


Environment: Describes the general environment for the program. 


Section 5. PROGRAM ORDER NUMBER 5-6 


04F3-973 +Bancstar BIO Peoonae Opening Acronym: Available: 1/10/89 


Service Code: Y Test: 0 License: S$ Environment: S/36,PC,3270PC 
04F3-974 Finance Too ie ee BANCStar Access Acronym: Available: 3/25/88 
Service Code: Y Test: 0 License: S Environment: 8/36,PC,3270PC 
O4F3-975 Finance rH vena ee BANCStar Access Acronym: Available: 3/25/88 
Service Code: Y Test: 0 License: § Environment: S/36,PC,3270PC 
04F3-976 Finance Inds Venger os? BANCStar Access Acronym: Available: 3/25/88 
Service Code: Y Test: 0 License: § Environment: $/36,PC,3270PC 
O4F3-977 +Bancstar Access Generator Acronym: Available: 1/10/89 
B/O 7000 
Service Code: Y Test: 0 License: §S Environment: S/36,PC,3270PC 
04F3-978 BANCStar Bien Mor ERages Cons «, Comes L Acronym: Available: 3/25/88 
Service Code: Y Test: 0 License: § Environment: S/36,PS/2 
04F3-979 +Bancstar Access Generator Acronym: Available: 1/10/89 
B/O 7000 
Service Code: Y Test: 0 License: S Environment: S/36,PS/2 
04F3-980 ia aaah 7 BLUE a Disc Acronym: Available: 1/10/89 
Service Code: Y Test: 0 License: § Environment: S/36,PS/2 
04F3-981 ERE eae BLUE 5.25” Disc Acronym: Available: 1/10/89 
Service Code: Y Test: 0 License: S Environment: S/36,PC,3270PC 
04F3-991 +Bancstar BIO Pecoune Opening Acronym: Available: 1/10/89 
Service Code: Y Test: 0 License: § Environment: S/36,PS/2 
teeee as BANCStar Access Mortgage Loans Acronym: Available: 3/25/88 
cont 


Charges :X/Y where X= License Type B=Basic, D=DSLO, S=Single M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=initial, A=Annual, P=Primary 


er | 


pee 


(cont B/G 1995 
Service Code: Y Test: 0 License: S Environment: S/36,PS/2 
04F3-993 BANCStar eae consume commer: Loans Acronym: Available: 3/25/88 
Service Code: Y Test: 0 License: §S Environment: S/36,PS/2 
O4F3-995 Microsoft Word Acronym: Available: 1/26/88 
B/G 450 
Service Code: Y Test: 0 License: § Environment: PS/2,PC,PCAT,PCXT 


06F2-453 a vt Benies German Dictionary Acronym: Interleaf Available: 8/29/89 


Service Code: B Test: 2 License: § Environment: RT PC 
06F2-454 ia peo eee French Dictionary Acronym: Interleaf Available: 8/29/89 


Service Code: B Test: 2 License: S Environment: RT PC 

06F2-458 peace yt ater?) pa Export Acronym: Interleaf Available: 7/29/88 
Service Code: B Test: 2 License: § Environment: RT PC 

O7F3-200 X.25 vO aa Program Acronym: Available: 9/20/90 
Service Code: H Service End Date: 12/31/92 Test: 2 License: § Environment: PS/2 

0O7F4-353 Microsoft vencows 2.03. 5.25" Acronym: Microsoft Available: 9/09/88 
Service Code: Y ‘Test: 0 License: S Environment: PC,PS/2, 

07F4-354 Aldus PageMaker 2508 3.5" Acronym: PageMaker Available: 6/02/88 
Service Code: Y Test: 0 License: S Environment: SolutionPac 

07F4-355 Aldus Pagchaxss a 5.25" Acronym: PageMaker Available: 6/02/88 
Service Code: Y Test: 0 License: §S Environment: SolutionPac 

O8F1-400 Microsoft vege: Version 2.1 3.5” Acronym: Microsoft Available: 9/09/88 


Service Code: Y Test: 0 License: § Environment: XT,AT,PS/2 


O08F1-401 Microsoft vandows 72° Version 2.1 5.25" Available: 9/06/88 


Acronym: Microsoft 








Service Code: Y Test: 0 License: § Environment: PC,PS/2, 
11F8-252 IBM AIX Ascens a Users Acronym: Available: 3/31/88 
Service Code: Z Test: 2 License: S _ Environment: PC+XT+AT,PS/2 
11F8-253 IBM ee fone DOS Acronym: Available: 3/31/88 
Service Code: Z Test: 2 License: S Environment: PC+XT+AT,PS/2 
12F9-571 cee ya rt aa Services V2R2 Acronym: FBSS Available: 4/20/90 
Service Code: H Service End Date: 4/20/92 Test: 0 License: §S Pubs: GC19-5172 Environment: OS/2 EE 
12F9-575 Eee oe 7 Services/2 Vl Acronym: FBSS/2 Available: 4/20/90 
Service Code: H Service End Date: 4/20/92 Test: 0 License: § Pubs: GC19-5172 Environment: OS/2 EE 
15F2-126 M-Control Program Acronym: Available: 3/30/90 
B/O 150 
Service Code: H Service End Date: 7/06/92 Test: 2 License: §S Environment: DOS,0S/2 
15F7-121 Personal oO os Acronym: Available: 6/30/89 
Service Code: H Service End Date: 7/31/90 Test: 2 License: S Environment: PS/2,PC AT,XT 
15F7-133 Audio visto ones V1.0 Acronym: AVC Available: 9/29/89 
Service Code: H Service End Date: 9/29/91 Test: 2 License: S Environment: PS/2 
15F7-138 OS/2 LAN Server V1.2 3.5 Acronym: OS/2 Available: 3/30/90 
B/O 1040 
Service Code: H Service End Date: 3/31/91 Test: 2 License: § Pubs: SO1F-0287 Environment: OS/2 EE 
15F7-139 OS/2 LAN Server V1.2 5.25 Acronym: OS/2 Available: 3/30/90 
B/O 1040 
Service Code: H Service End Date: 3/31/91 Test: 2 License: S Pubs: SO1F-0287 Environment: 0S/2 EE 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single Sate tae er 
Charge Type O0=One Time, M=Monthly, I=Initial, A=Annual, P=Primary 
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15F7-143 Operate tie Oyen capt Edition V1.2 Acronym: OS/2 EE Available: 3/30/90 


Service Code: H Service End Date: 11/30/90 Test: 2 License: S Environment: PS/2,AT 3.5" 
15F7-144 ee as Edition V1.2 Acronym: OS/2 EE Available: 3/30/90 

Service Code: H Service End Date: 11/30/90 Test: 2 License: S Environment: PS/2,AT 5.25" 
16F0-493 ponenrhiae hee eye ve Program V2.1 Acronym: Available: 7/28/89 

Service Code: H Service End Date: 12/30/90 Test: 2 License:, $ - Environment: PS/2,PC AT 
16F0-535 Remote sy ia Berean Facility Prg V2.1 Acronym: NETBOIS Available: 8/30/88 

Service Code: X Service End Date: 3/31/90 Test: 2 License: S Environment: PS/2,PC, ROLM CBXII 
1642-003 a aaa 9 saan mae Token & PC Netwk Acronym: Available: 3/31/86 

_ . . Service Code: Z Test: 0 License: S Environment: Token-Ring NETBIOS 

1887-959 Graphics Bio doore from‘2.0 Acronym: Available: 8/31/86 

Service Code: X Service End Date: 2/28/87 Test: 0 License: §S Environment: GCP 2.0 
1887-961 Graphics CP 3.2, Single update from 3.1 Acronym: Available: 3/18/86 

No Charge 

Service Code: X Service End Date: 2/28/87 Test: 0 License: S Environment: GCP 3.1 
1887-962 Graphics woo! et update from 3.1 Acronym: Available: 3/18/86 

Service Code: X Service End Date: 2/28/87 Test: 0 License: S . Environment: GCP 3.1 
25F5-911 aaa St pa 3.5” Diskette Acronym: Interleaf Available: 6/06/89 

Service Code: B Test: 2 License: S | Environment: RT PC 
25F5-912 aerate ar sos Diskette Acronym: Interleaf Available: 6/06/89 


Service Code: B Test: 2 License: § Environment: RT PC 


25F5-940 nr Reeer eg ee gg ere Engineering Acronym: Available: 5/20/88 











Service Code: Z Test: 2 License: § Environment: MVS,VM,PS/2,PC/AT 

25F5-944 Remote Pris cMeneeee V2.0 Acronym: Available: 10/21/88 
B/O. 745 

Service Code: H Service End Date: 10/21/91 Test: 0 License: S Pubs: $544-3439 Environment: PS/2,PC AT 
25F5-950 Disprayleste 4 pn m Acronym: Available: 12/16/88 

Service Code: H Service End Date: 11/30/90 Test: 2 License: § Environment: PS/2,XT,AT 
25F5-951 Displeywrite 4 an ad ") Acronym: Available: 12/16/88 

Service Code: H Service End Date: 11/30/90 Test: 2 License: § Environment: PS/2,XT,AT 
25F5-958 DisplayWrite 5/2 2327 Acronym: DW5/2 Available: 3/31/89 

Service Code: M Test: 2 License: § Environment: PS/2,XT,AT 
25F5-959 DisplayWrite 5/2 3.5 “Acronym: DW5/2 Available: 3/31/89 

B/O 495 

Service Code: M Test: 2 License: § Environment: PS/2,XT,AT 
25F5-980 aa, pssar V3.0 Runtime Acronym: Available: 9/30/88 

Service Code: H Service End Date: 9/30/90 Test: 2 License: § Environment: PS/2,PC/AT 
25F5-983 ales, NOE Re V3.0 Customizer Acronym: Available: 9/30/88 

Service Code: H Service End Date: 9/30/90 Test: 2 License: §S Environment: PS/2,PC/AT 
25F5-999 DiSEreyae 5/2 ry gis 3:5 Acronym: DW5/2 Available: 3/31/89 

Service Code: M Test: 2 License: §S Environment: PS/2,XT,AT 
25F6-000 pasprewe to 5/2 PouRosee 5.25 Acronym: DW5/2 Available: 3/31/89 

Service Code: M Test: 2 License: § Environment: PS/2,XT,AT 
25F8-215 +LAN Manager V2.0 Acronym: LAN Available: 3/24/89 


(cont d) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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(cont'd) 
25F8-217 
26F2-111 
26F2-112 
26F2-113 
26F2-114 
30F5-278 
30F5~-280 
30F5-375 


30F5-376 


30F5-377 


B/O 2995 


Service Code: H Service End Date: 


+LAN Manager Entry V1.0 
B/O 995 


Service Code: H Service End Date: 


Programmable Network Access V1.0 
B/O 2000 


Service Code: H Service End Date: 


Programmable Network Access V1.1 
B/O 2000 


Service Code: 


PNA Toolkit V1.0 
B/O 1500 
Service Code: H Service End Date: 


PNA Toolkit V1.1 
B/O 1500 


Service Code: H Service End Date: 


PS/2 Internal Tape Backup Program 
/ B/C Poo r . 


9/30/90 Test: 2 License: S 


Acronym: 


9/30/90 Test: 2 License: §S 


Acronym: 


6/30/91 Test: 2 License: § 


Acronym: 


Acronym: 


6/30/91 Test: 2 License: § 


Acronym: 


3/31/92 Test: 


Acronym: 


Service Code: X Service End Date: 12/31/89 Test: 


PS/2 Internal Tape Backup Conv. Kit 
B/O 895 


Service Code: 


Turbo PASCAL tm (3.5 inch) 
B/I 114 


Service Code: Y 


Turbo PASCAL tm 
B/T 114 


Service Code: Y 


WordPerfect tm 5.0 
B/O . 495 


Test: 0 License: S$ 


Acronym: 


X Service End Date: 12/31/89 Test: 


Acronym: 


Test: 0 License: S 


Acronym: 


Pubs: 
Acronym: 


LAN 


PNA 


PNA 


H Service End Date: 3/31/92 Test: 2 License: S 


PNA 


PNA 


2 License: 


2 License: 


2 License: 


PASCAL 4.0 


PASCAL 4.0 


Environment: OS/2 EE 1.1 


Available: 3/24/89 


Pubs: GA27-3677 Environment: OS/2 EE 1.1 
Available: 6/30/90 


Pubs: GH33-7037 Environment: PS/2 


Available: 4/30/90 


Pubs: GH33-7037 Environment: PS/2 


Available: 6/30/90 


Pubs: GH33-7037 Environment: PS/2 


Available: 4/30/90 


Ss Pubs: GH33-7037 Environment: PS/2 
Available: 10/14/88 


s Environment: PS/2,50,60,70,80 
Available: 10/14/88 


iS) ; Environment: PS/2,50,60,70,80 
Available: 5/17/88 
Available: 


5/17/88 


GB30-2037 Environment: PC,XT,AT,PCjr 


o-iZ 


Available: 5/17/88 


Service Code: Y Test: 0 License: S$ Pubs: GB30-2037 Environment: 30,50,60 


30F5-378 WordPerfect tm 5.0 Acronym: Available: 5/17/88 * 
B/O 495 . 
Service Code: Y Test: 0 License: S$ Pubs: GB30-2037 Environment: PC,XT,AT,3270-PC 
30F5-379 Micro-Translator tm 3.4 Acronym: Available: 5/17/88 
B/O 1995 
Service Code: Y Test: 0 License: S Pubs: GB30-2037 Environment: XT,AT+TDCC,ANSI 
30F5-380 General Business Facility 1.3 Acronym: Available: 5/17/88 
B/O 1995 
Service Code: Y Test: 0 License: §S Pubs: GB30-2037 Environment: XT,AT 
30F5-381 Excelerator tm 1.8 Acronym: Available: 5/17/88 
B/O 7500 
Service Code: Y Test: 0 License: § Pubs: GB30-2037 Environment: PC,XT,AT 
30F5-448 Above Disc 5.25 AND 3.5 Inch Acronym: Available: 9/13/88 
B/O 100 
Service Code: Z Test: 0 License: § Environment: PS/2 
30F5-458 Advanced Netware V2.12 3.5 inch Acronym: Available: 9/13/88 
B/O 2595 
Service Code: Z Test: 0 License: S Environment: PS/2 
30F5-459 Advanced Netware V2.12 5.25 inch Acronym: Available: 9/13/88 
2 B/O 2595 
Service Code: Z Test: 0 License: S Environment: PS/2 
32F8-215 CAD V1.0 5.25" 596 Acronym: CAD Available: 12/02/88 _ 
Service Code: H Service End Date: 12/30/92 Test: 2 License: § Pubs: 8544-3572 Environment: PS/2 
32F8-216 ceDiine ings) 3s Hane rACECE INS Interface Acronym: CAD Available: 12/02/88 
Service Code: H Service End Date: 12/30/92 Test: 2 License: §S Pubs: $544-3572 Environment: PS/2 5.25" 
32F8-217 CAD/GDF pata enone. V1 Acronym: CAD Available: 12/02/88 
Service Code: H Service End Date: 12/30/92 Test: 2 License: S Pubs: $544-3572 Environment: PS/2 5.25" 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type 0=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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32F8-221 PC/HOST yO V2.1 Acronym: FTTERM “Available: 7/07/89 


175 
Service Code: H Service End Date: 7/02/90 Test: 2 License: S Environment: PC XT,PC AT,PS/2 
SoRG 2222 <3 720 78200 Tat reaue tie and Operations Acronym: Available: 8/12/88 
Service Code: X Service End Date: 9/01/89 Test: 0 License: S Pubs: GC26-4493 Environment: PC,3270 PC,PS/2 
32F8-226 CAD V1.0 3.5" | Acronym: CAD Available: 12/02/88 2 # © 
B/0 995 
Service Code: H Service End Date: 12/30/92 Test: 2 License: §S Pubs: 8544-3572 Environment: PS/2 
328-227" CAD /Engineering Manufacturing Interface Acronym: CAD Available: 12/02/88 
Service Code: H Service End Date: 12/30/92 Test: 2 License: S Pubs: $544-3572 Environment: PS/2 3.5" 
32F8-228 CAD/GDF Data Exchenee V1 Acronym: CAD Available: 12/02/88 
Service Code: H Service End Date: 12/30/92 Test: 2 License: S Environment: PS/2 3.5" 
32F8-257 PC Node Manager “ Acronym: PCNM Available: 11/17/89 
Service Code: H Service End Date: 12/31/92 Test: 2 License: 5 Environment: OS/2 EE,DOS 
B2en 250)" sbpltesyion Foundation Vil Acronym: Available: 6/30/89 
Service Code: H Service End Date: 12/31/90 Test: 2 License: S Environment: PC,XT,AT,PS/2 
32F8-266 Datalnterchange/2 Acronym: Available: 2/09/90 
B/O 4000 
Service Code: H Service End Date: 8/31/91 Test: 2 License: S Environment: SAA 
32F8-271 Personal AS V1.0 Acronym: Available: 11/18/88 
B/O 600 
Service Code: X Service End Date: 3/31/90 Test: 2 License: S Pubs: G511-1103 Environment: OS/2,PS/2 
32F8-272 Personal AS V1.0 Statistics Acronym: Available: 11/18/88 
B/O 250 : 
Service Code: X Service End Date: 3/31/90 Test: 2 License: S$ Pubs: G511-1103 Environment: OS/2,PS/2 


32F8-273 
32F8-281 
32F8-282 
32F8-283 
32F8-284 
32F8-285 
32F8-286 
32F8-287 
32F8-288 
32F8-289 


32F8-290 
(cont d) 


Charges 


:X/Y where X= 


Personal AS V1.0 Development 
B/O 450 


Service Code: X Service 


End 


English (U.S.) Dictionary 
: B/O 95 


Service Code: H Service 


End 


English (U.K.) Dictionar 
. B/O 95 : 


Service Code: H Service 


End 


French (National) Dictionary 
B/O 95 


Service Code: H Service 


End 


French (Canadian) Dictionary 
B/O 95 


Service Code: H Service 


Norwegian Dictiona 
: B/O 9% 
Service Code: H Service 


Spanish Dictionary 
B/O 95 
Service Code: H Service 


Swedish Dictionary 
B/O 95 


Service Code: H Service 


English (U.S.) Legal and 
. B/O B55 


Service Code: H Service 


Afrikaans Dictionary 
B/O 6 


Service Code: H Service 


Catalan Dictionary 


License Type 
Charge Type 


End 


End 


End 


End Date: 


Medicine 


End Date: 


End Date: 


B=Basic 


Date: 
Date: 
pee 
Date: 
Date: 
Date: 


Date: 


Acronym: 


3/31/90 Test: 
Acronym: 


11/30/90 Test: 
Acronym: 


11/30/90 Test: 
Acronym: 


11/30/90 Test: 
Acronym: 


11/30/90 Test: 
Acronym: 


11/30/90 Test: 
_ Acronym: 


11/30/90 Test: 
Acronym: 


11/30/90 Test: 
Acronym: 


11/30/90 Test: 
Acronym: 


11/30/90 Test: 
Acronym: 


D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Available: 11/18/88 

2 License: § Pubs: G511-1103 Environment: OS/2,PS/2 
Available: 12/16/88 

2 License: S Environment: DisplayWrite V4R2 
Available: 12/16/88 

2 License: S Environment: DisplayWrite V4R2 
Available: 12/16/88 

2 License: §& Environment: DisplayWrite V4R2 
Available: 12/16/88 . 

2 License: S Environment: DisplayWrite V4R2 
Available: 12/16/88 

2 License: § Environment: DisplayWrite V4R2 
Available: 12/16/88 

2 License: S Environment: DisplayWrite V4R2 
Available: 12/16/88 

2 License: S Environment: DisplayWrite V4R2 
Available: 12/16/88 

2 License: § Environment: DisplayWrite V4R2 
Available: 12/16/88 

2 License: S Environment: DisplayWrite V4R2 
Available: 12/16/88 

M=Multiple 


tnitial, 
5-15 


=Annual, P=Primary 


328-290 























(cont B/0 65 

Service Code: H Service End Date: 11/30/90 Test: 2 License: S Environment: DisplayWrite V4R2 
32F8-291 Danish cay a a Acronym: Available: 12/16/88 

Service Code: H Service End Date: 11/30/90 Test: 2 License: § Environment: DisplayWrite V4R2 
32F8-292 Dutch a aa ee Acronym: Available: 12/16/88 

Service Code: H Service End Date: 11/30/90 Test: 2 License: S Environment: DisplayWrite V4R2 
32F8-293 German (Nat ional) Bac enonery Acronym: Available: 12/16/88 

Service Code: H Service End Date: 11/30/90 Test: 2 License: S Environment: DisplayWrite V4R2 
32F8-294 German eo) Dictionary Acronym: Available: 12/16/88 

f 

Service Code: H Service End Date: 11/30/90 Test: 2 License: S Environment: DisplayWrite V4R2 
32F8-295 easier Acronym: Available: 12/16/88 

Service Code: H Service End Date: 11/30/90 Test: 2 License: § Environment: DisplayWrite V4R2 
32F8-296 Italian aie es Acronym: Available: 12/16/88 

Service Code: H Service End Date: 11/30/90 Test: 2 License: §S Environment: DisplayWrite V4R2 
32F8-297 ace Saha 7 ater Dictionary Acronym: Available: 12/16/88 

Service Code: H Service End Date: 11/30/90 Test: 2 License: S Environment: DisplayWrite V4R2 
32F8-298 pOPCUENGOS jrreet gen Dictionary Acronym: Available: 12/16/88 

Service Code: H Service End Date: 11/30/90 Test: 2 License: S Environment: DisplayWrite V4R2 
32F8-313 DOS eee ha 5, Suprementat fon 5.25 Acronym: DOS Available: 11/18/88 

Service Code: X Service End Date: 12/01/89 Test: 2 License: S Environment: XT,AT,PS/2 
32F8-314 PC & SE ee Installation 5.25 Acronym: Available: 12/23/88 
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Service Code: X Service End Date: 1/01/90 Test: 2 License: S Environment: PC,PS/2 


32F8-315 PC & sey eet Installation 3.5" Available: 12/23/88 


Acronym: Vv 


Service Code: X Service End Date: 1/01/90 Test: 2 License: S Environment: PC,PS/2 


32F8-316 DOS Introduction & Implementation 3.5" A 


Acronym: DOS vailable: 11/18/88 


Service Code: X Service End Date: 12/01/89 Test: 2 License: §S Environment: XT,AT,PS/2 


32F8-329 OS/2 Introduction & Implementation 5.25” A Available: 2/10/89 


cronym: OS/2 


Service Code: X Service End Date: 3/31/90 Test: 2 License: S$ Environment: PC XT,PC AT 


32F8-330 OS/2 eo ee 3.5" Acronym: OS/2 Available: 2/10/89 


Service Code: X Service End Date: 3/31/90 Test: 2 License: §$ Environment: PS/2 


32F8-333 OS/2 Database Hanaget Introduction 5.25” Available: 2/10/89 


Acronym: OS/2 


Service Code: X Service End Date: 3/01/90 Test: 2 License: S$ Environment: PC XT, PC AT 


32F8-334 0OS/2 pavabeee manager Introduction 3.5” A Available: 2/10/89 


cronym: O0S/2 


Service Code: X Service End Date: 3/01/90 Test: 2 License: §S Environment: PS/2 
32F8-344 Personal YT hema Cae Acronym: AS Available: 6/30/90 


Service Code: H Test: 2 License: § Environment: OS/2 
32F8-346 Personal Ho eee V2.0 Acronym: AS Available: 7/30/90 


Service Code: H Test: 2 License: § Environment: O0S/2 
32F8-348 Personal Bo V2.0 Acronym: AS Available: 7/30/90 


Service Code: H Test: 2 License: § Environment: OS/2 
32F8-350 Personal ya Planning) V2.0 Acronym: AS Available: 9/30/90 


Service Code: H Test: 2 License: § Environment: OS/2 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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32F8-352 Personal Bap Od Sss Management) V2.0 Acronym: AS Available: 9/30/90 





Service Code: H Test: 2 License: S Environment: OS/2 
32F8-399 AS/400 syetan petne one System/36 Acronym: Available: 5/19/89 
Service Code: H Service End Date: 6/01/90 Test: 2 License: S$ ; Environment: PS/2,AT,XT 
32F8-401 AS/400 seen Using the System/38 Acronym: Available: 5/19/89 
Service Code: H Service End Date: 6/01/90 Test: 2 License: S Environment: PS/2,AT,XT 
32F8-408 Nee oess Generatr Acronym: NCPGWS Available: 6/30/89 
Service Code: H Service End Date: 6/30/91 Test: 2 License: S Pubs: SH52-0074 Environment: O0S/2 
34F2-826 Typing ga) Naa BReers | Acronym: Available: 8/25/89 
Service Code: Y Test: 0 License: S Environment: PS/2,PC 
34F3-070 seen aie Va 08/9 peverlopecnt Tools Acronym: Intel i860 Available: 6/30/90 
Service Code: H Service End Date: 12/31/90 Test: 0 License: S Environment: PS/2 . 
34F3-078 Lotus 1-2-3 R3 3.3 Acronym: Lotus Available: 8/25/89 ee 
Service Code: Y Test: 0 License: S_ Environment: PC,PS/2 
34F3-079 Lotus 1-2-3 R3.5.25 Acronym: Lotus Available: 8/25/89 
. B/O 495 
Service Code: Y Test: 0 License: S Environment: PC,PS/2. 
a a ee Ee | ee EN ee ef ee ee ae eo CAD TAL OO oe oS 
34F3-080 Lotus 1-2-3 R2.2 3.5 Acronym: Available: 2/02/90 . 
B/O 520 
Service Code: Y Test: 0 License: S : Environment: PC PS/2 
34F3-081 Lotus 1-2-3 R2.2 5.25” — ‘Acronym: Available: 2/02/90 
B/O 520 


Service Code: Y Test: 0 License: S - Environment: PC PS/2 


34F3-128 DR-one sv i iaaaaa Workstation Acronym: DR-one Available: 11/24/89 


Service Code: Y Test: 0 License: S Environment: PS/2 
34F3-129 DR-one Environment Manager Service Acronym: DR-one Available: 11/24/89 
B/O 20000 
Service Code: Y Test: 0 License: § Environment: PS/2 
34F3-130 DR-one BlackBoard Server Acronym: DR-one Available: 11/24/89 
B/O 16000 
Service Code: Y Test: 0 License: § Environment: PS/2 
34F3-131 DR-one Video Interface Server Acronym: DR-one Available: 11/24/89 
B/O 20000 
Service Code: Y Test: 0 License: §S Environment: PS/2 
34F3-132 DR-one Reuters page Server Acronym: DR-one Available: 11/24/89 
B/O 20000 
Service Code: Y Test: 0 License: S Environment: PS/2 
34F3-133 DR-one Telerate cane Server Acronym: DR-one Available: 11/24/89 
B/O 20000 
Service Code: Y Test: 0 License: § Environment: PS/2 
34F3-134 DR-one APR Acar ton Toolkit Acronym: DR-one Available: 11/24/89 
/0 8750 
Service Code: Y Test: 0 License: § Environment: PS/2 
34F3-135 DR-one vg earner Acronym: DR-one Available: 11/24/89 
Service Code: Y Test: 0 License: § Environment: PS/2 
34F3-136 DR-one Real-Time Spr oacsneet Acronym: DR-one Available: 11/24/89 
B/O 3950 
Service Code: Y Test: 0 License: § Environment: PS/2 
34F3-137 DR-one aa Vie Conti suxar fon Program Acronym: DR-one Available: 11/24/89 
Service Code: Y Test: 0 License: S Environment: PS/2 
Ceont'a) Software Carousel V3.01 3.5" “Acronym: Available: 2/02/90 . 
cont 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, T={nitial, =Annual, P=Primary 
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34F3-141 

















(cont d) B/O 90 ; 

Service Code: Y Test: 0 License: S Environment: PC PS/2 
34F3-142 Software carousel soot 5.25" Acronym: Available: 2/02/90 

Service Code: Y Test: 0 License: §S - Environment: PC PS/2 
3573-030 +System/88 Distributed System Services R5 Acronym: DSS Available: 10/21/88 

Service Code: M Test: 1 License: § Environment: System/88 
37F6-334 SY-TOS bay ais & 08/2) Acronym: SY-TOS Available: 10/31/88 

Service Code: C Test: 0 License: S Environment: DOS ,0S/2 
37F6-335 SY-TOS yo i AIX/RT) Acronym: SY-TOS Available: 10/31/88 

Service Code: C Test: 0 License: S$ Environment: AIX PS/2,AIX/RT 
38F0-026 IBM 4684 Store aebaa Toolkit Acronym: Available: 4/30/89 

B/O 18900 

Service Code: H Service End Date: 12/31/94 Test: 0 License: § Environment: 4684 
38F0-029 IBM 4684 ie Bales Application V1.1 Acronym: Available: 10/31/89 

Service Code: H Service End Date: 12/31/94 Test: 0 License: § Environment: 4684 Terminal 
38F0-033 IBM 4684 BVO eae Support System Acronym: Available: 4/30/89 

Service Code: H Service End Date: 12/31/94 Test: 0 License: S Environment: 4684 
38F2-000 RIPSS V2 Base Acronym: RIPSS Available: 4/21/89 

B/O 208 

Service Code: H Service End Date: 12/31/91 Test: 2 License: §S Environment: 4684,PC XT,AT,PS/2 
38F2-001 RIPSS V2 BIO Comarca ten Acronym: RIPSS Available: 4/21/89 

Service Code: H Service End Date: 12/31/91 Test: 2 License: S$ Environment: 4684,PC XT,AT,PS/2 
40F4-877 IBM eae ae Acronym: Current Available: 11/17/89 


Service Code: H Service End Date: 11/17/92 Test: 2 License: S Environment: PC XT,PC AT,PS/2 


4OF4-879 IBM Current V1 5.25” Acronym: Current Available: 11/17/89 








395 
Service Code: H Service End Date: 11/17/92 Test: 2 License: S$ Environment: PC XT,PC AT,PS/2 
41F6-651 Arts & Letters Braphice Editor V1 5.25 Acronym: Available: 11/25/88 . 
Service Code: Y Test: 0 License: § Environment: PC AT,PS/2 
41F6-652 Arts & ee Br epnace Editor V1 5.25 Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT,PS/2 
41F6-653 Arts & as ha Composer Viel 3.5 Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: S Environment: PC AT,PS/2 
41F6-654 Arts & So ar a V1.1 5.25 Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT,PS/2 
41F6-655 Adobe PPG gs Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: §S Environment: PC AT, PS/2 
41F6-656 Adobe ls tae Ca Bookman Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
41F6-657 Adobe 2s ys cameieas ale Zapf Chancery Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: S Environment: PC AT, PS/2 
41F6-658 Adobe ee as Garde Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
41F6-659 Adobe TYPE es Century Schoolbk Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, =Annual, P=Primary 


orZl 
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41F6-660 Adobe Type piprary germs Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: S Environment: PC AT, PS/2 

41F6-661 Adobe TYPE Ger aty get Souvenir Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: S Environment: PC AT, PS/2 

41F6-662 Adobe Type Library .y7C Lubalin Graph Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 

41F6-663 Adobe TYPE Ger aT yes Garamond Acronym: Available: 11/25/88 

4 ; 

Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 

41F6-664 Adobe Typ Geary sc A. T. & M. Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: S$ Environment: PC AT, PS/2 

‘41F6-665 Adobe Typg gibrary ste Benguiat Friz Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 

GIF6-666 Adobe rans A Glypha Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 

G1F6-667 Adobe Ty; Type Library TiC Helvetica Acronym: ~ Available: 11/25/88 
Service Code: Y Test: 0 License: S$ Environment: PC AT, PS/2 

41F6-668 Adobe Type (ibrary gt Helvetica Cond. Acronym: Available: 11/25/88 

} . 

Service Code: Y Test: 0 License: S Environment: PC AT, PS/2 

41F6-669 Adobe tas Mediaeval Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: S Environment: PC AT, PS/2 


41F6-670 
GIF6-671 
GiF6-672 
GiF6-673 
GIF6-674 
GIF6-675 
GiF6-676 
GiF6-677 
GIF6-676 
4iF6-679 


41F6-680 
(cont d) 


Charges 


Adobe e Library Melior 
TYPE /G 85 


Service Code: Y 


Test: 0 License: § 


Adobe Type Library Galliard 
YP5/0 795 


Service Code: Y 


Adobe Type Library ITC New Baskerville 
B/O 85 


Service Code: Y 


Test: 0 License: S 


Test: 0 License: § 


Adobe e Library ITC Korinna 
TYPE 16 35 


Service Code: Y 
Adobe Type Library Goudy Old Style 
TYPE 10 Yes 


Service Code: Y 


Adobe Type Library Sonata 
¥P5/0 795 


Service Code: Y 


Service Code: Y 


Adobe Type Erbeaey ITC Franklin Gothics 
B/O 75 


Service Code: Y 
Adobe e Library ITC Cheltenham 
TYPS 7/6 85 


Service Code: Y 


Test: 0 License: § 
Test: O License: § 
Test: 0 License: § 
Adobe e Library Century Old Style 
TYP 10 Ys ”. i 
Test: 0 License: § 


Test: 0 License: § 


Test: 0 License: § 


Adobe e Library Park Avenue 
TYPE 10 V 95 


Service Code: Y 


Adobe Type Library Bondoni 


:X/Y where ae 


License e B=Basic, D=DSLO, S=Single 
Typ a , g 


Charge Type 


Test: O. License: § 


Acronym: 


Acronym: 


Acronym: 


Acronym: 


Acronym: 


Acronym: 


Acronym: 


Acronym: 


Acronym: 


Acronym: 


Acronym: 


ime, M=Monthly, I 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


={nitial, 
5-23 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


M=Multiple 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


~ 11/25/88 


=Annual, P=Primary 


41F6-680 

















(cont d) B/O 185 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
41F6-681 Adobe Type yibrary etter Gothic Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
41F6-682 Adobe Type Library Prestige Elite Acronym: Available: 11/25/88 
B/O0 85 
Service Code: Y Test: 0 License: §S Environment: PC AT, PS/2 
G1F6-683 Adobe Type Library Orator Acronym: Available: 11/25/68 
B/O 45 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
41F6-684 Adobe Type library News Gothic Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
41F6-685 Adobe Type jer ar ye Tiffany Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
41F6-686 Adobe Type library coors Black Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
41F6-687 Adobe mies Pha Hobo, Brush, Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: §S Environment: PC AT, PS/2 
41F6-688 Adobe Type pibrary pachen, Revue, Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
41F6-689 Adobe a meat tal Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
41F6-690 Adobe EG bs Acronym: Available: 11/25/88 


GiF6-691 


41F6-692 


41F6-693 


41F6-694 


41F6-695 


Service Code: Y 


Test: 0 License: 


Adobe e Library Univers 
TYPE 10 185 


Service Code: Y 


Test: 0 License: 


Adobe Type Eebeety Univers Condensed 
B/O 45 


Service Code: Y 


Test: 0 License: 


Adobe Type Library Futura 
¥P5/0 375 


Service Code: Y 


Test: 0 License: 


Adobe e Library Stone Serif 
TYPE 10 375 


Service Code: Y 


Test: 0 License: 


Adobe e Library Stone Sans 
TYPE 10 375 


Service Code: Y 


Test: 0 License: § 


41F6-696 Adobe Type habsary Stone Informal 
B/O 75 


41F6-697 


41F6-698 


41F6-699 


41F6-700 


Charges:X/Y where X= 


Service Code: Y 


Test: 0 License: 


Adobe Type Library Corona 
¥P5/0 145 


Service Code: Y 


Test: 0 License: 


Adobe e Library Eurostile 
TYPS 10 145 


Service Code: Y 


Test: 0 License: 


Adobe Type Library Excelsior 
P53 /0 Y45 


Service Code: Y 


Test: 0 License: 


Adobe Type Library Futura Oblique 
7P R/O 375 


Service Code: Y 


License Type 
Y= Charge Type 


Test: Q License: 


B=Basic 


D=DSLO, S=Single, } 
O=One Time, M=Monthly, T=initial, 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


5*25 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


Available: 


PC AT, PS/2 


M=Multiple 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


11/25/88 


=Annual, P=Primary 


41F6-701 Adobe type [ibeary pocure Condensed Acronym: Available: 11/25/88 








Service Code: Y Test: 0 License: S$ -Environment: PC AT, PS/2 

41F6-702 Adobe Type Library pucida Sans Acronym: Available: 11/25/88 
Service Code: Y | Test: 0 License: § Environment: PC AT, PS/2 

41F6-703 Adobe Type Library Memphis Acronym: Available: 11/25/88 

B/O 370 

Service Code: Y- Test: 0 License: S Environment: PC AT, PS/2 

41F6-704 Adobe wea ee Compressed Acronym: Available: 11/25/88 

| 

Service Code: Y Test: 0 License: S Environment: PC AT, PS/2 

41F6-705 eee eee eas Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: S$ Environment: PC AT, PS/2 

41F6-706 Arts & Nie ee Pak 3.5 Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: §S 7 Environment: PC AT, PS/2 

G1F6-707 Arts & ere Presentation Pak 5.25 Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 

SS TH OO HOMV#]DT[/(_O:(:-.(.“..:.:°#—-C-OrOOTOTrT[TYr;, oEo>EeoaaaaaQeee 

41F6-708 Arts & Vi Bee teree Pak (2) 3.5 Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: §S Environment: PC AT, PS/2 

41F6-709 Arts & eo Presentation Pak (2) 5.25 Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: § . Environment: PC AT, PS/2 

GiF6-710 Hicrografx (Graph Plus V/1 1-10 Acronym: Available: 11/25/88 
Service Code: Y Test: 0 License: S Environment: PC AT, PS/2. 


41F6-711 Adobe ie) a Acronym: Available: 12/28/88 


95 

Service Code: Y Test: 0 License: § Environment: PC AT, PS/2 
44F4-002 RIPSS To Acronym: RIPSS Available: 9/29/89 

Service Code: H Service End Date: 12/31/91 Test: 2 License: S Environment: PC,PS/2 
44F4-003 RIPSS ae Nozksterson Acronym: RIPSS Available: 9/29/89 

Service Code: H Service End Date: 12/31/91 Test: 2 License: §S Environment: PC,PS/2 
G9F4-608 OS/2 Image Support Acronym: Available: 3/31/90 

B/O 595 

Service Code: H Service End Date: 6/15/92 Test: 2 License: S Environment: PS/2 
49F4-644 Easel Osi2 EE se aaa System 3.5" Acronym: Available: 8/25/89 

Service Code: H Service End Date: 12/31/93 Test: 2 License: S Pubs: GC38-7037 Environment: OS/2 EE 
49F4-645 Easel Oni a Runtime Facility 3.5" Acronym: Available: 8/25/89 

Service Code: H Service End Date: 12/31/93 Test: 2 License: S Pubs: GC38-7037 Environment: OS/2 EE 
49F4-653 Gece eee eoreo Supervisor Acronym: Available: 12/22/89 

Service Code: H Service End Date: 4/30/91 Test: 2 License: S Environment: PS/2 
49F4-701 Corel Draw 5.25" fee Acronym: - Available: 4/07/89 2 

Service Code: Y Test: 0 License: S Environment: PC AT, PS/2 
49F4-702 Corel Draw 3.5” ie . Acronym: Available: 4/07/89 

Service Code: Y Test: 0 License: 5S Environment: PC AT, PS/2 
49F4-704 Storyboard Plus V2.0 Acronym: Available: 6/23/89 

B/O 395 

Service Code: H Service End Date: 6/23/92 Test: 2 License: § Environment: PC XT,PC AT,PS/2 
49F4-706 SearchVision/2 V1.0 Acronym: Available: 3/31/90 
(cont d) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type 0=One Time, M=Monthly, I=initial, A=Annual, P=Primary 


2°27 


49F4- 106 




















(cont B/O 575 

Service Code: H Service End Date: 3/31/93 Test: 2 License: S Environment: OS/2 EE 
49F4-709 4700 PC don ication Services V2 Acronym: Available: 6/30/89 

Service Code: H Service End Date: 6/30/91 Test: 2 License: S Environment: PS/2,XT,AT 
49F4-720 AS/400 Ro eee Design & Code Acronym: Available: 5/19/89 

Service Code: H Service End Date: 6/01/90 Test: 2 License: S$ Environment: 9/1600 bpi Tape 
49F4-721 AS/400 Berit tenal Database Design & Code Acronym: Available: 5/19/89 

Service Code: H Service End Date: 6/01/90 Test: 2 License: S Environment: 1/4 " cartridge tape 
49F4-723 AS/400 system peat ieteation and Control Acronym: Available: 5/19/89 

Service Code: H Service End Date: 6/01/90 Test: 2 License: S$ Environment: 9/1600 bpi tape 
49F4-724 48/000 System Adninistration and Control Acronym: Available: 5/19/89 

Service Code: H Service End Date: 6/01/90 Test: 2 License: S Environment: 1/4"Cartridge Tape 
49F4-726 Easel O8/F Be met ama System 5.25 Acronym: Available: 8/25/89 

Service Code: H Service End Date: 12/31/93 Test: 2 License: §S Pubs: GC38-7037 Environment: OS/2 EE 
19F4-727 Easel 08/2 HE Runtine Facility 5.25" Acronym: Available: 8/25/89 .......° ° 

Service Code: H Service End Date: 12/31/93 Test: 2 License: S Pubs: GC38-7037 Environment: OS/2 EE 
49F4-730 AS/400 ee ae Design Acronym: Available: 6/30/89 

Service Code: H Service End Date: 8/01/90 Test: 2 License: S Environment: Tape 
49F4-731 AS/400 NO 1B Design Acronym: Available: 6/30/89 

Service Code: H Service End Date: 8/01/90 Test: 2 License: § Environment: Cartridge 
49F4-733 AS/400 al ee CT Programming Wkshp Acronym: Available: 6/30/89 | 


5-28 


49F4-734 


49F4-736 


49F4-737 


49F4-739 


49F4-740 


49F4-749 


49F4-750 


49F4-767 


49F4-768 


49F4-794 


Charges 


:X/Y where a 


Service Code: H Service End Date: 


Service Code: H Service End Date: 


AS/400 Control Language Programmin 
B/O 1280 7 - . 


Service Code: H Service End Date: 


AS/400 Control Language Programmin 
B/O 1280 , ss & 


Service Code: H Service End Date: 
Service Code: H Service End Date: 


Service Code: H Service End Date: 
Excelsior GRADE Network 
B/O 745 


Service Code: Y Test: 0 License: § 


Excelsior GRADE eauere User 
B/O 23 


Service Code: Y Test: 0 License: § 


AS/400 Fundamentals and Implementation 
B/O 800 


Service Code: H Service End Date: 


AS/400 Fundamentals and Implementation 
B/O 800 


Service Code: H Service End Date: 


Windows Connection (Dual Media) 
B/O 195 


Service Code: H Service End Date: 


Charge Type 


8/01/90 Test: 
AS/400 RPG Interactive Programming Wkshp ‘Acronym: 
B/O 1260 i 


8/01/90 Test: 
Acronym: 


8/01/90 Test: 
Acronym: 


8/01/90 Test: 
OS/400 Structure Tailoring “Basic Tuning Acronym: 
B/O 630 


8/01/90 Test: 
0S/400 Structure Tailoring Basic Tuning Acronym: 
B/O 630 . . sad 


8/01/90 Test: 
Acronym: 


Acronym: 


Acronym: 


9/01/90 Test: 
Acronym: 


9/01/90 Test: 
Acronym: 


3/31/92 Test: 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


License: 


License: 


License: 


License: 


License: 


License: 


i) 
Available: 


Ss 


Available: 


Ss 


Available: 


S) 


Available: 


Ss 


Available: 


S 


Available: 


2 License: §S 


Available: 


2 License: S 


Available: 


2 License: § 


M=Multiple 


tnitial, 


5-29 


Environment: 
6/30/89 


Tape 


Environment: 
6/30/89 


Cartridge 


Environment: 


6/30/89 


Tape 


Environment: 
6/30/89 


Cartridge 


Environment: 
6/30/89 


Tape 


Environment: 
6/23/89 


Cartridge 


Environment: PC XT,PC AT,PS/2 


Available: 


6/23/89 


Environment: PC XT,PC AT,PS/2 


Available: 


7/28/89 


Environment: 5.25" Diskette 
7/28/89 


Environment: 3.5" Diskette 


10/24/89 


Environment: PS/2,XT,AT 


=Annual, P=Primary 


49F4-808 4684 Stars APP esOO Toolkit R1.1 Acronym: Available: 8/01/89 


Service Code: H Service End Date: 12/31/94 Test: 0 License: S Environment: 4684 Terminal 
49F4-810 4684 re co System V1.1 Acronym: ~~ Available: 8/01/89 

Service Code: H Service End Date: 12/31/94 Test: 0 License: S_ - Pubs: SB11-8552 Environment: IBM 4684 
49F4-812 Remote pre penaeee V3 Acronym: RPM Available: 1/26/90 

. B/O 995 

Service Code: H Service End Date: 10/03/94 Test: 2 License: S Pubs: §544-3287 Environment: PS/2 
49F4-841 CAD/IGES pare Exchange (3.5) Acronym: CAD/IGES Available: 6/30/90 

Service Code: H Service End Date: 12/30/92 Test: 2 License: S Environment: PC AT,PS/2,DOS OS/2 
49F4-842 AS/400 asia Haber aerave Programming Acronym: Available: 9/08/89 

Service Code: H Test: 2 License: § Environment: PS/2,XT,AT 
49F4-843 AS/400 coe puberacesye Programming Acronym: Available: 9/08/89 

Service Code: H Test: 2 License: S Environment: Cartridge 
49F4-845 IBM AS/400 Networking © . Acronym: Available: 9/08/89 

B/O 1415 

Service Code: H Service End Date: 10/01/90 Test: 2 License: §S Environment: PS/2,XT,AT 
49F4-855 TCP/IP Mey for OB te for 3.5" Acronym: TCP/IP Available: 3/30/90 

Service Code: H Service End Date: 3/31/91 Test:.2 License: S Pubs: SC31-6075 Environment: OS/2 EE 
49F4-858 TCP/IP v0 for oeie for 3.5” w/Source Acronym: TCP/IP Available: 3/30/90 

{ 

Service Code: H Service End Date: 3/31/91 Test: 2 License: S Pubs: SC31-6075 Environment: OS/2 EE 
49F4-859 TCP/IP V1.0 for ore for 5.25" Acronym: TCP/IP Available: 3/30/90 

Service Code: H Service End Date: 3/31/91 Test: 2 License: S Pubs: SC31-6075 Environment: OS/2 EE 


5730 


49F4-860 TCP/IP aes 08/2 for 5.25" w/Source Acronym: TCP/IP Available: 3/30/90 


Service Code: H Service End Date: 3/31/91 Test: 2 License: S$ Pubs: SC31-6075 Environment: OS/2 EE 
———————————OO_OehwOlOOO OT s33 a Rt 
49F4-890 CAD/IGES Data Exchange (5.25) Acronym: CAD/IGES Available: 6/30/90 

Service Code: H Service End Date: 12/30/92 Test: 2 License: S Environment: PC AT,PS/2,DOS OS/2 
GOF5-617 Enhanced B70. Eanes V2.2 Acronym: Available: 11/10/89 

Service Code: H Service End Date: 12/31/90 Test: 2 License: S Pubs: G570-2221 Environment: PS/2,XT,AT 
49F5-618 5250 Eaulas ion eee norco Kit Acronym: Available: 11/10/89 

Service Code: H Service End Date: 12/31/90 Test: 2 License: § Pubs: G570-2221 Environment: PS/2,XT,AT 
5360-D2Y Total System Package Acronym: Available: 2/17/87 

Prices Vary 

Service Code: E Test: 1 License: § Environment: System/36 
5472-422 CADwrite Design, Drafting - SolutionPac Acronym: 3.5" Available: 5/30/87 

Service Code: G Test: 0 License: § Environment: DOS 3.3 
5472-423 CADwrite BID oo - SolutionPac Acronym: 5.25 Available: 5/30/87 

Service Code: G Test: 0 License: § Environment: DOS 3.3 
56X2-416 se asec he Centres Program 1.2 Upgrad Acronym: Available: 7/31/87 

Service Code: Z Test: 0 lLieense: 5 Pubs: SK20-297 Environment: 1.0 
5601-037 FORTRAN VS Compiler 1.0 Acronym: Available: 5/15/87 

B/O 1195 

Service Code: X Service End Date: 2/01/89 Test: 0 License: S$ Pubs: SH23-0129 Environment: AIX 2.1 on RT 

5601-038 Pascal VS 1.0 Acronym: Available: 3/31/87 
B/O 1210 . 

Service Code: X Service End Date: 2/01/89 Test: 0 License: §S Environment: AIX 
teont a) Workstation Host Interface Program Acronym: Available: 3/27/87 

cont 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type 0-One Time, M=Monthly, I=initial, =Annual, P=Primary 


onal 


5601-039 




















(cont d) B/O 1195 
Service Code: X Service End Date: 2/01/89 Test: 0 License: § Environment: AIX 
5601-042 Network RJE-Plus (BSC) Acronym: Available: 3/31/87 
. B/O 1195 
| Service Code: 2 Test: 0 License: S Environment: AIX 
5601-043 Network RJE-Plus (SNA) Acronym: Available: 3/31/87 
. B/O 995 
Service Code: Z Test: 0 License: S Environment: AIX 
5601-044 Network 3270-Plus (SNA) Acronym: Available: 3/31/87 
B/D 995 
Service Code: Z Test: 0 License: S Environment: AIX 
5601-045 Network 3270-Plus (BSC) Acronym: Available: 3/31/87 
B/O 1195 
Service Code: Z Test: 0 License: S Environment: AIX 
5601-050 Financial Transaction Processing System Acronym: FTPS Available: 3/27/87 
Service Code: H Service End Date: 12/31/91 Test: 0 License: S Environment: S/36 PC+CHX/3694 
5601-051 FIPS Feature for_S/36 PC Acronym: Available: 3/27/87 
B/0. 5090, 
Service Code: H Service End Date: 12/31/91 Test: 0 License: S Pubs: GC31-3798 Environment: 5601-050 
5601-053 ‘Remote Terminal Interface Utility Acronym: Available: 3/31/87 
Service Code: Z | Test: 0 License: S Pubs: G520-0111 Environment: 5531,7531,2,7552 
5601-060 Realtime Interface Co-processor C Langua Acronym: Available: 10/30/87 
Service Code: Z Test: 0 License: S$ Pubs: SC28-8009 Environment: Industrial PC,XT.AT 
5601-061 +Advanced Interactive Executive V2.2 Acronym: AIX Available: 12/02/88 
32 User 7 5060 Acronym: AIX Available: 5/11/88 
Service Code: M Service End Date: 8/31/90 Test: 2 License: § Environment: RT PC 





ba V4 


5601-062 +RT PC Virtual Resource Manager 2.2 Acronym: 
B/O 1030 


Service Code: M Service End Date: 8/31/90 Test: 


VRM Available: 12/02/88 


2 License: § Environment: AIX 


5601-066 EMCS -- AIX Acronym: EMCS Available: 9/08/89 
The 1320 B/P 9680 
+EMCS -- AIX RISC Sy aeemrence Feature Acronym: EMCS Available: 6/30/90 
B/A 1320 B/P 9680 
Service Code: E Test: 2 License: §S Environment: RT PC 
Acronym: EMCS Available: 9/29/89 


5601-067 EMCS -- PC/DOS 
B/A 


550 B/P 2750 


Service Code: E Test: 2 License: § 


5601-068 ExecPlan Acronym: 


467 


Service Code: Z Test: 2 License: § 


Environment: PC XT,PC AT,PS/2 


Available: 11/13/89 


Environment: PS/2,PC,AT,XT 


5601-071 Distributed Services Acronym: Available: 2/09/88 

B/O 674 
Service Code: M Test: 0 License: §S Environment: AIX on RT 

5601-077 X-Windows . Acronym: Available: 9/25/87 

B/O 235 
Service Code: X Service End Date: 2/01/89 Test: 0 License: § Environment: RT+AIX+TCP/IP 

5601-081 Shop Assist 1.1 Acronym: GDQF Available: 4/24/87 

B/O 888 
Service Code: H Test: 0 License: S Pubs: GH20-6223 Environment: DOS 3.1+ 
5601-100 Acronym: Available: 1/26/88 


DrawMaster Workstation Support 
B/O 544 


Service Code: M Test: 0 License: § 
5601-101 4680 Support for COBOL Acronym: 
B/O 379 
Service Code: M Test: 1 License: § 


5601-104 +Device iY ie 3 for Industrial/PC Acronym: 


Service Code: Z Test: 0 License: § Pubs: 


License Type B=Basi 
Charge Type 0=One 


Cc 


Charges:X/Y where X= D 
= / Y= Time 


=DSLO, S=Single 
» M=Monthly, I 


Environment: 3270-PC AT/GX+PS/2 


Available: 8/16/88 


Environment: 4680,PCAT/Store Cont 


Available: 12/30/88 


SC28-8024 Environment: PC,PS/2 


M=Multiple 


={nitial, =Annual, P=Primary 
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5601-105 qecomnntcst sce et ea Programs Acronym: DDMS Available: 12/30/88 














/@ 
Service Code: Z Test: 0 License: S Pubs: G580-0891 Environment: PC,PS/2,5531,7531 
5601-113 Inter-System Control Facility/PC Acronym: Available: 12/31/87 
B/C 1500 
Service Code: X Service End Date: 12/31/90 Test: 0 License: S Pubs: $C30-3472 Environment: PC+DOS 
5601-116 +Communications System/2 Acronym: Available: 12/29/89 
+Communications System/2 R1.1 Acronym: Available: 3/30/90 
B/Q 860 
Service Code: H Service End Date: 9/30/90 Test: 2 License: S$ Pubs: GC28-8049 Environment: OS/2,PC,PS/2 
5601-117 +Material Logistics System/2 Acronym: Available: 5/26/89 
+Material Lop tet te ey aceele R1.1 Acronym: Available: 12/29/89 
B/ 2485 
Service Code: H Service End Date: 9/30/90 Test: 2 License: §S Pubs: G33F-7782 Environment: OS/2,PC,PS/2 
5601-118 +Host Link/2 Acronym: Available: 3/31/90 
+Host aes R1.1 ; Acronym: Available: 12/29/89 
/0. 522 | 
Service Code: H Service End Date: 9/30/90 Test: 2 License: S Pubs: G33F-7805 Environment: O0S/2,PC,PS/2 
5601-125 +AIX/RT a eal vee Acronym: AIX/RT Available: 12/02/88 
Service Code: H Service End Date: 8/31/90 Test: 2 License: §S Environment: PC 
5601-136 +GEARBOX hangeaee oe Acronym: GEARBOX Available: 3/31/90 
Service Code: E Test: 2 License: S Environment: OS/2 
5601-151 ela Proroeos Programs/A Acronym: Available: 12/29/89 
Service Code: E Test: 2 License: S Environment: O0S/2,PC,PS/2 
5601-152 4680 es ae Application Acronym: Available: 12/01/89 
+Price Mane ement Feaeure Acronym: Available: 12/01/89 
Teo Boe Acronym: Available: 12/01/89 


Service Code: M Test: 2 License: § Pubs: GC30-3483 Environment: PC/AT,PS/2 


5601-159 +AIX/RT Network File System V1.1 Acronym: NFS Available: 12/02/88 
+AIX/RT Network File System V1.2 Acronym: NFS Available: 4/27/90 
B/O 1090 
Service Code: H Service End Date: 8/31/90 Test: 2 License: S Environment: PC 
5601-160 AIX/RT oo Ge R1.2 Acronym: AIX/RT Available: 6/24/88 
Service Code: M Service End Date: 8/31/90 Test: 2 License: S$ Environment: PC 
5601-175 3737 Moder 002 Ope renee Console Program Acronym: Available: 6/24/88 
Service Code: M Service End Date: 12/31/91 Test: 0 License: § Pubs: GA18-2719 Environment: 3737,PC XT,AT,PS/2 
5601-187 Self Education Facility Acronym: SelfEdFac Available: 5/27/88 a a iia Sas, 
B/O 2885 
Service Code: X Service End Date: 12/31/89 Test: 0 License: § Environment: XT,AT,PS/2 
5601-189 +AIX/RT Mere ios Interface V1.1 Acronym: AIX/RT Available: 12/02/88 
Service Code: Z Test: 2 License: 5 Environment: RTPC,6150,6151+1mb 
5601-190 SAMNA jay Sraehe User Acronym: Available: 4/29/88 
SAMNA PLUS IV Multi-User Acronym: Available: 4/29/88 
B/O 1995 
Service Code: Z Test: 0 License: S Environment: IBM RT PC 
5601-191 +AIX/RT noe Compurer AT Simulator Acronym: Available: 12/02/88 
Service Code: Z Test: 2 License: S Environment: RTPC 
5601-192 4680 epee re ph V2 Acronym: Available: 9/30/88 
4680 OS a BPS cope Feature Acronym: pvaeene 9/30/88 
4680 OS 7570 cae aa Feature Acronym: Available: 9/30/88 
+4680 OS cn Operates Feature Acronym: Available: 6/30/89 
+4680 OS Remo ppeEares Feature R2 Acronym: Available: 12/29/89 
Service Code: M Test: 2 License: §& Pubs: SC30-3518 Environment: PS/2,5170 PC 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I={nitial, =Annual, P=Primary 
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5601-200 IGES Processor for the Workstation 
B/O 2750 


Service Code: E Test: 2 License: § 


+AIX PS/2 X.25 V1.2 
B/O 727 


5601-202 


Service Code: H Service End Date: 12/31/90 Test: 


5601-204 +4680 Store System Regression Tester Acronym: 
B/O 6050 

Service Code: M Test: 2 License: S Pubs: 

5601-209 Transmission Network Manager Acronym: 
01 B/O 34000 
2 B/ 25000 
03 B/O 20000 
04 B/OQ 20000 
05 B/O 20000 

Service Code: H Service End Date: 6/30/90 Test: 

5601-210 NCPG/XLWS Acronym: 
B/O 2115 


Service Code: H Service End Date: 


Acronym: 


~ Acronym: 


7/30/90 Test: 


Available: 2/10/89 


Environment: IBM RT,AIX 


AIX Available: 3/30/90 


2 License: S 
Available: 


Environment: PS/2 
1/24/89 


GC30-9623 Environment: 5170 PC/AT,PS/2 


TNM Available: Incremental Tier Charges 


2 License: § 
NCPG/XLWS 


Pubs: GC34-1054 Environment: PS/2 
Available: 2/10/89 


2 License: S Environment: IBM RT,PS/2 


5601-230 Personal SU arHics Programming Interface Acronym: AIX Available: 6/30/90 Variable Charges 
E5 /O 795 D70 715 
F5 B/O 795 D/O 715 
G5 B/O 795 D/O 715 
Service Cocle: M Test: 2 License: S Environment: System/6000 
5601-232 ) ~ Acronym: LAN Available: 9/30/88 


8232 LAN Channel Support Program 
. B/O 323 


Service Code: H Service End Date: 4/30/90 Test: 
5601-234 +PS/2 Imagel lus Workstation Program V1.0 Acronym: 
/O. . 


Service Cocle: H Service End Date: 


5601-248 AIX XL FORTRAN pomp vetneues Acronym: 
E5 B/O 1200 D/O 1080 
F5 ~ B/O 2400 D/O 2160 
G5 B/O. 4800 D/O 4320 


9/29/91 Test: 


0 License: S Pubs: S8C30-3458 Environment: 8232 


ImagePlus Available: 9/29/89 


0 License: § 
AIX Available: 


Environment: PS/2 


6/30/90 Variable Charges 


5601-251 


5601-253 


5601-254 


5601-256 


5601-257 


5601-258 


5601-259 


Charges 


Service Code: M Test: 2 License: § Pubs: GK2T-0237 Environment: 

AIX XL Pascal Run Time Environment/6000 Acronym: AIX Available: 

E5 B/O 400 D/O 360 

F5 B/O 800 D/O 720 

G5 B/O- 1600 D/O 1440 

Service Code: M Test: 2 License: §S Pubs: GK2T-0237 Environment: 

AIX Network Manasenont/oO00 Acronym: AIX Available: 

E5 B/O 500 D/O 1350 

F5 B/O 3000 D/O 2700 

G5 B/O 6000 D/O 5400 

Service Code: M Test: 2 License: § Pubs: SK2T-0222 Environment: 

AIX XL Pascal ee LY ae ale Acronym: AIX Available: 

E5 B/O 1200 D/O 1080 

F5 B/O 2400 D/O 2160: 

G5 B/O 4800 D/O 4320 

Service Code: M Test: 2 License: § Pubs: GK2T-0237 Environment: 

AIX 3278/3279 Emulation/6000 Acronym: AIX Available: 

E5 B/O 525 D/O 473 

F5 B/O 525 D/O 473 

G5 B/O 525 D/O 473 

Service Code: M Test: 2 License: § Pubs: SK2T-0222 Environment: 

AlXwindows Environment/6000 Acronym: AIX Available: 

E5 B/O 500 D/O 450 

F5 B/O 500 D/O 450 

G5 B/O 500 D/O 450 

Service Code: M Test: 2 License: §S Pubs: GK2T-0237 Environment: 

AIX VS COBOL es Tea Acronym: AIX Available: 

E5 B/O 000 D/O 1800 

F5 B/O 4000 D/O 3600 

G5 B/O 8000 D/O 7200 

Service Code: M Test: 2 License: § Pubs: GK2T-0237 Environment: 

AIX VS COBOL Run Time Environment/6000 Acronym: AIX Available: 

E5 B/O 600 D/O 540 

F5 B/O 1200 D/O 1080 

G5 B/O 2400 D/O 2160 

Service Code: M Test: 2 License: § Pubs: GK2T-0237 Environment: 
:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Y= Charge Type 


O=One Time, M=Monthly, t=tnitial, 
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System/6000 
6/30/90 


System/6000 
6/30/90 


System/6000 
6/30/90 


System/6000 
6/30/90 


System/6000 
6/30/90 


System/6000 
6/30/90 


System/6000 
6/30/90 


System/6000 


=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5601-260 AIX 3270 Host Connection Pig ram/6000 Acronym: AIX Available: 6/30/90 Variable Charges 
E5 B/0) 1100 40 990 














F5 B/O 1100 D/O 990 
G5 B/0 1100 D/O 990 
Service Code: M Test: 2 License: S Pubs: SK2T-0222 Environment: System/6000 
5601-263 AIX Personal Computer Simulator/6000 Acronym: AIX Available: 6/30/90 Variable Charges 
E5 B/0 500 D/O 450 
F5 B/) 1000 D/O 900 
G5 B/0 2000 D/O 1800 
Service Code: M Test: 2 License: S Pubs: SK2T-0219 Environment: System/6000 
5601-264 SEDF/2 Pps V1 Acronym: SEDF/2 Available: 9/15/89 
B/D. 1200 
Service Code: H Service End Date: 9/30/91 Test: 0 License: S Pubs: SH12-5622 Environment: PS/2,AT,XT,PC 
5601-266 AIX XL FORTRAN Run Time Environment/6000 Acronym: AIX “Available: 6/30/90 Variable Charges 
E5 B/O 400 D/O #360 
F5 B/) 800 D/O 720 
G5 B/D 1600 D/O 1440 
_ Service Code: M Test: 2 License: § Pubs: GK2T-0237 Environment: System/6000 
5601-267 SEDF/2 V1 Acronym: SEDF/2 Available: 9/15/89 
B/9 3100 
Service Code: H Service End Date: 9/30/91 Test: 0 License: § Pubs: SH12-5622 Environment: PS/2,AT,XT,PC 
5601-274 7527 Terminal Services V1 Acronym: Available: 2/28/90 
B/O © 695 
Service Code: E Test: 2 License: § Pubs: S57F-2382 Environment: 7525,7527 Terminals 
5601-275 JSB -- MultiView . Acronym: Available: 1/27/89 
B/D 995 
Service Code: Y Test: 0 License: S$ Environment: IBM RT 
5601-276 IMSL -- PDE/PROTRAN Acronym: Available: 1/27/89 
B/D 3150 
Service Code: Y Test: 0 License: S Environment: IBM RT 
5601-277 SEDF/2 TS V1 | Acronym: SEDF/2 Available: 9/15/89 
B/O 990 
Service Code: H Service End Date: 9/30/91 Test: 0 License: S Pubs: SH12-5622 Environment: PS/2,AT,XT,PC 
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5601-279 


5601-287 


5601-295 


5601-296 


-- AOS 1-16 Users : 
1020 


-- II Plus : 


5601-297 


5601-299 


5601-300 


5601-307 


JSB MultiView for AIX PS/2 
B/O 544 


Acronym: JSB 


Available: 


Service Code: Z Test: 0 License: § Environment: PS/2 

AIX SNA Services/6000 Acronym: AIX Available: 

E5 B/O 1300 D/O 1170 

F5 B/O 2600 D/O 2340 

G5 B/O 5200 D/O 4680 

Service Code: M Test: 2 License: § Pubs: SK2T-0222 Environment: 

Uniplex -- AGS 1-16 Users Acronym: Available: 
B/O 1270 

Uniplex -- AGS 1-32 Users Acronym: Available: 
B/O 2120 

Service Code: Y Test: 0 License: § Environment: IBM RT 

Uniplex 3/0 Acronym: Available 

Uniplex -- AOS 1-32 Users Acronym: Available: 
B/O 1595 

Service Code: Y Test: 0 License: § Environment: IBM RT 

Uniplex 1-16 Users Acronym: Available 
B/O 3195 

Uniplex -- II Plus 1-32 Users Acronym: Available: 
B/O 5320 

Service Code: Y Test: 0 License: S Environment: IBM RT 

Data Collector V1 Acronym: Available: 
B/O 2885 

Service Code: E Test: 2 License: 5 Pubs: S57F-2382 Environment: 

Acronym: Available: 


3890/XP High-Level Language Services 
: B70 1210 


Service Code: E Test: 


2 License: § Environment: PS/2,3890/XP 


6/09/89 


6/30/90 Variable Charges 


System/6000 
1/27/89 
1/27/89 


1/27/89 
1/27/89 


1/27/89 
1/27/89 


4/30/90 


7525,7527 Terminals 
9/29/89 


Data Comm. Service/Manufac 
B/O 3245 


5601-329 


(cont'd) 


Charges :X/Y where ee 


Service Code: H Service E 


Transcription Assistant 
B/O 434 


License e 
Charge Type 


t. Interface Acronym: Available: 
nd Date: 6/30/90 Test: 2 License: § Pubs: 
Acronym: Available: 


B=Basic, D=DSLO, S=Single, M=Multiple 
O=One Time, M=Monthly, 1={nitial, 


3=39 


6/30/89 


SH24-6066 Environment: System/36,AS/400 
6/09/89 


=Annual, P=Primary 


5601-330 
(cont d) 


5601-330 


5601-341 


5601-343 


5601-345 


5601-359 


5601-360 


5601-366 


5601-368 


Service Code: M Test: 0 License: S. 


SAMNA PLUS IV for AIX PS/2 
Single User 


764 
Multi-User (1-16) | 
B/O 1420 


Service Code: Z Test: 0 License: 


Ss 


ALIS Office Software System V2.0 1 User 

B/O 2495 . 

ALIS Office Software Sys V2.0 2-8 Users 
B/O 5995 


Service Code: Y Test: 0 License: 


Ost /Manusaceurins Messaging Services 
B/O 650 


Service Code: M Test: 2 License: 
MERVA/2 V2 

B/O 34500 

B/O 3500 
Service Code: M Test: 2 License: 


3890/XP Sort Simulator 
B/O 440 


Service Code: E Test: 2 License: 
3890/XP Sort Evaluator 

B/O 23100 
Service Code: E Test: 2 License: 


INGRES/NET V6 
B/O 550 


Service Code: C Test: 0 License: 
TNGRES/PPDT Acer ons V6 

01 /0O 975 

02 B/O 2325 


Service Code: C Test: 0 License: 


Ss 


Ss 


Ss 


Ss 


Ss 


Ss 


Ss 


Environment: System/370,0S/2 EE 


Acronym: SAMNA Available: 
Acronym: SAMNA Available: 
Acronym: SAMNA Available: 


Environment: PS/2 
Acronym: Available: 
Acronym: Available: 


Environment: AIX/RT 
Acronym: Available: 


Pubs: GC09-1272 Environment: 
“Acronym: MERVA/ 2 Available: 


Environment: PS/2 OS/2 EE 
Acronym: Available: 


Pubs: SC31-2666 Environment: 
Acronym: Available: 


Pubs: SC31-2665 Environment: 
Acronym: RDBMS Available: 


Environment: AIX/RT 
Acronym: RDBMS Available: 


Environment: AIX/RT 


6/09/89 
6/09/89 
6/09/89 


7/28/89 
7/28/89 


6/30/90 


0S/2 


6/30/90 


PS/2 
3731/90 


PS/2 
1/26/90 


1/26/90 


Incremental Tier Charges 


5601-369 


5601-370 


5601-384 


5601-386 


5601-398 


5601-399 


5601-400 


5601-401 


(cont'd) 


Charges 


INGRES RDBMS V6 Acronym: RDBMS Available: 

01 B/O 3250 

02 B/OQ 7750 

03 B/O 10500 

04 B/O 11000 

Service Code: C Test: 0 License: § Environment: AIX/RT 

Embedded Wie Preprocessor V6 Acronym: RDBMS Available: 

01 B/O 488 

02 B/O 1162 

03 B/O 1575 

04 B/O 1650 

Service Code: C Test: 0 License: S Environment: AIX/RT 

AIX NexeSe oP Environment /6000 Acronym: AIX Available: 

E5 B/ 500 D/O 450 

F5 B/O 500 D/O 450 

G5 B/O 500 D/O 450 

Service Code: M Test: 2 License: §S Environment: System/6000 

Computer Graphics Interface Toolkit/6000 Acronym: AIX Available: 

E5 B/O 1200 D/O 1080 

F5 B/O 2400 D/O 2160 

G5 B/O 4800 D/O 4320 

Service Code: M Test: 2 License: S Pubs: GK2T-0237 Environment: 

5250 & MAPICS Data Services V1 Acronym: Available: 
B/O 924 

Service Code: E Test: 2 License: § Pubs: S57F-2382 Environment: 

3270 & COPICS Data Services Vi Acronym: Available: 
B/O 3290 

Service Code: E Test: 2 License: § Pubs: S57F-2382 Environment: 

Interconnect Controller Acronym: Available: 
B/O 2750 


Service Code: H Service End Date: 12/30/91 Test: 0 License: § 


INGRES VS for AIX for RISC System/6000 Acronym: AIX Available: 
O01 B/O 5000 
02 B/O 11500 
03 B/Q 16000 
04 B/OQ 16000 


:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
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1/26/90 ' Incremental Tier Charges 
1/26/90 Incremental Tier Charges 
9/30/90 Variable Charges 

6/30/90 Variable Charges 
System/6000 

4/30/90 


7525,7527 Terminals 
4/30/90 


7525,7527 Terminals 
9/28/90 


Environment: 3172 Controller 


6/30/90 Incremental Tier Charges 


Charge Type 0=One Time, M=Monthly, I=initial, =Annual, P=Primary 


5601-401 
(cont 'd) 


5601-406 


5601-408 


5601-411 


5601-412 


5601-414 


05 B/O 16000 
06 B/O 16000 
Service Code: Y Test: 0 ‘License: s 


aes TT eee CE 


02 By0 3450 

03 B/O 4800 

04 B/O 4800 

05 B/O 4800 

06 B/O 4800 

Service Code: Y Test: 0 License: S 
Embedded : 5 Preprocessor for FORTRAN 
01 750 

02 BIO 1725 

03 B/O 2400 

04 B/O 2400 

05 B/O 2400 

06 B/O 2400 

Service Code: Y Test: 0 License: §S 
INGRES/Nievat Graphics 

Ol B/O 1000 

02 B/O - 2300 

03 B/O 3200 

04 B/O 3200 

05 B/O 3200 

06 B/O 3200 

Service Code: Y Test: 0 License: S 
THCRES/PCLINE (Host Module) 

01 B/O 500 

02 B/O 1150 

03 B/G 1600 

04. B/Q 1600 

05 B/C ~~ 1600 

06 ~——. B/O 1600 

Service Code: Y ' Test: 0 License: S 
INGRES /NET. 

01 B/C 750 

02 B/C 1725 

03 B/G 2400 

04 B/C 2400 

05 B/G 2400 


Environment: 


Acronym: AIX 


Environment: 


Acronym: AIX 


Environment: 


Acronym: AIX 


Environment: 


Acronym: AIX 


Environment: 


Acronym: AIX 


System/6000 


Available: 


System/6000 


Available: 


System/6000 


Available: 


System/6000 


Available: 


System/6000 


Available: 


6/30/90 


6/30/90 


6/30/90 


6/30/90 


6/30/90 


Incremental Tier Charges 


Incremental Tier Charges 


Incremental Tier Charges 


Incremental Tier Charges 


Incremental Tier Charges 


5601-429 


5601-457 


5601-469 


06 B/O 


Service Code: Y 


2400 


Test: 0 License: § 


Environment: System/6000 


oe Bor ar Acronym: RDBMS Available: 1/26/90 Incremental Tier Charges 
02 B/O 775 

03 B/O 1050 

04 B/O 1100 

Service Code: C Test: 0 License: § Environment: AIX/RT 

AIX Xstation Manager (oped Acronym: AIX Available: 6/30/90 Variable Charges 

E5 B/O 00 D/O 450 

F5 B/O 500 D/O 450 

G5 B/O 500 D/O 450 

Workstation Feature Acronym: AIX Available: 6/30/90 Variable Charges 


Service Code: Test: 2 License: S§ 


Environment: System/6000 


Optimization Subroutine Library AIX PS/2 Acronym: OSL 
B/O 2200 


Available: 10/31/90 


Pubs: GC23-0517 Environment: PS/2 


Service Code: H Service End Date: 12/31/95 Test: 2 License: S 


5601-491 


5601-492 


5601-540 


OFA pee Acronym: OFA 


150 


Service Code: H Service End Date: 12/29/92 Test: 2 License: §S 


OFA sais as V1.1 Acronym: OFA 


2950 


Service Code: H Service End Date: 12/29/92 Test: 2 License: § 


Personal to Se Interface Acronym: 


Service Code: M Test: 2 License: §S 


Available: 12/29/89 Variable Charges 


Pubs: SB35-0043 Environment: PS/2 


Available: 12/29/89 Variable Charges 


Pubs: SB35-0043 Environment: VM 
Available: 1/26/90 


Pubs: SC33-8190 Environment: PS/2 


5612-001 


5612-902 
(cont d) 


Charges:X/Y where X= License Type 


CATIA(tm) Base V3 nerenye CATIA 
01 S/O 14034 S/M 390 M/ 9824 
02 $/O0 14033 S/M 390 M/O 9823 
03 $/0 28067 S/M 780 M/O 19647 
04 $/O 11227 S/M 312 M/0O 7859 
05 $/0 5613 S/M 156 M/O 3929 
06 $/0 8420 S/M 234 M/O 5894 
07 S/O 16841 S/M 468 M/O 11789 
08 S/O 33680 S/M 936 M/O 23576 


Service Code: E 


CATIA(tm) Library V3 Acronym: CATIA. 


B=Basic, D=DSLO, S=Single 


Charge Type 
5-43 


Available: 5/27/88 Incremental Tier Charges 
M/M 273 
M/M 273 
M/M 546 
M/M 218 
M/M 110 
M/M 163 
M/M 328 
M/M 655 


Test: 2 License: S Term: B Pubs: GH50-0103 Environment: MVS/SP,VM/SP 


Available: 5/27/88 Incremental Tier Charges 


M=Multiple 
O=One Time, M=Monthly, I=tnitial, 


=Annual, P=Primary 


5612-902 
(cont d) 


5612-003 


5612-004 


5612-005 


5612-006 


01 S/O 3305 S/M 92 M/O 2314 
02 S/0 3305 S/M- 92 M/O 2313 
03 s/0 6610 S/M 184 M/O 4627 
04 S/O 2644 S/M M/O 1851 
05 s/0 1322 S/M 36 M/O 925 
06 S/0 1983 S/M 56 M/O 1388 
07 $/0 3966 S/M 110 M/O 2777 
08 §/0 7932 S/M 221 M/O 5552 


Service Code: E 
Acronym: CATIA 
M/ 2314 


CATIA(tm) Interface V3 

01 S/O 3305 /M 

02 S/O 3305 S/M 92 M/O 313 
03 $/0 6610 S/M 184 M/O 4627 
04 $/O 2644 S/M 74 M/O 1851 
05 $/0 1322 S/M 36 M/O 925 
06 $/0 1983 S/M 56 M/O 1388 
07 $/0 3966 S/M 110 M/O 2117 
08 S/O 7932 S/M 221 M/O 5552 


Service Code: E 


M/M 65 
M/M 64 
M/M 129 
M/M 52 
M/M 25 
M/M 39 
M/M 78 
M/M 154 


Test: 2 License: S Term: B Pubs: GH50-0103 Environment: MVS/SP,VM/SP- 


acre ee 5/27/88 Incremental Tier Charges 


/M 
M/M 64 
M/M 129 
M/M 52 
M/M 25 
M/M 39 
M/M 78 
M/M 154 


Test: 2 License: S Term: B Pubs: GH50-0103 Environment: MVS/SP,VM/SP 


cy rege 5/27/88 Incremental Tier Charges 


CATIA Drafting V3 

Ol  B/O 10921 B/M 304 /M 

02 ~  B/O 10920 B/M 303 D/O 7644 D/M 212 

03 B/O 21841 B/M 607 D/O 15289 D/M 425 

04 B/O 8736 B/M 243 D/O 6116 D/M 170 

05 B/O 4369 B/M 121 D/O 3057 D/M 

06 B/O 6552 B/M 182 D/O 4587 D/M 128 

07 B/O 13105 B/M 365 D/O 9174 D/M 255 

08 B/O 26209 B/M 728 D/O 18346 D/M 510 

Service Code: E Test: 2 License: §S Pubs: GH50-0103 Environment: MVS/SP,VM/SP 
CATIA 3D Design V3 Acronym: CATIA Available: 5/27/88 Incremental Tier Charges 
01 S/O 714 S/M 199 M/ 5001 M/M 139 

02 S/ 7144 S/M 198 M/O 5001 M/M 139 

03 S/O 14288 S/M 397 M/ 10002 M/M 278 

04 $/0 5715 S/M 159 M/O 4001 M/M 111 

05 $/0 2858 S/M 79 M/O 2000 M/M 56 

06 $/0 4286 S/M 119 M/O 3001 M/M 83 

07 S/O 8573 S/M 239 M/O 6001 M/M 167 

08 S/O 17146 S/M 476 M/O 12002 M/M 354 

Service Code: E Test: 2 License: S Term: B Pubs: GH50-0103 Environment: MVS/SP,VM/SP 
CATIA Advanced Surfaces V3 Acronym: CATIA Available: 5/27/88 Incremental Tier Charges 
01 $/O 18274 S/M 508 M/ 12792 M/M 356 

02 $/0 0 S/M 0 M/O 0 M/M 0 

03 s/0 0 S/M 0 M/0 0 M/M 0 


5-44 


04 8/0 3655 S/M ee M/O 2558 M/M 71 


05 $/0 1827 S/M M/O 1280 M/M 36 

06 $/0 2741 S/M 77 M/O 1918 M/M 53 

07 $/0 5483 S/M 152 M/O 3838 M/M 107 

08 $/O 10964 S/M 305 M/0 7675 M/M 214 

Service Code: E Test: 2 License: S Term: B Pubs: GH50-0103 Environment: MVS/SP,VM/SP 
5612-007 CATIA Solids Geometry V3 er onya: CATIA Available: 5/27/88 Incremental Tier Charges 

ol S/O 23474 S/M 652 M/ 16432 M/M 456 

02 S/ S/M 0 M/0 0 M/M 

03 $/0 S/ 0 M/O M/M 0 

04 $/0 4695 S/M 130 M/O 3286 M/M 91 

05 $/0 2347 S/ 66 M/O 1644 M/M 46 

06 $/0 3521 S/M 97 M/O 2464 M/M 68 

07 $/O 7043 S/M 196 M/O 4930 M/M 137 

08 $/O0 14084 S/M 391 M/O 9859 M/M 274 

Service Code: E Test: 2 License: S Term: B Pubs: GH50-0103 Environment: MVS/SP,VM/SP 
5612-008 CATIA Numerical Control Lathe V3 Acronym: CATIA Available: 5/27/88 Incremental Tier Charges 

01 $/0 3600 S/M 100 M/ 2520 M/M 70 

02 $/0 3600 S/M 100 M/O 2520 M/M 70 

03 $/0 7200 S/M 200 M/O 5040 M/M 140 

04 $/0 2880 S/M 80 M/O 2016 M/M 56 

05 $/0 1440 S/M 40 M/O 1008 M/M 28 

06 $/0 2160 S/M 60 M/O 1512 M/M 42 

07 $/0 4320 S/M 120 M/O 3024 M/ 

08 $/0 8640 S/M 240 M/0 6048 M/M 168 

Service Code: E Test: 2 License: S Term: B Pubs: GH50-0103 Environment: MVS/SP,VM/SP 
5612-009 CATIA Numerical Control Mill V3 Acronym: CATIA Available: 5/27/88 Incremental Tier Charges 

01 $/0 5589 S/M 156 M/ 3913 M/M 109 

02 S/ 5589 S/M 155 M/O 3912 M/M 108 

03 S/O 11178 S/M 311 M/0O 7825 M/M 217 

04 $/0 4471 S/M 124 M/O 3130 M/M 87 

05 s/0 2236 S/M 63 M/O 1565 M/M 43 

06 $/0 3353 S/M 93 M/O 2348 M/M 65 

07 S/ 6707 S/M 187 M/O 4695 M/M 131 

08 S/O 13414 S/M 373 M/0 9390 M/M 260 

Service Code: E Test: 2 License: S Term: B Pubs: GH50-0103 Environment: MVS/SP,VM/SP 
5612-010 CATIA amage se V3 pa al CATIA Available: 5/27/88 Incremental Tier Charges 

01 /O 21384 S/M 594 M/ 14968 M/M 416 

02 $/0 S/M 0 M/O 0 M/M 

03 $/0 S/ 0 M/O M/M 0 

04 $/0 4277 S/M 119 M/O 2994 M/M 83 

05 $/0 2138 S/M 59 M/O 1496 M/M 42 

06 $/0 3208 S/M 89 M/O 2246 M/M 62 

7 §/0 6415 179 M/0 4490 M/M 125 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type 0=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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5612-010 
(cont d) 08 s/0 
Service Code: E 


5612-011 CATIA Kinematics V3 
01 /O 18274 


12830 








Service Code: E 





S/M 


356 


M/0 


8981 


Acronym: CATIA 


Test: 2 License: § Term: B 


M/M 


250 

Test: 2 License: S Term: B Pubs: GH50-0118 Environment: MVS/SP,VM/SP 

Available: 5/27/88 
M 35 


Environment: MVS/SP,VM/SP 


Incremental Tier Charges 


Ss S/M 508 M/ 12792 M/ 6 
02 S/ S/M 0 M/O 0. M/ 0 
03 $/0 S/M 0 M/O M/M 0 
04 $/0 3655 S/M 102 M/O 2558 M/M 71 
05 $/0 1827 S/M 50 M/O 1280 M/M 36 
06 $/0 1828 S/M 51 M/O 1279 M/M 35 
07 $/0 3654 S/M 102 M/O 2558 M/M 72 
08 $/0 7310 S/M 203 M/O 5117 M/M 142 
Service Code: E Test: 2 License: S Term: B Pubs: GH50-0118 Environment: MVS/SP,VM/SP 
5612-012 CATIA Robotics V3 Acronym: CATIA Available: 5/27/88 Incremental Tier Charges 
01 $/O 28800 S/M 800 M/ 20160 M/M 560 
02 $/0 0 S/M 0 M/O 0 M/ 0 
03 $/0 S/M 0 M/O M/ 0 
04 $/0 5760 S/M 160 M/O 4032 M/M 112 
05 $/0 2880 S/M 80 M/O 2016 M/M 56 
06 $/0 2880 S/M 80 M/O 2016 M/ 56 
07 $/0 5760 S/M 160 M/O 4032 M/M 112 
08 $/O0 11520 S/M 320 M/O 8064 M/M 224 
Service Code: E Test: 2 License: § Term: B Environment: MVS/SP,VM/SP 
5612-013 CATIA V3 pastes Desing Acronym: CATIA Available: 5/27/88 Incremental Tier Charges 
01 $/0 18000 S/M 500 M/ 12600 M/M 350 
02 S/O S/M 0 M/O 0 M/ 0 
03 S/O S/M 0 M/O M/M 0 
04 $/0 3600 S/M 100 M/O 2520 M/M 70 
05 S/O 1800 S/M 50 M/O 1260 M/M 35 
06 $/C 2700 S/M 75 M/O 1890 M/M 53 
07 S/0 5400 S/M 150 M/O 3780 M/M 105 
08 $/0 10800 S/M 300 M/O 7560 M/M 210 
Service Code: E Test: 2 License: S Term: B Environment: MVS/SP,VM/SP 
5612-014 CATIA Schematics V3 meron: CATIA Available: 5/27/88 Incremental Tier Charges 
01 S/C 28800 S/M 800 M/ 20160 M/M 560 
02 $/C S/M 0 M/O 0 M/M 0 
03 $/C 0 S/M 0 M/O 0 M/M 0 
04 $/0 5760 S/M 160 M/O 4032 M/M 112 
05 $/C 2880 S/M 80 M/O 2016 M/M 56 
06 $/C 4320 S/M 120 M/O 3024 M/M 84 
07 $/0 8640 $/M 240 M/O 6048 M/M 168 
08 $/O 17280 S/M 480 M/O 12096 M/M 336 


5612-015 CATIA Piping & Tubing V3 

01 5/6 32400 S/M 900 
02 S/0 0 S/M 0 
03 S/0 S/M 

04 S/O 6480 S/M 180 
05 S/0 3240 S/M 90 
06 S/0 3240 S/M 90 
07 S/O 6480 S/M 180 
08 S/O 12960 S/M 360 


Service Code: E 


Test: 2 License: § 


5612-016 CATIA Structural Design & Steelwork V3 
01 $/0 34056 S/M 946 
02 S/ S/M 
03 $/0 S/M 
04 s/O 6811 S/M 189 
05 $/0 3406 S/M 95 
06 $/0 5108 S/M 142 
07 $/O 10217 S/M 284 
08 $/0 20434 S/M 567 


Service Code: E 


Test: 2 License: S 


5612-017 CATIA i ea Se tac Interface V3 
01 /O 108000 S/M 3000 
02 $/0 0 S/M 
03 $/0 0 S/M 0 
04 $/0 21600 S/M 600 
05 $/0 10800 S/M 300 
06 $/0 10800 S/M 300 
07 $/0 21600 S/M 600 
08 $/0 43200 S/M 1200 
Service Code: E Test: 2 License: S 
5612-018 CATIA Finite Element Modeler V3 
Ol 8/0 43200 S/M 1200 
02 S/ 0 S/M 0 
03 S/ 0 S/M 
04 $/0 8640 S/M 240 
05 $/0 4320 S/M 120 
06 s/0 4320 S/M 120 
07 $/0 8640 S/M 240 
08 $/0 17280 S/M 480 


Service Code: E 
5612-101 +CATIA Base for RT/PC 
; B/O 5080 
(cont d) 


Charges:X/Y where X= License e 
? : Y= Charge Tye 


Test: 2 License: § 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=Initial, 


Acronym: CATIA 
M/O 


/ 22680 

M/O 0 
M/O 

M/O 4536 

M/O 2268 

M/O 2268 

M/O 4536 

M/O 9072 
Term: B 

Acronym: CATIA 

M/ 23840 

M/O 0 
M/O 

M/O 4768 

M/O 2384 

M/O 3576 

M/O 7152 

M/O 14304 
Term: B 

maasve Aah CATIA 

M/ 75600 

M/O 0 
M/O 

M/O 15120 

M/O 7560 

M/O 7560 

M/O 15120 

M/O 30240 
Term: B 

Acronym: FEM 

M/ 30240 

M/O 0 
M/O 

M/O 6048 

M/O 3024 

M/O 3024 

M/O 60 

M/O 12096 

Term: B 


Acronym: 


5-47 


Available: 5/27/88 
N/M 630 

M/M 

M/M 126 

M/M 63 

M/M 63 

M/M 126 

M/M 252 


Environment: MVS/SP,VM/SP 


Available: 5/27/88 
M/M 662 


/ 
M/ 
M/M 
M/M 132 
M/M 7 
M/M 99 
M/M 149 
M/M 397 


Environment: MVS/SP,VM/SP 


Available: 5/27/88 
M 2100 


M/ 

M/ 

M/M 

M/M 420 
M/M 210 
M/M 210 
M/M 420 
M/M 840 


Environment: MVS/SP,VM/SP 


Available: 8/12/88 
840 


M/M 
M/M 
M/M 
M/M 168 
M/M 84 
M/M 84 
M/M 168 
M/M 336 


Environment: VM/370,MVS/370 


Available: 12/27/88 


M=Multiple 
=Annual, P=Primary 


Incremental Tier Charges 


Incremental Tier Charges 


Incremental Tier Charges 


Incremental Tier Charges 


5612-101 
(cont d) 


5612-102 


5612-103 


5612-104 


5612-105 


5612-106 


5612-107 


5612-108 


5612-109 


5612-110 


5612-111 


Service Code: C 


+CATIA Library for RT PC 
B/0 1100 


Service Code: C 
CATIA Interface for the IBM RT 
B/O 2200 


Service Code: E 


+CATIA Drafting for RT PC 
B/O 3465 


Service Code: C 
+CATIA 3D Design for RT PC 
B/O 2540 


Service Code: C 
+CATIA Advanced Surfaces for RT PC 
B/O 5500 


Service Code: C 
+CATIA Solids Geometry for RT PC 
B/D 8085 


Service Code: C 
CATIA Numerical Control - Lathe 
B/0 5500 


Service Code: E 


Service Code: C 


CATIA Tio be0G the IBM RT 


Service Code: E 


CATIA Kinematics for the IBM RT 
B/O 7700 


Test: 0 License: 
Test: 0 License: 
Test: 0 License: 
Test: 0 Tiesase: 
Test: 0 License: 
Test: 0 License: 
Test: 0 License: 
Test: 0 License: § 

+CATIA Numerical Control - Mill for RT PC 

B/O 6600 


Test: 0 License: S 


Test: 0 License: s 


Environment: 


Acronym: 


Environment: 


Acronym: CATIA 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: CATIA 


Environment: 


Acronym: 


Environment: 


Acronym: CATIA 


Environment: 


Acronym: CATIA 


5-48 


RT PC 


Available: 


RT PC 


Available: 


IBM RT 


Available: 


RT PC 


Available: 


RT PC 


Available: 


RT PC 


Available: 


RT PC 


Available: 


IBM RT 


Available: 


RT PC 


Available: 


IBM RT 


Available: 


12/27/88 

7/28/89 
12/27/88 
12/27/88 
12/27/88 
12/27/88 
7728789 
12/27/88 

7/28/89 


7/28/89 


Service Code: E Test: 0 License: § Environmerit: IBM RT 


5612-112 CATIA Robotics for the IBM RT Acronym: CATIA Available: 7/28/89 
B/O 15400 
Service Code: E Test: 0 License: S Environment: IBM RT 
5612-113 Building Bag ee eee ti itise Layout Acronym: CATIA Available: 7/28/89 
Service Code: E Test: 0 License: § Environment: IBM RT 
5612-114 CATIA Schematics for the IBM RT Acronym: CATIA Available: 7/28/89 
B/O 11000 
Service Code: E Test: 0 License: §S Environment: IBM RT 
5612-115 CATIA Papin and Tubing for the IBM RT Acronym: CATIA Available: 7/28/89 
B/ 11000 
Service Code: E Test: 0 License: § Environment: IBM RT 
5612-116 CATIA Structural Design & Steelwork Acronym: CATIA Available: 7/28/89 
B/0 11550 
Service Code: E Test: 0 License: S Environment: IBM RT 
§612-117 CATIA Grae? Interactive Interface Acronym: CATIA Available: 7/28/89 
/O 55000 
Service Code: E Test: 0 License: § Environment: IBM RT 
5612-118 CATIA Finite Element Modeler Acronym: CATIA Available: 7/28/89 
B/O 15400 
Service Code: E Test: 0 License: §S Environment: IBM RT 
5612-119 Computer Aided Design Integration V2 Acronym: CAD Available: 12/31/90 
CATIA Feature a CAD Available: 12/31/90 Variable Charges 
10 B/M 310 233 B/ 830 D/A 623 B/P 6900 D/P e175 
15 B/M 390 D/M 293 B/A 1030 D/A 773 B/P 8600 D/P 6450 
18 B/M 490 D/ 368 B/A 1300 D/A 975 B/P 10800 D/P 8100 
20 B/M 610 D/M 458 B/A 1620 D/A 1215 B/P 13500 D/ 10125 
25 B/M 760 D/M 570 B/A 2020 D/A 1515 B/P 16800 D/P 12600 
28 B/M 950 D/M 713 B/A 2520 D/A 1890 B/P 21000 D/P 15750 
30 B/M 1190 D/M 893 B/A 3160 D/A 2370 B/P 26300 D/P 19725 
32 B/M 1310 D/M 983 B/A 3470 D/A 2603 B/P 28900 D/P 21675 
35 B/M 1440 D/ 1080 B/A 3820 D/A 2865 B/P 31800 D/P 23850 
38 B/M 1590 D/ 1193 B/A 4200 D/A 3150 B/P 35000 D/P 26250 
40 B/M 1750 D/M 1313 B/A 4620 D/A 3465 B/P 38500 D/P 28875 
B/M 1920 1440 B/A 5090 D/A 3818 B/P 42400 D/P 31800 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type 0=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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5612-119 
(cont d) 


5613-001 


5613-002 


5613-003 


5613-004 


5613-005 


5613-006 


5613-007 


60 B/M 2110 D/M 1585 
CADAM Feature 

10 B/M 310 D/M 233 
15 B/M 390 D/M 293 
18 B/A 490 D/M 368 
20 B/M 610 D/M 458 
25 B/M 760 D/M 570 
28 B/M 950 D/M 713 
30 B/M 1190 D/M 893 
32 B/M 1310 D/M 983 
35 B/M 1440 D/M 1080 
38 B/M 1590 D/M 1193 
40 B/M 1750 D/M 1313 
50 B/M 1920 D/M 1440 
60 B/M 2110 D/M 1585 


Service Code: E Test: 2 License: §S 


CATIA Base V3 


Service Code: E Test: 2 License: § 


110 


CATIA(tm) pirety Ver .3 
B/O 966 B/M 


Service Code: E Test: 2 License: S 
CATIA(tm) Interface Ver.3 
B/O 3966 B/M 


Test: 2 License: S 


110 
Service Code: E 


CATIA(ta) Drafting Ver.3 
B/O 13105 B/M 364 
Service Code: E Test: 2 License: § 


CATIA(tm) 3D Desiye Ver .3 
B/O 8573 B/M 238 


Service Code: E Test: 2 License: S 


CATIA(tm) Advanced Surfaces Ver.3 
B/O 21928 B/M 610 
Service Code: E Test: 2 License: S$ 
CATIA(tm) Solids Geometry Ver.3 
B/O B/M 


28168 782 


B/A 


Acronym: 
B/A 
B/A 


5590 
CAD 


D/A 4195 


Available: 

D/A 623 
D/A 773 
D/A 975 
D/A 1215 
D/A 1515 
D/A 1890 
D/A 2370 
D/A 2603 
D/A 2865 
D/A 3150 
D/A 3465 
D/A 3818 
D/A 4195 


Environment: MVS 


Acronym: 


CATIA 


Available: 


5/27/88 


Pubs: GH50-0103 Environment: MVS/XA 
Acronym: CATIA Available: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


GH50-0103 
CATIA 


GH50-0103 
CATIA 


GH50-0103 
CATIA 


GH50-0103 
CATIA 


GH50-0103 
CATIA 


5-50 


Environment: 


Available: 


Environment: 
Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


5/27/88 


MVS/XA 
5/27/88 


MVS/XA 
5/27/88 


MVS/XA 
5/27/88 


MVS/XA 
5/27/88 


MVS/XA 
5/27/88 


D/P 34950 
Variable charges 
D/P 175 
D/P 6450 
D/P 8100 
D/P 10125 
D/P 12600 
D/P 15750 
D/P 19725 
D/P 21675 
D/P 23850 
D/P 26250 
D/P 28875 
D/P 31800 
D/P 34950 


Incremental Tier Charges | 


5613-008 


5613-009 


5613-010 


5613-011 


5613-012 


5613-013 


5613-014 


5613-015 


5613-016 


5613-017 


Charges:X/Y where X= 


Test: 2 License: S 


CATIA(tm) Numerical Ctrl Lathe Ver.3_ 
B/O 4320 B/M 120 


Test: 2 License: § 


CATIA(tm) Numerical Ctrl Mill Ver.3 
B/O 6707 B/M 187 


Service Code: E 
Service Code: E 


Service Code: E Test: 2 License: § 


CATIA(tm) Image Desi Ver.3 
B/O . 25660" B/M 712 
Service Code: E 


CATIA(tm) Kinematics Ver.3 
B/O 21928 B/M 610 


Test: 2 License: § 
CATIA(tm) Robotics Ver.3 
B/O 34560 


Service Code: E 


B/M 960 


Service Code: E Test: 2 License: S 


‘21600 
Service Code: E Test: 2 License: § 


CATIA(tm) Schematics Ver.3 
B/O 34560 B/M 960 
Service Code: E Test: 2 License: § 


CATIA(tm) papine & Tubing Ver.3 
B/O 8880 B/M 


Test: 2 License: §S 


1080 
Service Code: E 


CATIA Structural Design & Steelwork V3 
B/O 40868 B/M 1136 


Service Code: E Test: 2 License: § 
CATIA(tm)Graphics Interactive Interf V3 
B/O 129600 B/M 3600 


Service Code: E Test: 2 License: § 


License Type 
Y= Charge Type 


Test: 2 License: S 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


GH50-0103 Environment: 


CATIA 


GH50-0103 Environment: 


CATIA 


GH50-0103 Environment: 


CATIA 


Available: 


Available: 


Available: 


MVS/XA 
5/27/88 


MVS/XA 
5/27/88 


MVS/XA 
5/27/88 


GH50-0118 Environment: MVS/XA 


CATIA 


Available: 


5/27/88 


Pubs: GH50-0118 Environment: MVS/XA 


Acronym: 


CATIA 


Environment: 
CATIA(tm) Bldng Design & Facil Layout V3 Acronym: CATIA 
B/O . a B/M ¥800 sas 


Environment: 


Acronym: 


CATIA 


Environment: 


Acronym: 


CATIA 


Environment: 


Acronym: 


CATIA 


Available: 


MVS/XA 
Available: 


MVS/XA 
Available: 


MVS/XA 
Available: 


MVS/XA 
Available: 


Environment: MVS/XA 


Acronym: 


CATIA © 


Available: 


Environment: MVS/XA 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 
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M=Multiple 


5/27/88 


5/27/88 


5/27/88 


5/27/88 


5/27/88 


5/27/88 


=Annual, P=Primary 


5613-018 CATIA Finite Element Modeler V3 
1 S/O 51840 S 


Service 


Code: E 


Acronym: FEM Available: 8/12/88 Incremental Tier Charges 
M/M 1008 


0 / /M 440 M/ 36288 
02 $/0 S/M 0 M/0O 0 M/M 
03 s/0 S/M 0 M/O 0 M/M 0 
04 S/O 10368 S/M 288 M/O 7258 M/M 202 
05 $/0 5184 S/M 144 M/O 3628 M/M 100 
06 $/0 5184 S/M 144 M/O 3629 M/M 101 
07 S/O 10368 S/M 288 M/ 58 M/M- 202 
08 $/O0 20736 S/M 576 M/O 14515 M/M 403 
Service Code: E Test: 2 License: S Term: B Environment: MVS/XA 

5614-001 Valisys Design Verification Acronym: Valisys Available: 3/31/90 Incremental Tier Charges 
01 S/O 15000 S/M 500 M/ 10500 M/M 350 
02 $/O 15000 S/M 500 M/O 10500 M/M 350 
03 $/O0 15000 S/M 500 M/O 10500 M/M 350 
04 $/Q 15000 S/M 500 M/O 105006 M/M 350 
05 S/O 15000 S/M 500 M/O 10500 M/M 350 
Service Code: E Test: 2 License: U Term: B_ Pubs: GH52-0097 Environment: PS/2,7561,7562 

5614-002 Valisys Tolerance Analysis pesouym: Valisys Available: 3/31/90 Incremental Tier Charges 
01 $/0O 7500 S/M 250 M/ 5250 M/M 175 
02 $/0 7500 S/M 250 0 5250 M/M = 175 
03 $/0 7500 S/M 250 M/O 5250 M/M 175 
04 $/0 7500 S/M 250 M/O 5250 M/M 175 
05 $/0 7500 S/M 250 M/O 5250 M/M 175 
Service Code: E Test: 2 License: U Term: B Pubs: GH52-0097 Environment: PS/2,7561,7562 

$614-003 Valisys Quality Ragineering acronya: Valisys Available: 3/31/90 Incremental Tier Charges 
O01 $/O 20500 S/ 683 M/ 14350 M/M 478 
02 S/ 20500 S/M 683 M/O 14350 M/M 478 
03 $/O 20500 S/M 683 M/O 14350 M/M 478 
04 $/O 20500 S/M 683 M/O 14350 M/M 478 
05 $/O 20500  ~S/M 683 M/O 14350 M/M 478 
Service Code: E Test: 2 License: U Term: B Pubs: GH52-0097 Environment: PS/2,7561,7562 

5614-004 Valisys Inspection Acronym: Valisys Available: 3/31/90 

. S/ 10450 


Test: 2 License: U Term: B Pubs: GH52-0097 Environment: PS/2,7561,7562 


5614-005 Valisys Process Control 
. $/0 4950 


Service 


Code: E 


Acronym: Valisys Available: 6/30/90 


Test: 2 License: U Term: B_ Pubs: GH52-0097 Environment: PS/2,7561,7562 


5621-003 AD/Cycle - TIRS Development/2 
- B/O 7500 


Acronym: TIRS Available: 7/31/90 
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5621-004 
5621-005 
5621-006 
5621-011 


5621-013 


5621-022 


5654-260 


5655-257 


5656-092 


Charges 


Service Code: M Test: 2 License: § 


AD/Cycle - TIRS Runtime/2 
B/O 750 


Service Code: M Test: 2 License: S 
AIX/RT TIRS Runtime 
B/O 750 


Service Code: M Test: 2 License: S 


AIX/RT TIRS Deve lopeent 
B/O 7500 


Service Code: M Test: 2 License: § 


JSB MultiView for AIX 
B/O 1000 


Service Code: Y Test: 0 License: § 
AIX Optimization Subroutine pipEeey i euce 
E5 B/O 4000 D/O 600 


F5 B/O 8000 D/O 7200 
G5 B/O 16000 D/O 14400 


Service Code: M Test: 2 License: § 


Entry Communications System/2 
B/O 995 


Service Code: M Test: 2 License: S 
Environmental Record Editing & Printing 
+Environmental Record Editing & Printing 
No Charge 
Service Code: S Test: 0 License: S 
Device Support Facility for MVS/XA R9 
+ICKDSF MVBYESA and MVS/XA R10 
+ICKDSF MVS/ESA and MVS/XA R11 
No Charge 
Service Code: § Test: 0 License: S 


OLTEP SCP 
No Charge 


Service Code: S$ Test: O License: § 


Environment: 


Acronym: TIRS 


Environment: 


Acronym: TIRS 


Environment: 


Acronym: TIRS 


Environment: 


Acronym: AIX 


Environment: 


Acronym: AIX 


Pubs: GC23-0517 
Acronym: 


Environment: 
Acronym: EREP 3.3 
Acronym: EREP V3R4 

Pubs: GC28-1378 
Acronym: ICKDSF 
Acronym: ICKDSF 
Acronym: ICKDSF 

Pubs: GC26-3946 


Acronym: 


Pubs: GC33-6156 


X/Y where ae License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Charge Type O=One Time, M=Monthly, I=tnitial, 
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0S/2 
Available: 7/31/90 


0S/2 
Available: 7/31/90 


AIX/RT 
Available: 7/31/90 


AIX/RT 
Available: 6/30/90 


System/6000 
Available: 11/31/90 Variable Charges 


Environment: System/6000 
Available: 6/30/90 


OS/2 EE 
Available: 8/20/85 
Available: 5/12/89 
Environment: VM/SP,VM/XA 
Available: 10/09/87 
Available: 11/17/89 
Available: 11/17/89 
Environment: MVS/ESA,MVS/XA 
Available: 1/31/84 


Environment: VSE 


=Annual, P=Primary 


5656-093 EREP SCP for VSE Acronym: Available: 1/31/84 
No Charge 


Service Code: § Test: 0 License: S Environment: Replaced by 5656-260 


5656-260 Environmental Recordin Editing Printing Acronym: EREP 3.3 Available: 3/30/84 
: EOE nese nec Editing & Printing Acronym: EREP V3R4 Available: 5/12/89 
o Charge 


Service Code: § Test: O License: §S Pubs: GC28-1378 Environment: VSE,VSE/SP 
5658-260 Environmental Record Editing & Printing Acronym: EREP 3.3 Available: 3/30/84 
mEnyiscument a) becore Editing & Printing Acronym: EREP V3R4 Available: 5/12/89 
o Charge 


Service Code: § Test: 0 License: S Pubs: GC28-1378 Environment: MVS,MVS/SP,MVS/ESA 


5658-995. +INSPECT for €¢/370 & PL/I V1R1 peronym: INSPECT _ Available: 1/27/89 Variable Charges 
10 B/O 2390 B/M 78 D/ 1795 D/M 58 
15 B/O 3055 B/M 99 D/O 2290 D/M 74 
18 B/O 4650 B/M 157 D/O 3485 D/M 117 
20 B/O 5445 B/M 183 D/O 4085 D/M 137 
30 B/O 13600 B/M 283 D/O 10200 D/M 212 
40 B/O 21270 B/M 441 D/O 15950 D/M 330 
50 B/O 28710 B/M 531 D/O 21532 D/M 398 
60 B/O 34400 B/M 637 D/O 25800 D/M 477 
Service Code: E Test: 2 License: § Environment: MVS,VM 
5658-997 PSS Application Installation Facility Acronym: AIF/PSS ~ Available: 7/03/84 
No Charge 
Service Code: C Test: 0 License: §S Environment: MVS+ISPF+BTAM, VTAM 
5660-264 -DPPX Distributed Presentation Serv V2 is ba DPPX/DPS Available: 6/30/81 
B/O 2090 B/M 80 D/ 1775 D 69 
DPPX Interactive Map Definition Feature Acronym: Available: 
/0 584) B/M 233 b/d 4960 D/M 198 
DPPX DPS Format Management Feature a Available: 
B/O 2090 B/M 80 D/ 1775 D/M 69 
Service Code: K Test: 1 License: § Environment: DPPX 
5660-267 -DPPX 3640 Presentation Services Exec meronyin: PS3640 Available: 4/30/81 
By 2570 B/M 98 D 2190 D 84 
DPPX 3640 Interactive Transaction Gener Acronym: PS3640 Available: 
B/Q 10720 B/M 411 D/ 9100 D/M 348 
Service Code: K Test: 1 License: § Pubs: GC31-0010 Environment: DPPX/BASE 
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5660-281 


5660-282 


5660-284 


5660-285 


5660-286 


5660-292 


5660-294 


5660-295 
(cont'd) 


Charges 


~DPPX/SP R4& 
B/O 21600 B/M 957 


Service Code: K Test: 2 License: § 


-DPPX Interactive Aas Definition 
B/O 584 B/M 233 
Service Code: K Test: 1 License: S 
-Cross System Product / Applic Developmt 
- B/O 5290 me B/M 236 
Service Code: K Test: 1 License: § 
-Cross System Product / Applic Execution 
B/O 1500 B/M 66 
Service Code: K Test: 1 License: § 
-DPPX Performance Tool Version 2 
B/O 4240 B/M 308 
Service Code: E Test: 1 License; S 
+DPPX/370 
+DPPX/370 R2 
10 B/O 29410 B/M 1430 
15 B/O 39210 B/M 1830 
18 B/O 58830 B/M 2785 
B/O 68640 B/M 3265 
+COBOL II Debug Feature 
B/O 820 B/M 134 
15 B/O 2820 B/M 134 
18 B/O 4260 B/M 203 
B/O 5000 B/M 238 


20 
+Entry End User/370 License to Use 
B/O 6500 


Service Code: M Service End Date: 
+DPPX/370 Interactive Map Definition 
10 B/O 1980 /M 


B 96 
15 B/O 2645 B/M 123 
18 B/O 3965 B/M 187 
20 B/O 4630 B/M 220 


Service Code: M Test: 2 License: § 


+CSP/AE for DPPX/370 
10 _B/O 1980 B/M 96 


Charge Type 


9/30/90 Test: 


eT DPPX/SP Available: 8/28/87 
D/ 18360 D/M 812 
Pubs: GC23-0600 Environment: 8100 
ag a Available: 10/31/83 
D/ 4960 D/M 198 
Pubs: GC23-0600 Environment: DPPX/SP 
peronym: CSP/AD Available: 10/31/83 
D/ 4490 D/M 203 
Pubs: GH20-0940 Environment: DPPX/SP+5660-264 
acronym: CSP/AE Available: 10/31/83 
“D/ 1275 D/M 55 
Pubs: GH20-0940 Environment: DPPX/SP 
Acronym: Available: 6/30/82 
Pubs: GH19-6072 Environment: 8100 
Acronym: DPPX/370 Available: 12/16/88 Variable 
Acronym: DPPX/370 Available: 3/31/90 
D/ 25000 D/M 5 
D/O 33330 D/M 1555 
D/O 50000 D/M 2365 
D/O 58340 D/M 2775 
acronym: Be Available: 3/30/90 Variable 
D/ 239 D/M 113 
D/O 2397 D/M 113 
D/O 3621 D/M 172 
D/O 4250 D/M 202 
Acronym: DPPX/370 Available: 3/30/90 
2 License: § Environment: MVS/SAA,ES/9370 
acronye: I Available: 12/16/88 Variable 
D/ 1685 D/M 81 
D/O 2245 D/M 105 
D/O 3370 D/M 159 
D/O 3930 D/M 186 
Environment: DPPX/370,8100 
Bcronym: CSP/AE Available: 12/16/88 Variable 
D/ 1685 D/M 81 


:X/Y where X= License Type B=Basic, D=DSLO, S=Single 
ee Y= O=One Time, M=Monthly, I= 


M=Multiple 
initial, =Annual, P=Primary 
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Charges 


Charges 


Charges 


Charges 


5660-295 


(cont d 15 B/O 
18 B/O 
20 B/O 


Service Code: 


M 


2645 B/M 123 
3965 B/M 187 
4630 B/M 220 


Test: 2 License: S | 


5660- 299 (OEE atc COBOL II Facility 


Service Code: 


DPPX/370 COBOL II Facility R2 
the 97 


E 


*20 65 the 435 
15 B/O 11900 B/M 556 
18 B/G 17860 /M 847 
20 B/O 083 B/M 992 
Preprocessor AHS) Feature 
20 B/O 555 B/M 115 
30 B/G 7935 B/M 16 
40 B/C 12690 B/M 264 
50 —-  B/O 17090 B/M 317 
60 B/G 20520 B/M 380 
Service Code: M Test: 2 License: S 
5660-300 +CSP/AD for DPPX/370 
10 B/Q 3780 B/M 184 
15 B/O 5040 B/M 235 
18 B/Q 7570 B/M 358 
20 B/O 8820 B/M 420 
Service Code: M Test: 2 License: S 
5660-301 DERE OA8 ie Gonei ne 
10 B/M 405 
15 By 2443 B/M 510 
18 B/O 30540 B/M 635 
20 . B/OQ . 38175 B/M 795 
Service Code: E Test: 2 License: § 
5660-302 DERAI10 Bot eed 
10 3435 BN 72 
15 Bio 89 
18 B/O §370 BM 112 
20 B/G 6710 —=&B/M 140 


Test: 2 License: S 


5662-262 Teleprocessing Network Simulator 2.4 
B/M 2060 


Service Code: 


E 


Test: 1 License: I 


D/O 2245 
D/O 3370 
D/O 3930 
Environment: 
Acronym: COBOL II 
Acronym: crt II 
D/O 10110 
D/O 15180 
D/O 17710 
Be er lh 
we 6745 
D/O 10780 
D/O 14526 
D/O 17442 
Pubs: 
Acron CSP/AD 
d/o ae 
Whe 4280 
D/O 


6430 
D/O 7495 


Environment: 


Acronym: PL/1 


Pubs: 
Acronym: Prat 
By 2919 
3650 
Dy0 4564 
D/O 5703 
Pubs: 


Acronym: TPNS 


Pubs: 


5662-281 Realtime Interface Co-Processor 08/2 Sup Acronym: 
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D/M 105 
D/M 159 
—D/M 186 


DPPX/370, 8100 ,9370 
Available: VENTE 


Available: 31/90 
D/M 369 
D/M 472 
wae 719 
D/M 843 
Available: 9/30/88 
D/M 97 
D/M 142 
D/M 224 
D/M 269 
D/M 323 


GC23-0640 Environment: DPPX/370 


Available: 5/19/89 
D/M 156 


D/M 199 

D/M 303 

D/M 357 
DPPX/370 


Available: 9/29/89 


GH12-5662 Environment: DPPX/370 


Available: 9/29/89 
bi 61 
D/M 75 
D/M 95 
D/M 119 


GH12-5662 Environment: DPPX/370 


Available: 7/31/87 


GH20-2487 Environment: MVS,XA,VM 


Available: 3/25/88 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5664-167 


5664-172 


5664-173 


5664-175 


5664-185 


Charges: 


B/O 


Service Code: Z 


176 
Test: 0 License: §$ 


+Virtual Machine/System Product R5 Acronym 

+Virtual pecnane/eyecom Product R6 Acron 
10 B/O 7300 B/M 615 D/ 
15 B/O 11100 B/M 820 D/O 
18 B/O 17480 B/M 861 D/O 
20 B/O 21410 B/M 904 D/O 
30 B/O 32120 B/M 949 D/O 
40 B/O 53980 B/M 997 D/O 
50 B/O 73000 B/M 1045 D/O 
60 B/O 76490 B/M 1095 D/O 
Service Code: K Test: 2 License: § Pubs 


ISPF / Program Development Bec tsaty 
3640 B/I 295 


ISPF/PDF for XT/370 
B/O 1135 B/M 17 


Service Code: X Service End Date: 


VM High Performance Option R5 Acronym: 
+VM High Performance Option R6 Aceon: 
30 B/O 73180 B/M 2245 D/ 
40 B/O 122800 B/M 2355 D/O 
50 B/O 166450 B/M 2475 D/O 
60 B/O 174950 B/M 2600 D/O 
Service Code: K Test: 2 License: § Pubs 


0 B/ 6 / 
15 B/M 387 D/M 348 
18 B/M 406 D/M 365 
20 B/M 427 D/M 384 
30 B/M 448 D/M 403 
40 B/M 470 D/M 423 
50 B/M 494 D/M 444 
60 B/M 518 D/M 466 
Service Code: K Test: 1 License: § Pubs: 


High-Accuracy Arithmetic 
B/O 1650 

High-Accuracy Arithmetic 
B/O 164 


Service Code: E Test: 1 License: S$ 


X/Y where X= License Type 
Y= Charge Type 


Acronym: 
3/h 
Acronym: 


6/03/88 Test: 


Network Communications Control Facil V2. Acronym: 
1 M 368 D/M 331 


Subroutine Libr Acronym: 
Subroutine Libr Acronym: 


Pubs: 


B=Basic, D=DSLO, S=Single 


=One Time, M=Monthly, T=tnitial, 


Environment: PC Realtime 


VM/SP Available: 12/06/88 Variable Charges 
VM/SP Available: 10/28/88 
5925 D/M 461 
8325 D/M 615 
13110 D/M 645 
16055 D/M 678 
24090 D/M 711 
40485 D/M 747 
54750 D/M 783 
57410 D/M 820 
: GC20-1838 Environment: 3081,43xx,ES/9370 
TSEELEDE Available: 6/11/82 
23 D 97 176 
Available: 7/31/84 


1 License: § Pubs: GC34-2078 Environment: VM/CMS 
HPO Available: 11/30/85 Variable Charges 
VM/SP Available: 6/30/89 
54885 D/M 1683 
92100 D/M 1766 

124837 D/M 1856 

131150 D/M 1950 

: GC19-6221 Environment: VM/SP 


NCCF Available: 9/30/85 Variable Charges 


GC23-0108 Environment: VM+ACF/VTAM3 
ACRITH 1.3 Available: 12/31/84 
ACRITH 1.3 Available: 12/31/84 


GC33-6163 Environment: VM+5748-F03,5748-LM3 


M=Multiple 
=Annual, P=Primary 
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5664-188 


5664-189 


5664-190 


5664-191 


+RSCS Networking V2R3 
10 ““B/O. 2975 


B 
15 B/O 
18 B/O 
20 B/O 
30 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: 

Storage & Information Retrieval System 

1815 /M 633 
STAIRS XT is 

STAIRS/CMS V1R2 
| B/M 


Service Code: H Service End Date: 


Network Problem 
10 


B/M 
15 B/M 
18 B/M 
20 B/M 
30 B/M 
40 B/M 
50 B/M 
60 B/M 


Service Code: 
Virtual Machine 
10 


B/O 
15 B/O 
18 B/O 
20 B/O 
30 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: 


5664-198 hepa V1R1.1 Base 
VM V1R2_ Base ~ 


Test: 1 License: S 


Determination Applic 
257 D/M 


Test: 2 License: S 


Monitor Analysis 
1760 B/M 


Pubs: 


Acronym: 


Acronym: 


Acronym: 


6/30/90 Test: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 
Acronym: 
Acro 


D/O 
2/9 


: RSCS Available: 11/18/88 
| oD 298 


2525 /M 
3370 D/M 314 
5300 D/M 329 
6490 D/M 345 
6815 D/M 362 
7155 D/M 380 
9670 D/M 399 
10140 D/M 418 
GH24-5055 Environment: VM 
STAIRS Available: 9/30/84 
1355 D 


Available: 3/05/85 
Available: 3/16/90 


1 License: §S Pubs: GH12-5147 Environment: VM+ISPF,XT/370 


NPDA Available: 9/30/85 


GC23-0108 Environment: VM 
VMMAP Available: 12/21/84 


C342-164 Environment: VM 
PSE/VM, AFP Available: 12/25/87 


PSF/VM Available: 11/25/88 
PSF /VM Available: 12/22/89 
1060 ai - 103 
1860 D/M 103 
1860 D/M 103 
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Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


20 B/O 2485 
30 B/O 3555 
32 B/O 3555 
40 B/O 3555 
50 B/O 4590 
60 /0 5930 
PSF 3820 Attach 

10 /0O 1760 
15 B/O 3085 
18 B/O 3085 
20 B/O 3085 
30 B/O 4410 
40 B/O 4410 
50 B/O 5690 
60 /0 7340 
PSF 3800 Attach 

10 /0 5895 
15 B/O 10310 
18 B/O 10310 
20 B/O 10310 
30 B/O 14740 
40 B/O 14740 
50 B/O 19020 
60 B/O 24550 
Print Services Feature 
10 B/ 26 
15 B/O 4630 
18 B/O 4630 
20 B/O 4630 
30 B/O 6615 
40 B/O 6615 
50 B/O 853 
60 B/O 10420 
Group3 Attachment Feature 
10 0 42 
15 B/O 7520 
18 B/O 7520 
20 B/O 7520 
30 B/O 10740 
32 B/O 10740 
40 B/O 10740 
50 B/O 13870 
60 QO 17900 
Group4 Attachment Feature 
10 0 15 
15 B/O 2965 
18 B/O 2965 
20 B/O 2965 
30 B/O 3955 
40 B/O 3955 
50 B/O 5100 
60 B/O 6580 


Charges:X/Y where 


B/M 137 D/O 
B/M 137 D/O 
B/M 137 D/O 
B/M 137 D/O 
B/M 137 D/O 
B/M 137 D/O 
Acron 
B/M 220 D/ 
B/M 220 D/O 
B/M 220 D/O 
B/M 220 D/O 
B/M 220 D/O 
B/M 220 D/O 
B/M 220 D/O 
B/M 220 D/O 
poroure 
B/M 561 
B/M 561 D/O 
B/M 561 D/O 
B/M 561 D/O 
B/M 561 D/O 
B/M 561 D/O 
B/M 561 D/O 
B/M 561 D/O 
Acron 
B/M 253 D 
B/M 253 D/O 
B/M 253 D/O 
B/M 253 D/O 
B/M 253 D/O 
B/M 253 D/O 
B/M 253 D/O 
B/M 253 D/O 
Acron 
/M 341 D/ 
B/M 341 D/O 
B/M 341 D/O 
B/M 341 D/O 
B/M 341 D/O 
B/M 341 D/O 
B/M 341 D/O 
B/M 341 D/O 
B/M 341 D/O 
Acron 
/M 194 D 
B/M 194 D/O 
B/M 194 D/O 
B/M 194 D/O 
B/M 194 D/O 
B/M 194 D/O 
B/M 194 D/O 
B/M 194 D/O 


a= License Type B=Basic, D=DSLO, S=Single 


= Charge Type 


O=One Time, M=Monthly, I= 


1860 D/M 103 
2665 D/M 103 
2665 D/M 103 
2665 D/M 103 
3440 D/M 103 
4445 /M 03 
PSF/VM Available: 12/31/86 
1320 /M 164 
2315 D/M 164 
2315 D/M 164 
2315 D/M 164 
3305 D/M 164 
3305 D/M 164 
4265 D/M 164 
5505 /M 1 
PSF/VM Available: 12/31/86 
4420 D/M 4 
7735 D/M 422 
7730 D/M 422 
7730 D/M 422 
11050 D/M 422 
11050 D/M 422 
14260 D/M 422 
18410 D/M 422 
PSF Available: 1/26/90 
1980 D/M 189 
3470 D/M 189 
3470 D/M 189 
3470 D/M 189 
4960 D/M 189 
4960 D/M 189 
6390 D/M 189 
7815 /M 1 
PSF/VM Available: 12/22/89 
3220 D/M 2 
5640 D/M 255 
5640 D/M 255 
5640 D/M 255 
8050 D/M 255 
8050 D/M 255 
8050 D/M 255 
10400 D/M 255 
13420 /M 25 
PSF/VM Available: 12/22/89 
1185 /M 14 
2220 D/M 145 
2220 D/M 145 
2220 D/M 145 
2965 D/M 145 
2965 D/M 145 
3825 D/M 145 
4935 D/M 145 
M=Multiple 
tnitial, =Annual, P=Primary 
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Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5664-199 


5664-200 


5664-201 


Service Code: X Service End Date: 12/31/89 Test: 


Page Printer Formatting atehye 
B/D 3005 /M 


Service Code: M 


GDDM/VM V2.2 Base 
10 0 


B/ 2230 
15 B/D 2975 
18 B/D 4460 
20 B/D 5205 
30 B/O 8220 
40 B/D 16460 
50 B/O 26680 

B/O 33350 
GDDM/VM V2.2 PC 

B/O 1730 
15 B/O 2315 
18 B/0 3470 
20 B/O 4045 
30 B/D 6390 
40 B/O 12770 
50 B/O 20710 
60 B/O 25880 


Service Code: M 


Serial OEM Interface Access Method 
~B/0 2755 B/M 


Service Code: E 


5664-204 NetView R2 


5664-280 


+NetView R3 
10 


B/0 
15 B/0 
18 B/0 
20 B/0 
30 B/0 
40 B/0 
50 B/0 
60 B/0 


Service Code: M 
ACF/VTAM V3R1.2 


115 


Test: 2 License: 


Ss 


Test: 2 License: S 


152 


Test: 2 License: 


S 


Test: 2 License: S 


ACF/VTAM V3R2 for VM/SP 


+ACF/VTAM V3R3 for VM/SP 
10 B/O 12370 


15 B/0 


16250 


wy 
— 
= 


B/M 


1290 
1355 


Acronym: 


Pubs: 
Acronym: 
D/O 


Pubs 
Acronym 


Pubs 


Acronym: 


ai saa 


Pubs: 


Acronym 


Acronym: 


Acron 
D/ 
D/O 


PPFA Available: 5/23/86 
G520-4000 Environment: VM+3800/3820 
GDDM Available: 3/25/88 
1670 D/M 135 
2230 D/M 150 
3340 D/M 167 
3905 D/M 185 
6165 -D/M 206 
12345 D/M 257 
20010 D/M 321 
25010 D/M 
PCLKF Available: 3/25/88 
1295 D/M 
730 D/M 117 
2595 D/M 129 
3030 D/M 144 
4790 D/M 159 
9575 D/M 199 
15530 D/M 249 
19410 D/M 312 
: GC33-0327 Environment: VM 
: SOEMI Available: 10/04/85 
> GA33-1585 
NetView Available: 3/15/88 
NetView Available: 8/11/89 
7455 D/M 700 
8855 D/M 737 
11650 D/M 776 
13730 D/M 817 
20520 D/M 855 
34570 D/M 900 
46870 D/M 945 
49290 D/M 993 
GC30-3463 Environment: VM 


: ACF/VTAM Available: 3/31/88 
ACF/VTAM Available: 9/30/88 
: pt a Ryn oes 6/30/90 


9270 D/M 
12180 D/M 1015 


5-60 


2 License: § Pubs: G544-3415 Environment: VM 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


18 B/O 21580 B/M 1420 / 16180 D/M 1065 
20 B/O 25110 B/M 1495 D/O 18830 D/M 1120 
30 B/O 37680 B/M 1570 D/O 28260 D/M 1175 
40 B/O 63160 B/M 1645 D/O 47370 D/M 1230 
50 B/O 85710 B/M 1730 D/O 64280 D/M 1295 
60 B/O 89840 B/M 1815 67380 D/M 1360 
Service Code: K Test: 2 License: S Environment: SYS/370 
5664-281 3270-PC PaO apanerer Program Acronym: Available: 7/05/88 
Service Code: E Test: 1 License: § Pubs: G520-3917 Environment: VM+3270-PC CP 
5664-282 ISPF V2R2 Acronym: ISPF Available: 10/01/85 Variable Charges 
+ISPF V2R2.1 for VM/SP Acronym: ISPF Available: 10/28/88 
10 B/O 2025 B/I 633 B/ 195 D/O 1515 D/I 474 D/M 146 
15 B/O 2700 B/I 633 B/M 205 D/O 2020 D/I 474 D/M 153 
18 B/O 4060 B/I 633 B/M 216 D/O 3045 D/I 474 D/M 162 
20 B/O 4740 B/I 633 B/M 227 D/O 3535 D/I 474 D/M 170 
30 B/O B/I 633 B/M 239 D/O 5400 D/I 474 D/M 179 
40 B/O 12100 B/I 633 B/M 251 D/O 9075 D/I 474 D/M 188 
50 B/O 16360 B/I 633 B/M 263 D/O 12270 D/I 474 D/M 197 
60 B/O 17110 B/I 633 B/M 276 D/O 12832 D/I 474 D/M 207 
Service Code: K Test: 1 License: § Pubs: GC34-2181 Environment: VM/SP R6 
5664-283 VM/IS-Productivity Facility R5.1 Acronym: VM/IS-PF Available: 5/27/88 Variable Charges 
ga eae eae | Facility R6 ga ta ure te Available: 3/31/89 
10 B/O 41 B/M 117 D/ 05 
15 / 125 B/M 117 D/O 937 
18 B/O 1890 B/M 117 D/O 1350 
20 B/O 2205 B/M 117 D/O 1650 
30 B/O 2205 B/M 117 D/O 1650 
40 B/O 2205 B/M 117 D/O 1650 
50 B/O 2845 B/M 117 D/O 2130 
60 B/O 3510 B/M 117 D/O 2635 
Service Code: X Service End Date: 2/28/90 Test: 2 License: S Pubs: SH24-5123 Environment: VM/SP R6 
5664-285 ISPF Program Development Facility V2R2 Acronym: ISPF/PDF Available: 10/01/85 Variable Charges 
+ISPF/PDF V2R2.1 for VM/SP Acronym: ISPF/PDF Available: 10/28/88 
+ISPF/PDF V2R2.2 for VM/SP acreuye: ISPF/PDF Available: 6/23/89 
10 B/O 5520 B/M 515 D/ 4140 D/M 386 
15 B/O 6820 B/M 542 D/O §115 D/M 406 
18 B/O 20 B/M 571 D/O 6540 D/M 428 
20 B/O 12000 B/M 601 D/O 9000 D/M 450 
30 B/O 19010 B/M 633 D/O 14250 D/M 474 
40 B/O 30420 B/M 665 D/O 22810 D/M 498 
50 B/O 39240 B/M 698 D/O 29430 D/M 523 
60 B/O 41050 B/ 733 D/O 30787 D/M 549 
(cont'd) 
Charges:X/Y where = License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Charge Type 0=One Time, M=Monthly, I= 


fnitial, 
5-61 


=Annual, P=Primary 


5664-289 


(cont'd) Service Code: 


5664-289 +ACF/SSP V3R4. 
+ACF/SSP V3R5 

10 B/0 

15 B/0 

18 B/0 

20 B/0 

30 B/0 

40 B/0 

50 B/0 

60 B/0 


K Test: 1 License: 

1 for VM 

for VM 
16920 B/M 352 
17760 B/M 370 
18650 B/M 388 
19580 B/M 407 
20560 B/M 428 
21590 B/M 449 
22670 B/M 472 
23770 B/M 495 


Ss 


Environment: VM/SP R6 


Acronym: ACF/SSP 
st A ACF/SSP 
D/ 9 


12690 
D/O 13320 
D/O 13990 
D/O 14690 
D/O 15420 
D/O 16190 
D/O 17000 
D/O 17820 


Available: 3/31/89 
Available: 
D/M 264 


Service Code: H Service End Date: 1/31/91 Test: 2 License: S 


5664-291 +VMBACKUP Management System R5.1 
i 10 /0~ 5205 B/M 


Service Code: H Service End Date: 


5664-296 Cooperative Viewsn8 
10 B/0 2905 


15 B/O 3450 
18 B/O 4545 
20 B/O 5090 
30 B/O 7275 


B 696 
15 B/O 6945 /M 696 
18 B/( 10410 B/M 696 
20 B/0) 12140 B/M 696 
30 B/O 17350 B/M 696 
40 B/0 17350 B/M 696 
50 B/O 22390 B/M 696 
60 B/0 29230 B/M 696 
Service Code: M Test: 2 License: 

5664-292 +VMTAPE Hanepemen’ eyetem R4.1 
10 B/ 450 B/M 633 
15 B/Q 6015 - B/M 633 
18 B/O 9020 B/M 633 
20 B/Q 10530 B/M 633 
30 B/O 15040 B/M 633 
40 B/O 15040 B/M 633 
50 B/O 19410 B/M 633 
60 B/Q 25950 B/M 633 
Service Code: M Test: 2 License: 
5664-293 Overlay Generation Language/VM Rl 
+Overlay Generation panguese ve R2 
B/O 8450 /M 324 


inemcgs Vedas) 


B/M 363 
B/M _ 363 
B/M 363 
B/M 363 


Ss 


NS) 


Acronym: VMBACKUP 


D/ 3900 
D/O 5205 
D/O 7805 
D/O 910 
D/O 13010 
D/O 13010 
D/O 16790 
D/O 21880 


/ 6 
D/M 278 
D/M 291 
D/M 305 
D/M 321 
D/M 337 
D/M 354 
D/M 371 

Pubs: 

/M 
D/M 521 
D/M 521 
D/M 521 
D/M 521 
D/M 521 
D/M 521 
D/M 521 


1/31/90 


Variable Charges 


GC30-3350 Environment: VM 
Available: 11/25/88 
D 521 


Pubs: G320-0659 Environment: VM 
Available: 11/25/88 
D/M 474 


peronym: VMTAPE-MS 
D/ 3375 


D/O 4505 
D/O 6765 
D/O 7895 
D/O 11270 
D/O 11270 
D/O 14550 
D/O 19430 


Pubs: G320-0659 Environment: VM 


Acronym: OGL/VM 
Acronym: OGL/VM 


Acronym: CVIEW 


5-62 


/ 7 
D/M 474 
D/M 474 
D/M 474 
D/M 474 
D/M 474 
D/M 474 
D/M 474 
Available: 
Available: 


9/19/90 Test: 2 License: § 


Available: 


5/23/86 
34/03/90 


1/22/85 


Variable Charges 


Variable Charges 


Pubs: G520-5102 Environment: VM 


Variable Charges 


40 B/O 7275 B/M 363 


50 B/O 9385 B/M 363 
60 B/O 12110 B/M 363 
Service Code: A Test: 2 License: § Pubs: G520-6005 Environment: VM 
5664-298 PC Bond 2.1 Acronym: Available: 12/31/85 
B/O 2205 B/M 148 
Service Code: X Service End Date: 12/31/89 Test: 2 License: § Pubs: GH24-5089 Environment: VM+VM Bond 
5664-307 SDF V2R1 Screen Definition Facility II Acronym: SDF II Available: 3/20/87 Variable Charges 
+SDF V2R2 Screen Definition Facility II Acronym: SDF II Available: 5/26/89 
10 B/O 4460 B/M 495 D/ 3345 D/M 289 
15 B/O 5950 B/M 495 D/O 4460 D/M 289 
18 B/O 8930 B/M 495 D/O 6690 D/M 289 
20 B/O 10410 B/M 495 D/O 7815 D/M 289 
30 B/O 14870 B/M 495 D/O 11170 D/M 289 
40 B/O 23810 B/M 495 D/O 17880 D/M 289 
50 B/O 30720 B/M 495 D/O 23040 D/M 289 
60 B/O 39630 B/M 495 D/O 29722 D/M 289 
SDF V2 MFS nerCo ym: SDF II Available: 3/20/87 Variable Charges 
10 B/O 3470 B/M 385 D/ 2600 D/M 289 
15 B/O 4630 B/M 385 D/O 3470 D/M 289 
18 B/O 6945 B/M 385 D/O 5205 D/M 289 
20 B/O 8100 B/M 385 D/O 6080 D/M 289 
30 B/O 11570 B/M 385 D/O 8690 D/M 289 
40 B/O 18520 B/M 385 D/O 13910 D/M 289 
50 B/O 23890 B/M 385 D/O 17920 D/M 289 
60 B/O 30820 B/M 385 D/O 23115 D/M 289 
Service Code: M Test: 1 License: §& Pubs: GH19-6114 Environment: VM+ISPF 
5664-308 VM/XA SP Rl Acronym: VM/XA SP Available: 7/26/88 Variable Charges 
+VM/XA SP R2 Acronym: VM/XA SP Available: 7/07/89 
+VM/XA SP R2.1 peron ye: VM/XA SP Available: 12/29/89 
18 B/O 118100 B/M 3625 D/ 88575 D/M 2718 
20 B/O 118100 B/M 3815 D/O 88575 D/M 2861 
30 B/O 118100 B/M 4015 D/O 88575 D/M 3011 
40 B/O 240950 B/M 5020 D/O 180712 D/M 3765 
50 B/O 338850 B/M 6275 D/O 254137 D/M 4706 
60 B/O 423550 B/M 7845 D/O 317650 D/M 5880 
Service Code: M Test: 2 License: § Environment: Sys/370 XA ESA/370 
5664-309 +Professional Office System V2R2M3 peronym: PROFS Available: 12/23/88 Variable Charges 
10 B/O 10580 B/M 1125 D/ 7935 D/M 844 
15 B/O 14110 B/M 1180 D/O 10580 D/M 885 
18 B/O 21160 B/M 1245 D/O 15870 D/M 934 
20 B/O 24690 B/M 1310 D/O 18520 D/M 983 
30 B/O 35280 B/M 1375 D/O 26460 D/M 1030 
40 B/O 35280 B/M 1445 D/O 26460 D/M 1085 


(cont 'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type O=One Time, M=Monthly, I=Initial, A=Annual, P=Primary 


5-63 


5664-309 


(cont'd) 50 B/O 45500 B/M 1515 

60 B/O 58695 B/M 1955 
+PASF V2.2 Group 10 

10 B/O 2445 B/M 175 
15 B/ 3055 B/M 185 
18 B/O 3865 B/M 195 
20 B/O 4275 B/M 203 
30 B/O 6115 B/M 215 
40 B/O 6115 B/M 225 
50 B/ 7890 B/M 235 
60 B/O 10180 B/M 303 
PROFS PC Suppose -- Up to 1000 users 
01 B/ 6615 B/M 330 
02 B/O 3305 B/M 164 
03 B/O 3305 B/M 164 


Service Code: E Test: 2 License: § 


5664-310 Print Management Facility/VM 
B70 9310 B/M 358 
Service Code: M Test: 2 License: § 


5664-312 Print Services Access paca ety Ne 
B/O 4150 B/ 159 
Service Code: M Test: 2 License: §S 


5664-315 File Transfer Peeerae Version 2.2 
10 0 4460 B 


B/ /M 450 
15 B/ 5450 B/M 450 
18 B/O 7600 B/M 450 
20 B/O 8675 B/M 450 
30 B/O 12400 B/M 450 
40 B/O 12400 B/M 450 
50 B/O 16000 B/M 450 
60 B/O 20640 B/M 450 


Service Code: M Test: 2 License: S 
5664-318 +VM Interactive Productivity Facil V2R3 
10 B/O 743 B/M 77 


/ / 
15 B/O B/M 81 
18 B/O 1555 B/M 85 
20 B/O 1900 B/M 89 
30 B/O 2840 B/M 93 
40 B/O 4750 B/M 97 
50 B/O 6440 B/M 102 
60 B/O 6755 B/M 107 


Service Code: M Test: 2 License: §S 


D/O 
D/O 


34130 
44020 
PA 


D/M 1135 

D/M 1465 

Available: 10/28/88 Variable Charges 
D/M 131 

D/M 139 

D/M 146 

D/M 152 

D/M 161 

D/M 169 

D/M 176 

D/M 227 

By eels 2/07/86 Incremental Tier Charges 
D/M 126 

D/M 120 


Pubs: GH20-6795 Environment: VM 


Acronym: 


Pubs: 
Acronym: 


Available: 5/23/86 


G520-5102 Environment: GDDM+VSAPL/APL2 


PSAF 


Available: 12/31/86 


Pubs: G544-3415 Environment: VM+3800/3820 


Available: 4/30/86 Variable Charges 
D/M 337 
D/M 337 
D/M 337 
D/M 337 
D/M 337 
D/M 337 
D/M 337 
D/M 337 


Pubs: GH12-5141 Environment: VM+VTAM 


ncrenye: 

D/ 3345 
D/O 4095 
D/O 5700 
D/O 6510 
D/O 9295 
D/O 9295 
D/O 12000 
D/O 15480 

Acronym: VM/IPF 
d/o. gat 
D/O 743 
D/O 1165 
D/O 1425 
D/O 2130 
D/O 3560 
D/O 4830 
D/O 5065 
Pubs: 


Available: 10/28/88 Variable Charges 
D/M 57 
D/M 60 
D/M 63 
D/M 66 
D/M 69 
D/M 72 
D/M 76 
D/M 80 


$C24-5325 Environment: ISPF 





5664-319 VM/PC ey ae Acronym: Available: 1/31/86 


2205 B/M 148 
Service Code: X Service End Date: 12/31/85 Test: 1 License: § Environment: VM+VM/PC on AT/370 
5664-322 Information / Henagement Version 3 Acronym: Available: 6/30/86 Variable Charges 
10 B/O 4850 B/M 361 D/ 3635 D/M 270 
15 B/O 5785 B/M 401 D/O 4340 D/M 300 
18 B/O 7585 B/M 446 D/O 5685 D/M 334 
20 B/O 8485 B/M 496 D/O 6360 D/M 372 
30 B/O 12120 B/M 551 D/O 9090 D/M 413 
40 B/O 13330 B/M 606 D/O 9995 D/M 454 
50 B/O 18930 B/M 667 D/O 14190 D/M 500 
60 B/Q 20550 B/M 734 D/O 15412 D/M 550 
Service Code: K Test: 1 License: § Pubs: GC34-4045 Environment: Info/Sys V3+VM 
5664-323 Information / System Version 3 Acronym: Available: 6/30/86 Variable Charges 
10 B/O 4410 B/M 325 D 3305 D/M 243 
15 B/O 5205 B/M 361 D/O 3905 D/M 270 
18 B/O 6880 B/M 401 D/O 5160 D/M 300 
20 B/O 7715 B/M 446 D/O 5785 D/M 334 
30 B/O 11020 B/M 495 D/O 8265 D/M 371 
40 B/O 12130 B/M 545 D/O 9095 D/M 408 
50 B/O 17210 B/M 599 D/O 12900 D/M 449 
60 B/O 19110 B/M 659 D/O 14332 D/M 494 
Service Code: K Test: 1 License: § Pubs: GC34-4045 Environment: VM 
5664-325 oo aig add Acronym: DFSORT Available: 2/19/88 Variable Charges 
15 B/O 522 
18 B/O 785 
20 B/O 909 
30 B/O 1320 
40 B/O 2090 
50 B/O 2700 
60 B/O 3240 
Service Code: M Test: 1 License: $ Pubs: SC26-4361 Environment: MVS,VM/SP 
5664-327 +ECF CMS ya fancueneers V1.2 Acronym: ECF Available: 5/26/89 
+ECF Requesters Ueeke Levels Acronym: ECF Available: 5/26/89 Incremental Tier Charges 
01 B/O 3305 220 
02 B/O 4130 B/M 275 
03 B/O 5785 B/M 385 
04 B/O 11570 / 771 
05 B/O 10740 B/M 716 
06 B/O 19840 B/M 1320 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type O0=One Time, M=Monthly, I=initial, =Annual, P=Primary 


5-65 


5664-927 


(cont 07 B/O 44640 B/M 
8 B/0 77720 | B/M 
+ECF CMS Servers 
10 B/0 8430 B/M 
15 B/O0 11240 B/M 
18 B/O 16860 B/M 
20 B/O 19670 B/M 
30 B/O 28100 B/M 
40 B/O 44980 B/M 
50 B/O 58020 B/M 
60 B/O 74850 B/M 


Service Code: 
5664-329 Contextual File Search/370 
B/O0 6500 


Service Code: 


5664-336 DON REX 


B/O 
15 B/0 
18 B/0 
20 B/O 
30 B/O 
40 B/ 

50 B/( 
60 B/0 


Service Code: 


M 


M 


Test: 1 License: §S 


B/M 


295 


Test: 2 License: 


Test: 2 License: 


5664-361 OFSP/VM Office Support Program 


Test: 2 License: S 


+OFSP/VM Office Soeen Program 
10 B/Q 29760 B/M 
15 B/G 37200 B/M 
18 B/Q 44640 B/M 
20 B/Q 52080 B/M 
30 B/G 74400 B/M 
40 B/Q 119040 B/M 
50 B/G 153600 B/M 
60 B/Q 198200 B/M 
Service Code: E 
5664-362 DCP/VM 

+DCP/VM R2.1 

10 B/G 34080 B/M 
15 B/Q 42600 B/M 
18 B/G 51120 B/M 
20 B/G 59640 B/M 
30 -B/G 85200 B/M 


Acronym: ECF 


AvaiVapie: 


5/26/89 


Pubs: GC23-0957 Environment: VM/SP VM/XA 


meronyms CFSearch Available: 9/30/86 
D/ 4875 D/M 220 | 

Pubs: GH12-5443 Environment: VM 
acronye Available: 3/31/87 

D/ 743 D/M 60 

D/O 992 D/M 67 

D/O 1485 D/M 74 

D/O 1730 D/M 82 

D/O 2745 D/M 92 

D/O 5490 D/M 114 

D/O 8870 D/M 143 

D/O 11080 D/M 178 

Pubs: SC33-0478 Environment: GDDM 
Acronym: Available: 9/02/88 
os Aa OFSP/VM Available: 5/19/89 

D/ 22320 D/M 1860 

D/O 27900 D/M 1860 

D/O 33480 D/M 1860 

D/O 39060 D/M 1860 

D/O 55800 D/M 1860 

D/O 89280 D/M 1860 

D/O 115200 D/M 1860 

D/O 148650 D/M +1860 

Environment: VM 

Acronym: _ Available: 9/02/88 
Acronym: DCP Available: 5/19/89 

D/ 25560 D/M 213 

D/O 31950 D/M 2130 

D/O 38340 D/M 2130 

D/O 44730 D/M 2130 

D/O 63900 D/M 2130 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5664-363 


5664-364 


5664-365 


5664-366 


(cont'd) 


40 B/O 136320 
50 B/O 175900 
60 B/O 226950 


Service Code: E Test: 


Image Handling Facility IHF - VM/CMS 
10 B/O 4960 B/M 1 


B/M 2840 D/O 102240 
B/M 2840 D/O 131900 
B/M 2840 D/O 170200 
2 License: § Environment: 


Acronym: IHF 
D/O. 


/ 55 3715 

15 B/O 6615 B/M 551 D/O 4960 

18 B/O 9920 B/M 551 D/O 7435 

20 B/O 11570 B/M 551 D/O 8675 

30 B/O 16530 B/M 551 D/O 12400 

40 B/O 26460 B/M 551 D/O 19840 

50 B/O 34130 B/M ao. D/O 25590 

60 B/O 44030 B/M 551 D/O 33020 

Service Code: M Test: 2 License: S Environment: 

VM Batch Facility Acron 

10 B/O 1485 B/M 164 D/ 1115 

15 B/ 1980 B/M 164 D/O 1485 

18 B/O 2975 B/M 164 D/O 2230 

20 B/O 3470 B/M 164 D/O 2600 

30 B/O 4960 B/M 164 D/O 3715 

40 B/O 7935 B/M 164 D/O 5950 

50 B/O 10230 B/M 164 D/O 7675 

60 B/O 13200 B/M 164 D/O 99005 

Service Code: M Test: 1 License: § Pubs: GC34-4091 

ADPS/M VM peronye ADPS/P 

10 B/O 9000 B/M 590 D/ 6750 

15 B/O 12000 B/M 656 D/O 9000 

18 B/O 18000 B/M 729 D/O 13500 

20 B/O 21000 B/M 810 D/O 15750 

30 B/O 30000 B/M 900 D/O 22500 

40 B/O 48000 B/M 1000 D/O 36000 

50 B/O 68110 B/M 1100 D/O 51080 

60 B/O 75020 B/M 1210 D/O 56265 

Service Code: M Test: 2 License: § Pubs: GH19-8109 

ADPS/P VM ons) ae aoeeer 

10 B/ 18450 B/M 1211 D/ 1383 

15 B/ 24600 B/M 1346 D/O 18450 

18 B/O 36900 B/M 1495 D/O 27675 

20 B/O 43050 B/M 1661 D/O 32287 

30 B/ 61500 B/M 1845 D/O 46125 

40 B/ 98400 B/M 2050 D/O 73800 

50 B/O 139650 B/M 2255 D/O 104730 

60 B/O 153750 B/M 2480 D/O 115312 
Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multi 

Y= Charge Type O=One Time, M=Monthly, I=initial, 


5-67 


D/M 2130 

D/M 2130 

D/M 2130 
VM 

Available: 6/02/88 

D/M 3 

D/M 413 

D/M 413 

D/M 413 

D/M 413 

D/M 413 

D/M 413 

D/M 413 
VM/CMS 

Available: 3/20/87 

D/M 122 

D/M 122 

D/M 122 

D/M 122 

D/M 122 

D/M 122 

D/M 122 

D/M 122 
Environment: VM 

Available: 9/30/89 

D/M 442 

D/M 492 

D/M 546 

D/M 607 

D/M 675 

D/M 750 

D/M 825 

D/M 907 
Environment: VM/SP 

Available: 9/30/89 

D/M 908 

D/M 1009 

D/M 1121 

D/M 1245 

D/M 1383 

D/M 1537 

D/M 1691 

D/M 1860 
le 


=Annual, P=Primary 


Variable 


Variable 


Variable 


Variable 


Charges 


Charges 


Charges 


Charges 


5664-370 


(cont d) Service Code: 


M 


Test: 2 License: S 


5664-370 DisplayWrite/370 for VM R2 


wD tepraye es ert n for VM V1R2.1 


B/O 6170 B/M 732 
1 B/O 7325 B/M 732 
18 B/O 9640 B/M 732 
20 B/O 10800 B/M 732 
30 B/O 15430 B/M 732 
40 B/O 15430 B/M 732 
50 B/O 19900 B/M 732 

B/O 25670 B/M 732 

+DisplayWrite/370 w/Image Graphics 

10 B/O- 4185 B/M 495 
15 B/O 4960 B/M 495 
18 B/O 6540 B/M 495 
20 B/O 7325 B/M 495 
30 B/O 10470 B/M 495 
40 B/O 10470 B/M 495 
50 B/O 13510 B/M 495 
60 B/O 17420 B/M 495 
Service Code: M Test: 0 License: S 


5664-376 VM Inter-System Facilities Rel 2 
30 O 69450 M 


B/ B/ 2315 
40 B/O 111050 B/M 2315 
50 B/O 143350 B/M 2315 
60 B/O 189850 B/M 2315 
Service Code: M Test: 2 License: § 


5664-387 Publishing Systems ProcessMaster R2 


eyebEtsne Systems ProcessMaster R3 
/0 14870 B/M 


573 
TextTagger Feature 
B/) 15000 B/M 575 
CALS Application Feature 
B/O 29500 B/M 1135 


CALS OS/2 Workstation Driver Feature 
B/9 139 


Service Code: 


5664-388 ‘Publishing es20 


Service Code: 


5664-390 VM REXX Comatee for CMS 
| 10 B/) 5400 


M 


E 


Test: 2. License: § 


341 


Test: 1 License: S 


B/M 180 


Pubs: 


Acronym: 
peronya: 
D/ 


GH19-8109 Environment: VM/SP 


Available: 1/29/88 
Available: 12/30/88 

4630 D/M 551 

5510 D/M 551 

7230 D/M 551 

8100 D/M 551 

11570 D/M 551 

11570 D/M 551 

14930 D/M 551 

19250 D/M 551 
Available: 12/30/88 

3135 D/M 372 

3715 D/M 372 

4900 D/M 372 

5495 D/M 372 

7850 D/M 372 

7850 D/M 372 

10130 D/M 372 

13070 D/M 372 


Environment: VM 


Peronym Available: 6/26/87 
D/ 52090 D/M 1730 
D/O 83340 D/M 1730 
D/O 107500 D/M 1730 
D/O 141850 D/M 1730 
Pubs: GC23-0411 Environment: HPO+Passthru 
Acronym: Available: 4/29/88 
pc hae Available: 6/30/89 
D/ 11160 D/M 429 
peron ym: Available: 11/22/89 
D/ 11250 D/M 
fcronyE: Available: 5/25/90 
D/ 22125 D/M 
Acronym: Available: 5/25/90 
Pubs: GC34-5031 Environment: VM,VM/IS 
peronya: Available: 10/28/88 
D/ 6615 D/M 256 
Pubs: GC34-5021 Environment: APL2+GDDM 
per onye: Available: 6/30/89 
D/ 4050 D/M 135 


5-68 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


18 B/O 
20 B/O 
30 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: 
5664-391 Expert System 
Expert System 
+Expert System 
TP eet System 


B/O 
i B/O 
18 B/O 
20 _ B/O 
30 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: 


5664-392 +Expert System 
xpert System 

+Expert System 

Bs a ayer en 


B/ 
15 B/O 
18 B/O 
20 B/O 
30 B/O 
40 B/O 
50 B/O 
60 B/O 
Service Code: 
5664-479 ADPS/M MVS 
B/M 
Service Code: 
5664-480 


ADPS/P MVS 
B/M 


Service Code: 


5665-DB2 tages 2 DB2 V2R2 


B/O 
(cont'd) 


Charges:X/Y where X= hese Type 


6900 B/M 230 D/O 5175 D/M 172 
10500 B/M 350 D/O 7875 D/M 262 
12300 B/M 410 D/O 9225 D/M 307 
30480 B/M 635 D/O 22860 D/M 476 
48000 B/M 1000 D/O 36000 D/M 750 
64790 B/M 1200 D/O 48592 D/M 900 
77760 B/M 1440 D/O 58320 D/M 1080 
M Test: 2 License: §S Environment: VM/SP,VM/XA 
Environment /VM Acronym: Available: 10/31/87 
Environment V1R1.1 Acronym: Available: 6/24/88 
Environment V1R2 Acronym: Available: 6/30/89 
Environment V1R3 meron: Available: 3/30/90 
23410 B/M 2600 D/ 17550 D/M 1950 
31210 B/M 2600 D/O 23410 D/M 1950 
41630 B/M 2600 D/O 31220 D/M 1950 
46850 B/M 2600 D/O 35130 D/M 1950 
46850 B/M 2600 D/O 35130 D/M 1950 
46850 B/M 2600 D/O 35130 D/M 1950 
60440 B/M 2600 D/O 45330 D/M 1950 
77970 B/M 2600 D/O 58477 D/M 1950 
H Service End Date: 9/30/90 Test: 2 License: § 
Consultation Environ/VM Acronym: Available: 6/30/89 
Consultation Env. V1iR1.1 Acronym: Available: 6/24/88 
Consultation Env. V1R2 Acronym: Available: 6/30/89 
Consultation Env. V1iR3 ss a Available: 3/30/90 
15 /M 457 D/ 3085 D/M 34 
5485 B/M 457 D/O 4115 D/M 341 
7335 B/M 457 D/O 5500 D/M 341 
8265 B/M 457 D/O 6200 D/M 341 
8265 B/M 457 D/O 6200 D/M 341 
8265 B/M 457 D/O 6200 D/M 341 
10660 B/M 457 D/O 8000 D/M 341 
13750 B/M 457 D/O 10312 D/M 341 
H Service End Date: 9/30/90 Test: 2 License: S 
Acronym: ADPS/P Available: 9/30/89 
1000 D/M 750 
M Test: 2 License: S Pubs: GH19-8109 Environment: MVS/SP 
Acronym: ADPS/P Available: 9/30/89 
2050 D/M 1537 
M Test: 2 License: S Pubs: GH19-8109 Environment: MVS/SP 
pereoye: DB2 Available: 9/30/89 
113400 B/M 3210 D/ 85050 D/M 2405 
B=Basic, D=DSLO, S=Single, M=Multiple 


arge Type 


=One Time, M=Monthly, I 


={nitial, 
5-69 


=Annual, P=Primary 


Variable Charges 


Pubs: G325-0040 Environment: VM 


Variable Charges 


Pubs: G325-0040 Environment: VM 


Variable Charges 


Variable Charges 


5665-DB2 


(cont d) 20 B/O 113400. B/M 3210 D/O 85050 D/M 2405 
30 B/O 113400 B/M 3210 D/O 85050 D/M 2405 
40 B/O 181400 B/M 3780 D/O 136050 D/M 2835 
50 B/O 244850 B/M 4530 D/O 183637 D/M 3397 
60 B/O 293500 B/M 5435 D/O 220125 D/M 4076 
Service Code: M Test: 2 License: S Environment: MVS ESA,SP,XA 
5665-XA2 Data Facil:ity Product 2.3 Acronym: DFP Available: 3/31/86 Variable Charges 
+Data Facility Product 2.4 Acronym: DFP Available: 10/31/89 
18 B/O 38030 B/M 1202 D/ 28510 D/M 902 
20 B/O 38030 B/M 1265 D/O 28523 D/M 951 
30 B/O 39930 B/M 1328 D/O 29950 D/M 995 
40 B/O 69980 B/M 1461 D/O 52485 D/M 1095 
50 B/O 99735 - B/M 1607 D/O 74800 D/M 1205 
60 B/O 127440 B/M 1770 D/O 95580 D/M 1330 
Service Code: H Service End Date: 10/31/90 Test: 2 License: §S Pubs: GC26-4142 Environment: MVS/XA 
5665-XA3 +MVS/DFP V3R1 Acronym: MVS/DFP Available: 12/30/88 Variable Charges 
+MVS/DFP V3R1.1 Acronym: MVS/DFP Available: 9/30/89 
+MVS/DFP V3R2 ncrcuye: MVS/DFP Available: 12/29/89 
18 B/O 63525 B/M 1160 D/ 47643 D/M 870 
- 20 B/O 63525 B/M 1450 D/O 47643 D/M 1088 
30 B/O 63525 B/M 1815 D/O 47643 D/M 1361 
40 B/O 104400 B/M 2175 D/O 78300 D/M 1631 
50 B/O 140940 B/M 2610 D/O 105705 D/M 1957 
60 B/O 225360 B/M 3130 D/O 169020 D/M 2347 
Service Code: E Test: 2 License: § Environment: ESA/370 
5665-264 MVS/Bulk Data Transfer Version 2 Acronym: Available: 7/31/86 Variable Charges 
- 18 B/M 796 D/M 595 
20 B/M 838 D/M 628 
30 B/M 882 D/M 661 
40 B/M 970 D/M 727 
50 B/M 1065 D/M 798 
60 pau 1170 D/M 877 
MVS BDT File-to-File Feature Acronym: Available: 7/31/86 Variable Charges 
18 B/M 571 D/M 428 
20 B/M 601 D/M 450 
30 B/M 633 D/M 474 
40 B/M 696 D/M 522 
50 B/M 766 D/M 574 
60  B/M 843 D/M 632 
MVS/BDT JES3 SNA NJE Feature Acronym: Available: 7/31/86 Variable Charges 
18 B/M 482 D/M . 361 
20 B/M 507 /M 380 
30 B/M 534 D/M 400 
4 B/M 587 D/M 440 
50 B/M 646 D/M 484 


5665-266 


5665-275 


60 B/M 711 D/M 533 
Service Code: K Test: 2 License: S Pubs 
Information / Access 3.0 Acron 
18 B/O 26460 B/M 882 D/ 
20 B/O 26460 B/M 882 D/O 
30 B/O 26460 B/M 882 D/O 
40 B/O 26460 B/M 882 D/O 
50 B/O 34130 B/M 882 D/O 
60 B/O 44030 B/M 882 D/O 
Service Code: M Test: 1 License: § Pubs 
5665-274 Resource Measurement Facility V3R5 Acronym 
+Resource Measurement Facility V3R5.1 clone 
18 B/O 26860 B/M 638 D/ 
20 B/O 26860 B/M 709 D/O 
30 B/O 26860 B/M 787 D/O 
40 B/O 42990 B/M 875 D/O 
50 B/O 55470 B/M 1005 D/O 
60 B/O 63750 B/M 1155 D/O 
Service Code: K Test: 2 License: § Pubs 
PSF/MVS V1R2.1 Acronym: 
+PSF/MVS V1R3 Acronym: 
18 B/O 11920 B/I 4690 B/ 
20 B/O 11920 B/I 4690 B/M 
30 B/O 11920 B/I 4690 B/M 
40 B/O 18940 B/I 4690 B/M 
50 B/O 24440 B/I 4690 B/M 
60 B/O 31530 eos 4690 B/M 
PSF/MVS 3800 Channel Attach Feature Acron 
18 14740 B/M 561 D/ 
20 B/O 14740 B/M 561. D/O 
30 B/O 14740 B/M 561 D/O 
40 B/O 14740 B/M 561 D/O 
50 B/O 19020 B/M 561 D/O 
B/ 24550 B/M 561 D/O 
PSF/MVS 3820 Attachment Feature Acron 
18 B/O 4410 B/M 220 D/ 
20 B/O 4410 B/M 220 D/O 
30 B/O 4410 B/M 220 D/O 
40 B/O 4410 B/M 220 D/O 
50 B/O 5690 B/M 220 D/O 
60 B/O 7340 B/M 220 D/O 
Group3 Attachment Feature Acronym 
18 B/O 10740 B/M 358 D/ 
20 B/O 10740 B/M 358 D/O 
30 B/O 10740 B/M 358 D/O 
40 B/O 10740 B/M 358 D/O 


(cont'd) 


Charges:X/Y where as 


: GC23-0223 Environment: 
Available: 
23810 D/M 793 
23810 D/M 793 
23810 D/M 793 
23810 D/M 793 
30710 D/M 793 
39627 D/M 793 
: §C34-4142 Environment: 
: RMF Available: 
: RMF Available: 
20120 D/M 478 
20120 D/M 531 
20120 D/M 590 
32242 D/M 656 
41602 D/M 753 
47812 D/M 866 
: GC28-1398 Environment: 
PSF Available: 
PSF Available: 
220 D/O 945 
220 D/O 8945 
220 D/O 8945 
220 D/O 14200 
220 D/O 18330 
220 D/O 23640 
Available: 
11050 D/M ~—424 
11050 D/M 424 
11050 D/M 424 
11050 D/M 424 
14260 D/M 424 
18410 D/M 424 
Available: 
3305 D/M 164 
3305 D/M 164 
3305 D/M 164 
3305 D/M 164 
4265 D/M 164 
5505 D/M 164 
PSF/MVS Available: 
8050 /M 267 
8050 D/M 267 
8050 D/M 267 
8050 D/M 267 


License Type B=Basic, D=DSLO, S=Single, M=Multiple 
=Annual, P=Primary 


Charge Type 


O=One Time, M=Monthly, I= 


tnitial, 
5-71 


MVS ,XA 
1/30/87 


Info/Sys 3.0+MVS 


7/03/86 
9/99/89 


MVS/SP 


9/30/88 
11739489 


9/30/88 


Variable Charges 


Variable Charges 


Variable Charges 


D/M 164 
D/M 164 
D/M 164 
D/M 164 
D/M 164 
D/M 164 


Variable Charges 


Variable Charges 


Variable Charges 


5665-275 
(cont d) 


50 B/O 13870 

60 B/O 17900. 

Group4 Attachment Feature 

18 B/O 3955 

20 B/O 3955 

30 B/O 3955 

40 B/O 3955 

50 B/O 5100 

60 B/O 6580 

Page Printer Migration Prog 
B/O 5000 

20 B/O 5000 

30 B/O 5000 

40 B/O 5000 

50 B/O 5000 

60 B/O 5000 

Service Code: K Test: 2 


5665-277 Information / Library 
B/I 562 


5665-279 


5665-285 


5665-288 


Service Code: 


BTAM/System Product 
B/O 


Service Code: 
TSO/E md R3 
15 /0 1 


> K 


K Test: 1 


6555 
Test: 2 


9720 
18 B/O 19720 
20 B/O 19720 
30 B/O 23315 
40 B/O 38300 
50 B/O 49520 
ih 56970 
TSO/E aves 
18 /0 19720 
20 B/ 9720 
30 B/O 21300 
40 B/O 35200 
50 B/O 45500 
60 B/O 52300 
Service Code: K Test: 2 


Operator Communications Control Facility acronym: 
B/I 1155 B/M 385 D/ 


Service Code: 


K Test: 1 


B/M 358 
B/M 358 
B/M 185 
B/M 185 
B/M 185 
B/M 185 
B/M 185 
B/M 185 
rams Feature 
D/O 3750 
D/O 3750 
D/O 3750 
D/O 3750 
D/O 3750 
D/O 3750 


License: § 
B/M 


License: § 


215 


D/O 4915 


License: S 


B/M 398 
B/M 468 
B/M 551 
B/M 634 
B/M 729 
B/M 838 
B/M 964 
B/M 534 
B/M 594 
B/M 660 
B/M 733 
B/M 843 
B/M 969 


License: §S 


License: § 


D/O 10400 
D/O 13420 
Reronye: PSF/MVS 
D/ 2965 
D/O 2965 
D/O 2965 
D/O 2965 
D/O 3825 
D/O 4935 


Acronym: PSF/MVS 


Pubs: 
SGECuyms INFO/LIB 
D/ 421 


D/M 267 
D/M 267 
Available: 11/17/89 Variable Charges 
D/M 138 
D/M 138 
D/M 138 
D/M 138 
D/M 138 
D/M 38 


1 
Available: 11/17/89 Variable Charges 


$544-3084 Environment: MVS 


Available: 2/09/82 
D/M 161 


Pubs: GH12-5136 Environment: MVS,XA+NCCF 


Acronym: BTAM/SP 


Available: 4/23/82 


Pubs: GC27-0599 Environment: MVS,MVS/XA 


a) ae TSO/E Available: 3/31/85 Variable Charges 
D/ 14780 D/M 299 
D/O 14780 D/M 351 
D/O 14780 D/M 412 
D/O 17486 D/M 475 
D/O 28725 D/M 546 
D/O 37140 D/M 628 
D/O 42727 D/M 723 
Ac a Available: 5/18/83 Variable Charges 
D/ 14790 D/M 400 
D/O 14790 D/M 445 
D/O 15975 D/M 495 
D/O 26400 D/M 549 
D/O 34125 D/M 632 
D/O 39225 D/M 726 
Pubs: GC28-1061 Environment: MVS 
OCCF Available: 9/24/82 
866 D/M 288 


Pubs: GC24-5225 Environment: MVS,NCCF,ACF/VTAM 





5665-289 


5665-290 


5665-291 


5665-294 


5665-295 


5665-301 
(cont 'd) 


Charges 


ACF/VTAM V3R2 
meee BVO 


B/O 74690 B/M 2065 
20 B/O 91350 B/M 2175 
30 B/ 100750 B/M 2290 
40 B/O 131450 B/M 2520 
50 B/O 186450 B/M 2770 
60 B/O 204950 B/M 3045 


Service Code: K 
Distributed Office Support System V3R4 
18 /O 5810 B/M 16 


Test: 2 License: § 


B 0 20 
20 B/O 70260 B/M 1705 
30 B/O 83470 B/M 1795 
40 B/O 97610 B/M 1885 
50 B/ 132300 B/M 1980 
60 B/O 139000 B/M 2080 


Service Code: K Test: 2 License: S 


MVS/SP - JES3 V2.2 
+uVS/SP - JES3 V2.3 


B/O 195300 B/M 4250 
20 B/O 195300 B/M 4720 
30 B/O 195300 B/M 5245 
40 B/O 314820 B/M 5830 
50 B/O 409000 B/M 6705 
60 B/O 470300 B/M 7710 


Service Code: K Test: 2 License: § 


Library/MVS Release 2.1 (and Update C 
B/I 438 B/M 16 


Service Code: C 
Data Facility Product 
18 B/M 701 


Test: 1 License: §S 


0 D/M 526 
20 B/M 738 D/M 554 
30 B/M 775 D/M 580 
40 B/M 852 D/M 640 
50 B/M 938 D/M 703 
60 B/M —-:1030 D/M 773 


Service Code: K 


Vector peor eseens ea aia 
B/O 55120 /O 


Test: 2 License: § 


41330 


:X/Y where X= License Type 
Y= Charge Type 


Acronym: ; 
D/t 326 


Acronym: DFP/370 


Acronym: VPSS/XA 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I={initial, 


Available: 9/09/88 

Available: 12/29/89 
D/ 56010 D/M 1545 
D/O 68510 D/M 1630 
D/O 75560 D/M 1715 
D/O 98580 D/M 1890 
D/O 139800 D/M 2075 
D/O 153700 D/M 2280 

Pubs: GC30-9592 Environment: MVS/XA 

: DISOSS/370 Available: 12/18/87 
D/ 43570 D/M 1215 
D/O 52690 D/M 1275 
D/O 62600 D/M 1345 
D/O 73200 D/M 1410 
D/O 99220 D/M 1480 
D/O 104250 D/M 1560 

Pubs: GC30-3433 Environment: CICS/VS+MVS,XA — 

MVS/SP Available: 4/01/88 

MVS/SP Available: 9/29/89 
D/ 146400 D/M 3187 
D/O 146400 D/M 3540 
D/O 146400 D/M 3933 
D/O 236115 D/M 4372 
D/O 306750 D/M 5028 
D/O 352725 D/M 5782 


Pubs: GC28-1118 Environment: MVS/XA,DFP 
Available: 7/23/85 
D/M 118 


Environment: Information/Library 
Available: 3/31/84 


Pubs: GC26-4050 Environment: MVS 
Available: 3/31/83 


M=Multiple 
=Annual, P=Primary 


5-73 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5665-302 


(cont Service Code: K 


Test: 1 License: § 
MVS/Bulk Data Transfer 
B/I 5885 


5665-302 
B/M 


Test: 2 License: § 


1470 
Service Code: K 


5665-307 Print Management Facility/MVS V1R1Lvll1l 
B70 9300 B/M 358 


Service Code: K Test: 2 License: I 


5665-308 Overlay Generation Language Rl 
+Overlay somo Ba Language R2 


450 B/M 324 


Pubs: 


Acronym: 
D/t 
Pubs: 


Acronym: 


Pubs: 


Acronym: 
Acronym: 


Service Code: H Service End Date: 9/19/90 Test: 


5665-309 Financial Management System 
. B/I 11140 


B/M 2000 


Service Code: X Service End Date: 10/03/88 Test: 


5665-310 Report Management & Distribution System 
+Report er a & Distribution Sys R4 
. B/ 6305 B/M 035 


Test: 1 License: $ 


Service Code: M 


5665-311 3270-PC File Transfer Program 
B/O 865 


Service Code; E Test: 1 License: S 


5665-313 ACF/VTAM Version 3 Rel 2 
15  -B/M 16 


B/ 95 D/M 1270 
18 B/M 1785 D/M 1335 
20 B/M 1880 D/M 1410 
30 B/M 2070 D/M 1550 
40 B/M 2275 D/M 1705 
50 B/M 2500 D/M ‘1875 
60 B/M 2750 D/M 2060 


Service Code: K 


. Test: 2 License: S 
5665-314 ACF/TCAM - Version 3 | 
B/I 8845 


B/M 2945 


Service Code: K . Test: 2 License: S 


5665-316 Network Communications Control Facil 2.2 Acronym: NCCF 


GC28-1204 Environment: MVS/XA+3838 
MVS/BDT Available: 9/30/84 
4 M 1100 


410 D/ 


GC28-1313 Environment: MVS+VTAM 


PMF 


Available: 


3/25/88 


G544-3088 Environment: MVS,3800,3820 


OGL/MVS 
OGL/MVS 


2 License: I 


Available: 
Available: 


6/30/85 
3480/80 


Pubs: G520-5023 Environment: MVS+3800,3820 


ae a Available: 5/01/84 
D/ 8350 D/M 1495 
2 License: S Pubs: GH19-6274 Environment: MVS,XA+IMS/DB+COBOL 
Acronym: RMDS Available: 6/30/84 ‘ 
Acronym: RMDS Available: 1/19/90 
Pubs: GC30-3191 Environment: MVS/XA,MVS/ESA 
Acronym: Available: 7/05/88 
Environment: 1837-434 
Acronym: Available: 9/09/88 Variable Charges 


Pubs: GC30-9592 Environment: MVS/370 


Acronym: 
D/ 


TCAM Availabl 


6630 D/M 


e: 9/30/85 
2210 beet 


Pubs: GC30-3235 Environment: ACF/VTAM V2 or 3 


Available: 


6/30/85 Variable Charges 


20 B/M 551 D/M 495 
30 B/M 606 D/M 545 
40 B/M 667 D/M 600 
50 B/M 733 D/M 659 
60 B/M 806 D/M 725 
Service Code: K Test: 1 License: S Pubs: GC23-0108 Environment: XA+VTAM/TCAM 
5665-321 Network Problem Determination Applic 3.2 Acronym: NPDA Available: 6/30/85 Variable Charges 
18 B/M 390 D/M 292 
20 B/ 411 D/ 308 
30 B/M 452 D/M 339 
40 B/ 497 D/M 372 
50 B/M 547 D/M 410 
60 B/M 602 D/M 451 
NPDA cee oo Threshold sar vt Acronym: Available: 
/I 1330 B/ 212 D/ 999 D/M 159 
Service Code: K Test: 2 License: §$ Pubs: GC23-0108 Environment: NCCF Version 2+XA 
5665-327 Data Facility Data Set Services V2R3 Acronym: DFDSS Available: 7/31/87 Variable Charges 
+DFDSS V2R4 acronym: DFDSS Available: 12/30/88 
20 B/O 7560 B/M 264 D/ 5670 D/M 198 
30 B/O 7560 B/M 264 D/O 5670 D/M 198 
0 B/O 12090 B/M 264 D/O 9770 D/M 198 
+DFDSS V2R5 Beronyn: DFDSS Available: 12/29/89 
7935 B/M 264 D/ 5950 D/M 198 
20 B/O 7935 B/M 264 D/O 5950 D/M 198 
25 B/O 7935 B/M 264 D/O 5950 D/M 198 
28 B/O 7935 B/M 264 D/O 5950 D/M 198 
30 B/O 7935 B/M 264 D/O 5950 D/M 198 
32 B/O 12690 B/M 264 D/O 9520 D/M 198 
35 B/O 12690 B/M 264 D/O 9520 D/M 198 
38 B/O 12690 B/M 264 D/O 9520 D/M 198 
40 B/O 12690 B/M 264 D/O 9520 D/M 198 
50 B/O 16380 B/M 264 D/O 12280 D/M 198 
60 B/O 19010 B/M 264 D/O 14258 D/M 198 
Service Code: K Test: 1 License: § Pubs: GC26-4123 Environment: MVS/SP 
5665-329 DFHSM V2R3.1 Acronym: DFHSM Available: 1/29/88 Variable Charges 
+DFHSM V2R4 Acronym: DFHSM 2.4 Available: 12/30/88 
+DFHSM V2R5 acronym DFHSM Available: 12/29/89 
18 B/O 26460 B/M 882 D/ 19840 D/M 661 
20 B/O 26460 B/M 882 D/O 19840 D/M 661 
30 B/O 26460 B/M 882 D/O 19840 D/M 661 
40 B/O 42330 B/M 882 D/O 31750 D/M 661 
50 B/O 54610 B/M 882 D/O 40950 D/M 661 
60 B/O 63500 B/M 882 D/O 47625 D/M 661 
Service Code: K Test: 1 License: §S Pubs: GH35-0093 Environment: MVS,XA 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I={nitial, =Annual, P=Primary 


5-75 


5665-330 Personal Services/CICS R3 Acronym: Available: 12/31/87 Variable Charges 


+Personal Services/CICS R3.1 poEon ya Available: 12/23/88 
18 B/O 31310 B/M 875 D/ 23470 D/M 656 
20 B/O 31310 B/M 920 D/O 23470 D/M 690 
30 B/O 31310 B/M 970 D/O 23470 D/M 727 
40 B/O 50090 B/M 1020 D/O 37560 D/M 765 
50 B/O 64620 B/M 1070 D/O 48460 D/M 803 
60 B/O 83360 B/M 1380 D/O 62520 D/M 1035 
Service Code: M Test: 2 License: S Pubs: GC30-3292 Environment: MVS/370,MVS/XA 
5665-332 +Information eee re eae System V2.2 Acronym: IMS/VS ' Available: 12/29/88 Variable Charges 
18 B/O 149900 B/M 3120 D/ 112450 D/M 2340 
20 B/O 149900 B/M 3120 D/O 112450 D/M 2340 
30 B/O 149900 B/M 3120 D/O 112450 D/M 2340 
40 B/O 176400 B/M 3675 D/O 132300 D/M 2755 
50 B/O 226700 B/M 4400 D/O 178500 D/M 3300 
60 B/O 274550 B/M 5280 D/O 205912 D/M 3960 
IMS Data Base Product seronyms IMS Available: 11/16/87 Variable Charges 
18 B/O 92770 B/M 1930 D/ 69550 D/M 1445 
20 B/O 92770 B/M 1930 D/O 69550 D/M 1445 
30 B/O 92770 B/M 1930 D/O 69550 D/M 1445 
40 B/O 109000 B/M 2270 D/O 81850 D/M 1705 
50 B/O 140150 B/M 2720 D/O 110400 D/M 2040 
60 B/O 169800 B/M 3265 D/O 127350 D/M 2448 
IMS Logging Feature Acronym: IMS/VS Available: Variable Charges 
18 ByO 14410 B/M. 300 D/ 10810 D/M 225 
20 B/O 14410 B/M 300 D/O 10810 D/M 225 
30 B/O 14410 B/M - 300 D/O 10810 D/M 225 
40 B/O 16950 B/M 353 D/O 12710 D/M 265 
50 B/O 21790 B/M 423 D/O 17150 D/M 317 
60 B/O 26420 B/M 508 D/O 19815 D/M 381 
IMS Data Base Recovery Control Feature acronym IMS/VS Available: Variable Charges 
18 B/O 42780 B/M 890 D 32080 D/M 667 
20 B/O 42780 B/M 890 D/O 32080 D/M 667 
30 B/O 42780 B/M 890 D/O 32080 D/M 667 
40 B/O 50330 B/M 1050 D/O 37750 D/M 785 
50 B/O 64680 B/M 1255 D/O 50940 D/M 941 
60 B/O 78260 B/M 1505 D/O 58695 D/M 1128 
IMS Data Base SuEveyoe ee? Feature neronye: IMS/VS Available: Variable Charges 
18 B/O 554 B/ 115 D/ 4155 D/M 86 
20 B/O 5540 B/M 115 D/O 4155 D/M 86 
30 B/O 5540 B/M 115 D/O 4155 D/M 86 
40 B/O 6550 B/M 136 D/O 4910 D/M 101 
50 B/O 8870 B/M 164 D/O 6650 D/M 117 
60 B/O 10640. B/M 197 D/O 7980 D/M 147 
IMS Data Communication Feature Acronym: IMS/DC Available: Variable Charges 
18 B/O 177650 B/M 3700 D/ 133200 D/M 2775 
20 ‘B/O 177650. B/M .3700 D/O 133200 D/M 2775 
30 B/O 177650 B/M 3700 D/O 133200 D/M 2775 


40 B/O 2 
50 B/O 2 
60 B/O 3 


Service Code: K 


09150 
82350 
38600 


B/M 
B/M 
B/M 


4355 
5225 
6270 


Test: 2 License: 
5665-333 +NetView Performance Monitor R3 for MVS 
18 0 25290 B 3535 


B/ 29 /I 5 
20 B/O 25290 B/I 3535 
30 B/O 25290 B/I 3535 
40 B/O 40470 B/I 3535 
50 B/O 52220 B/I 3535 
60 B/O 60050 B/I 3535 


Service Code: H 


5665-337 High-Accuracy Arithmetic Subroutine Libr 
B/O 6615 


Service Code: E 


Test: 2 License: 


Test: 1 License: 


5665-338 +ACF/SSP V3R4.1 for MVS 


+ACF/SSP V3R5 fo 
15 0 


B/ 
18 B/O 
20 B/O 
25 B/O 
28 B/O 
30 B/O 
32 B/O 
35 B/O 
38 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: H Service End Date: 12/31/90 Test: 


r MVS 
28270 
29680 
31160 
32720 
32720 
32720 
34360 
34360 
34360 
34360 
36080 
37890 


+) 


S 


Ss 


5665-340 Print Services Access Racks evs V1R1 
B/O 4150 B/ 159 


Service Code: K 

5665-343 MVS CBIPO Drive 
B/O 

Service Code: C 
5665-345 SAMON V1R1.2 
+SAMON V1R1.3 
B/O 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single 


Y= Charge Type O=One Time, M=Monthly, T=fnitial, =Annual, P=Primary 


rs 
195 


9450 


Test: 2 License: 


I 


Test: 0 License: S 


B/M 


430 


D/O 156850 D/M 3265 
D/O 211780 D/M 3918 
D/O 253950 D/M 4702 
Pubs: GC26-4180 Environment: MVS or XA 
Acron NPM Available: 12/01/89 Variable Charges 
B/ 744 D/O 18960 D/I 265 D/M 55 
B/M 744 D/O 18960 D/I 2650 D/M 557 
B/M 744 D/O 18960 D/I 2650 D/M 557 
B/M 744 D/O 30350 D/I 2650 D/M 557 
B/M 744 D/O 39170 D/I 2650 D/M 557 
B/M 744 D/O 45030 D/I 2650 D/M 557 
Pubs: GH20-6350 Environment: MVS 
Acronym: ACRITH 1.3 Available: 12/31/84 
Pubs: GC33-6163 Environment: MVS,XA+5748-F03 
Acronym: ACF/SSP Available: 12/23/88 Variable Charges 
aero: ACF/SSP Available: 12/29/89 
D/0Q 21210 D/M 420 
D/O 22270 D/M 441 
D/O 23380 D/M 464 
D/O 24550 D/M 487 
D/O 25780 D/M 512 
D/O 27070 D/M 537 
D/O 28430 D/M 564 
2 License: § Pubs: GC30-3350 Environment: MVS 
Acronym: | Available: 3/25/88 
Pubs: G544-3099 Environment: MVS,XA+ISPF+3800/20 
Acronym: Available: 9/07/84 


Environment: 5751-CS1,2 


Acronym: 
Acronym: 
D/ 


SAMON 
SAMON 
8032 


5-77 


=Multiple 


Available: 12/31/87 
Available: 5/26/89 
D/M 365 


5665-346 


(cont d) Service Code: M Test: 2 License: 


5665-346 Personal Services / TSO R1.1 
+Personal Services / TSO R1.2 
18 B/O 39690 B/M 


1320 
20 B/O 39690 B/M 1320 
30 B/O 39690 B/M 1320 
40 B/O 63500 B/M 1320 
50 B/O 81920 B/M 1320 
60 > B/O 105675 B/M 320 
Service Code: M Test: 2 License: § 





5665-348 IMS Application Development Facil II 2.2 Perens m: IMSADF 
; 36380 B/M 1815 D/ 27270 


IMSADF II IMS pe aaa 


B/O 24120 B/M 1210 
IMSADF II CICS/MVS Environment 

B/O 24120 B/M 1210 
Service Code: K Test: 2 License: § 





5665-351 Page Printer Formatting Bid Release 1 
B/O 3005 B/M 115 


Service Code: E Test: 1 License: I 





5665-354 +IBM Database 2 Performance Monitor R2 
B/O 31970 B/M 1070 


Service Code: M Test: 1 License: §S 





5665-355 CICS/VS Perf. ones Report Systm Rl 
B/M 992 D/M 743 


Service Code: E Test: 1 License: S 
5665-356 GDDM/MVS 2.2 
18 B/O 7435 B/M 222 
20 B/O 7435 B/M 247 
30 B/O 8220 B/M 274 
40 B/O 16460 B/M 343 
50 B/O 26680 B/M 429 
/O 333 536 
GDDM Ver. 2.2 with PCLK Feature 
B/O 57 173 
20 B/O 5785 B/M 192 
30 B/O 6390 B/M 213 
40 B/O 12770 B/M 266 
50 B/O 20170 B/M 333 
60 B/O 25880 B/M 416 


Pubs: GH12-5160 Environment: MVS 


Acronym: 
Acronym: 


D 

D/9 
he 
D/O 
D/O 


—~ 
io) 


29760 
29760 


Available: 1/29/88 
Available: 12/02/88 
D 992 


/M 
D/M 992 
D/M 992 
D/M 992 
D/M 992 
D/M 992 


Pubs: GC30-3301 Environment: TSO/E 


Acrorgm 


Acre 


2 
18090 
18090 


Available: 9/12/86 
Available: 
Available: 


Pubs: GH20-6591 Environment: IMS 


Acronym: 


Available: 12/31/85 


Variable Charges 


Pubs: G544-3181 Environment: MVS,XA+3800-III,3820 
Acronym: DB2PM 


Available: 12/30/88 


Pubs: SH20-6857 Environment: MVS/370,MVS/XA&ESA 


Acronym: CICSPARS 


Available: 3/31/86 


Environment: CICS/MVS 


Available: 3/25/88 
D/M 167 


/ 
D/M 185 
D/M 206 
D/M 257 
D/M 321 
D/M 402 
Available: 3/25/88 
D/M 129 
D/M 144 
D/M 159 
D/M 199 
D/M 249 
D/M 312 


Variable Charges 


Variable Charges 


5665-360 DBCS Ordering Puppet Program Rel. 2 
B/M 75 D/M 


5665-361 


Service Code: M 


5665-362 NetView R2 


(cont'd) 


Test: 


2 License: § 


281 


Pubs: 


Acronym: 


GC33-0319 Environment: MVS 


DBCS 


Available: 12/04/87 


Environment: DB2,DFSORT 


Service Code: M Test: 1 License: §& 
NetView Rel 2 Acronym: 
15 B/M 1050 D/M 787 
18 B/M 1110 D/M 832 
20 B/M 1165 D/M 873 
30 B/M 1225 D/M 918 
40 B/M 1285 D/M 963 
50 B/M 1350 D/M 1010 
60 B/M 1415 D/M 1060 
Service Code: K Test: 2 License: § Pubs: GC30-3463 
Acronym 
+NetView R3 for MVS/XA ACEOU Tm: NetView 
18 B/O 41400 B/M 1245 D/ 31050 
20 B/O 49780 B/M 1310 D/O 37330 
30 B/O 59340 B/M 1380 D/O 44500 
40 B/O 72960 B/M 1520 D/O 54720 
50 B/O 103650 B/M 1670 D/O £77730 
60 B/O 113950 B/M 1835 D/O 85460 
MVS/XA vapenese: sents Feature Acronym: NetView 
o Charge 
Service Code: K Test: 2 License: § Pubs: GC30-3463 
5665-365 NetView/Access (MVS) V1R1 Acronym: Netview 
+NetView/Access (MVS) V1R1.1 Acronym: Netview 
+NetView/Access (MVS) V1R2 perenen: Netview 
B 11760 B/M 535 D/ 9995 
Service Code: M Test: 2 License: §S Pubs: GH12-5192 
5665-366 Screen Definition Facility II V1 Rl Acronym: SDF 
+Screen Definition Facility II V1R2 Acronym: SDF 
18 B/O 19840 B/M 661 D/ 14870 
20 B/O 19840 B/M 661 D/O 14870 
30 B/O 19840 B/M 661 D/O 14870 
40 B/O 31750 B/M 661 D/O 23810 
50 B/O 40960 B/M 661 D/O 30710 
60 B/O 52840 Bie 661 D/O 39630 
Screen Definition Facility II MFS Featur Acron IMS/MFS 
18 B/O 11570 B/M 385 D/ 8690 
20 B/O 11570 B/M 385 D/O 8690 
30 B/O 11570 B/M 385 D/O 8690 
40 B/O 18520 B/M 385 D/O 13910 
Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multi 
Y= Charge Type O=One Time, M=Monthly, I={nitial, 


5-79 


Environment: MVS/370+ACF/VTAM 
Available: 12/31/87 
Available: 5/26/89 
D/M 933 
D/M 982 
D/M 1035 
D/M 1140 
D/M 1250 
D/M 1375 
Available: 5/26/89 

Environment: MVS/XA 
Available: 12/31/87 
Available: 5/26/89 
Available: 12/31/89 
D/M 454 

Environment: MVS 
Available: 3/20/87 
Available: 5/26/89 
D/M 495 
D/M 495 
D/M 495 
D/M 49: 

D/M 495 
D/M 495 
Available: 2/28/87 
D/M 289 
D/M 289 
D/M 289 
D/M 289 
le 


Available: 


11/13/87 


=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5665-366 
(cont d) 


5665-368 


5665-370 


5665-371 


5665-372 


5665-373 


5665-382 


23890 


B/M 385 
30820 


B/M 385 


Test: 1 License: S 


D/O 


B/O 
} D/O 


B/O 


Service Code: M 


50 
60 


Vector tr as Subsys 
B/QO 441 


Vector Facilit Acronym: 
00 0 


D/O 3307 


Service Code: E Test: 1. License: § 


17940 
23115 


289 


D/M 
289 


D/M 


Pubs: GH19-6114 Environment: MVS+ISPF 


Available: 3/31/86 


Pubs: GC23-0625 Environment: Vector Facility 


MVS/DITTO Acronym: DITTO Available: 11/30/86 Variable Charges 
+MVS/DITTO R2 Acronym: DITTO Available: 5/31/89 
18 B/O 8930 B/M 297 D/ 7605 D/M 253 
20 B/O 8930 B/M 297 D/O 7605 D/M 253 
30 B/O 8930 B/M 297 D/O 7605 D/M 253 
40 B/0 14280 B/M 297 D/O 12160 D/M 253 
50 B/O 18420 B/M 297 D/O 15660 D/M 253 
60 B/O 23760 B/M 297 D/O 20196 D/M 253 
Service Code: M Test: 1 License: S Pubs: SH19-6112 Environment: MVS/XA,MVS/370,ESA 
OPC/A Event Manager Subsystem V1R1 Acronym: OPC/A Available: 5/30/87 
+OPC/A Event eae Subsystem V1R2 peronym: OPC/A Available: 5/05/89 
B/0 18000 B/M 820 D/ 13500 D/M 615 
Service Code: M Service End Date: 5/05/90 Test: 2 License: § Pubs: GH19-6444 Environment: MVS SP,ESA,XA,370 
OPC/A Production Control System V1R1 Acronym: OPC/A 2.0 Available: 5/30/87 
+OPC/A Production Control System V1R2 peronym: OPC/A 2.0 Available: 5/05/89 
‘B/G 50000 B/M 2270 D/ 37500 D/M 1705 
Service Code: M Service End Date: 5/05/90 Test: 2 License: § Pubs: GH19-6444 Environment: MVS SP,ESA,XA,370 
OPC/A Network Event Communicator V1R1 Acronym: OPC/A 2.0 Available: 5/30/87 
+OPC/A Network Event Communicator V1R2 a a OPC/A 2.0 Available: 5/05/89 
~ B/G 21600 B/M 980 D/ 16200 D/M 735 
Service Code: M Service End Date: 5/05/90 Test: 2 License: § Pubs: GH19-6444 Environment: MVS XA,SP,ESA,370 
DisplayWrite/370 for MVS/CICS Acronym: Available: 1/29/88 Variable Charges 
+DisplayWrite/370 V1R2.1 for MVS/CICS Beronym: Available: 12/30/88 
18 B/G 15430 B/M 732 D/ 11570 D/M 551 
20 B/O 15430 B/M 732 D/O 11570 D/M aot 
30 B/O 15430 B/M 732 D/O 11570 D/M 551 
40 B/O 15430 B/M ey D/O 11570 D/M 551 
50 B/C 19900 B/M 732 D/O 14930 D/M 551 
60 B/O 25670 B/M 732 D/O 19250 D/M 551 
+Image Gree ics Feature Acronym Available: 12/30/88 Variable Charges 
18 /C 10470 B/M 495 D/ 7850 D/M 372 
20 B/C 10470 B/M 495 D/O 7850 D/M 372 
30 B/C 10470. B/M 495 D/O 7850 D/M 372 


40 B/Q 10470 B/M 495 D/O 7850 D/M 372 


50 B/O 13510 B/M 495 D/O 10130 D/M 372 

60 B/O 17420 B/M 495 D/O 13070 D/M 372 

Service Code: M Test: 0 License: S Environment: MVS/CICS/0OS/VS 
5665-393 +INFOREM III Base Acronym: Available: 3/10/89 Variable Charges 

10 B/A 7800 D/A 5850 B/ 57200 D/P 42900 

15 B/A 7800 D/A 5850 B/P 57200 D/P 42900 

18 B/A 7800 D/A 5850 B/P 57200 D/P 42900 

20 B/A 7800 D/A 5850 B/P 57200 D/P 42900 

30 B/A 7800 D/A 5850 B/P 57200 D/P 42900 

40 B/A 9205 D/A 6905 B/P 67500 D/P 50630 

50 B/A 11040 D/A 8280 B/P 81000 D/P 60750 

60 B/A 13240 D/A 9930 B/P 97200 D/P 72900 

Service Code: E Test: 2 License: § Pubs: GH21-0832 Environment: VSE/SP,MVS 
5665-394 +INFOREM III Allocation pcroure: Available: 3/10/89 Variable Charges 

10 B/A 4200 D/A 3150 B 30800 D/P 23100 

15 B/A 4200 D/A 3150 B/P 30800 D/P 23100 

18 B/A 4200 D/A 3150 B/P 30800 D/P 23100 

20 B/A 4200 D/A 3150 B/P 30800 D/P 23100 

30 B/A 4200 D/A 3150 B/P 30800 D/P 23100 

40 B/A 4955 D/A 3715 B/P 36350 D/P 27270 

50 B/A 5950 D/A 4650 B/P 43610 D/P 32710 

60 B/A 7145 D/A 5359 B/P 52320 D/P 39240 

Service Code: E Test: 2 License: § Pubs: GH21-0832 Environment: VSE/SP,MVS 
5665-396 +ECF TSO/E Servers Acronym: ECF Available: 5/26/89 Variable Charges 

18 B/O 44640 B/M 1485 

20 B/O 44640 B/M 1485 

30 B/O 44640 B/M 1485 

40 B/O 71440 B/M 1485 

50 B/O 92150 B/M 1485 

60 B/O 118850 B/M 1485 

ECF TSO/E Requesters V1.2 Acronym: ECF Available: 5/26/89 Incremental Tier Charges 

01 B/O 3305 B/M 220 

0 B/O 4130 B/M 275 

03 B/O 5785 B/M 385 

04 B/O 11570 B/M 771 

05 B/O 10740 B/M 716 

06 B/O 19840 B/M 1320 

07 B/O 44640 B/M 2975 

08 B/O 77720 B/M 5180 

Service Code: M Test: 1 License: 5 Pubs: GC23-0957 Environment: XA+PC Requestor 
5665-397 Service Level Reporter 3.0 Acronym: SLR Available: 3/06/87 

+Service Level Reporter V3R2 Acronym: SLR Available: 6/02/89 
B/M 900 D/M 675 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=fnitial, =Annual, P=Primary 


5-81 


5665-397 


(cont d) 
Service Code: M Test: 2 License: § Pubs: GH19-6529 Environment: MVS 
5665-402 +ISPF/PDF V3 for MVS Acronym: ISPF/PDF Available: 5/19/89 Variable Charges 
+ISPF/PDF V3R2 for MVS Acronym: ISPF/PDF Available: 3/23/90 
18 B/O 43200 B/M 812 D/ 32400 D/M 609 
20 B/O 43200 B/M 855 D/O 32400 D/M 641 
25 B/O 43200 B/M 900 D/O 32400 D/M 675 
28 B/O 43200 B/M 900 D/O 32400 D/M 675 
30 B/O 43200 B/M 900 D/O 32400 D/M 675 
32 B/O 50880 B/M 1060 D/O 38160 D/M 795 
35 B/0 50880 B/M 1060 D/O 38160 D/M 795 
38 B/O 50880 B/M 1060 D/O 38160 D/M 795 
40 B/O 50880 B/M 1060 D/O 38160 D/M 795 
50 B/O 68740 B/M 1270 D/O 51555 D/M 952 
60 B/0O 82350 B/M 1525 D/O 61762 D/M 1143 
Service Code: H Service End Date: 12/28/90 Test: 2 License: S Pubs: GC34-4133 Environment: MVS/XA,MVS/ESA 
5665-403 +CICS/MVS V2R1 Acronym: Available: 3/10/89 Variable Charges 
+CICS/MVS V2R1.1 acrouye: Available: 6/30/89 
18 B/O .82180 B/M 2095 D/ 61640 D/M 1570 
20 B/O 82180 B/M 2325 D/O 61640 D/M 1740 
30 B/O 82180 B/M 2585 D/O 61640 D/M 1935 
40 B/O 137950 B/M 2870 D/O 103460 D/M 2150 
50 B/Q 213600 B/M 3445 D/O 160150 D/M 2580 
B/Q 256300 B/M 4130 D/O 192200 D/M 3095 
+Data Tables Feature Acron Available: 3/10/89 Variable Charges 
B/C 850 B/M 455 D/ 13385 D/M 341 
20 B/O 17850 B/M 506 D/O 13385 D/M 379 
30 B/O 17850 B/M 562 D/O 13385 D/M 421 
40 B/O 29950 B/M 624 D/O 22460 D/M 468 
50 B/O 48290 B/M 780 D/O 36215 D/M 585 
60 B/Q 60360 B/M 975 D/O 45270 D/M 731 
Service Code: M Test: 2 License: S Pubs: GC33-0155 Environment: XA 
5665-408 IMS/ESA V3R1 Database Manager se a Py Available: 12/15/89 Variable Charges 
30 B/G 149900 B/M 3120 D/O 112450 D/M 2340 
32 B/G 156000 B/M 3250 D/O 117000 D/M 2437 
35 B/Q 162450 B/M 3385 . D/O 121900 D/M 2540 
38 B/G 169200 B/M 3525 D/O 176400 D/M 2645 
40 B/C 176400 B/M 3675 D/O 132300 D/M 2755 
50 B/C 226750 B/M 4405 D/O 179132 D/M 3303 
60 B/G 269550 B/M 5285 D/O 202162 D/M 3963 
Surveyor Feature peronye: eT LESS Available: 12/15/89 Variable Charges 
B/C 5540 B/M 115 D/ 4155 D/M 86 
32 B/G 5750 B/M 120 D/O 4300 D/M 90 
35 B/C 5995 B/M 125 D/O 4480 D/M 93 
38 B/O 6245 B/M 130 D/O 4670 D/M 97 
40 B/C 6550 B/M 136 D/O 4910 D/M 101 


5665-413 


5665-416 


5665-417 


5665-418 


50 B/O 8875 B/M 164 


IBA Umbrella stem 


S 
+IBA Umbrella Systen V1R2 
B/O 20500 


Service Code: I Test: 2 License: 


IBA Online Delivery System 


+IBA Online Dervery System V1R2 
. B/O 330750 


Service Code: I Test: 2 License: 
IBA Online Collections System 
B/O 220500 
Service Code: I Test: 2 License: 
IBA Preferred Client Services System 
B/O 248050 
Service Code: I Test: 2 License: 


60 B/O 10640 B/M 197 
Service Code: M Test: 2 License: § 
5665-409 +1MS/ESA V3R1 Transaction Manager 
30 B/O 177650 B/ 3700 
32 B/O 185050 B/M 3855 
35 B/O 192750 B/M 4015 
38 B/O 200900 B/M 4185 
40 B/O 209150 B/M 4355 
50 B/O 282450 B/M §225 
60 B/O 338600 B/M 6270 
Surveyor Feature | 
/O 5280 B/M 110 
40 B/O 6240 B/M 130 
50 B/O 8100 B/M 150 
Service Code: M Test: 2 License: § 
5665-411 +Direct Telecommunication Network Link R2 
B/O 25000 B/M 1250 
Service Code: M Test: 1 License: § 
' 5665-412 +Direct Telecommunication Network Link R2 
B/O 30000 B/M 1500 
Service Code: M Test: 1 License: S 


D/O 6656 D/M 123 

D/O 7980 D/M 147 

Pubs: GC26-4275 Environment: IMS/MVS 
net ony a: IMS/ESA Available: 12/15/89 

D/ 133200 D/M 2775 

D/O 138700 D/M 2890 

D/O 144500 D/M 3010 

D/O 150500 D/M 3135 

D/O 156850 D/M 3265 

D/O 211837 D/M 3918 

D/O 253950 D/M 4702 
pe ae IMS/ESA Available: 3/31/90 

D/ 3960 D/M 82 

D/O 4680 D/M 97 

D/O 6075 D/M 112 


Environment: IMS/MVS 
Acronym: DTNL/370 Available: 11/11/88 


Pubs: GH12-5166 Environment: MVS/CICS 
Acronym: DTNL/370 Available: 11/11/88 


Pubs: GH12-5166 Environment: MVS/IMS 
Acronym: Available: 3/31/87 
Acronym: Available: 11/18/88 

Environment: MVS+IMSDB+DC or CICS 
Acronym: Available: 3/31/87 
Acronym: Available: 2/09/90 

Environment: IBM SolutionPac 


Acronym: Available: 3/31/87 


Environment: IBM SolutionPac 


Acronym: Available: 3/31/87 


Environment: IBM SolutionPac 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Charge Type O=One Time, M=Monthly, I={nitial, =Annual, P=Primary 


5-83 


Variable Charges 


Variable Charges 


5665-420 IBA meanest Information System . Acronym: Available: 3/31/87 














248050 
Service Code: I Test: 2 License: §$ Environment: IBM SolutionPac 
5665-422 MERVA/370 V1 for MVS/CICS Acronym: MERVA/370 Available: 6/14/88 
+MERVA/370 V1R2 for MVS/CICS Acronym: MERVA/370 Available: 8/04/89 
B/O 57750 B/M 2885 D/ 49088 D/M 2452 | 
Service Code: H Service End Date: 9/30/90 Test: 1 License: $ Environment: MVS/CICS. 
§665-423 MERVA/370 V1R1 for MVS/IMS Acronym: MERVA/370 Available: 6/14/88 
+MERVA/370 V1R2 for MVS/IMS Acronym: MERVA/370 Available: 8/04/89 
B/O 68250 B/M 3410 D/ 58013 D/M 2899 
Service Code: H Service End Date: 9/30/90 Test: 1 License: S Environment: MVS/IMS 
5665-424 DSNL/370 V2Ri for MVS/CICS Acronym: DSNL/370 Available: 6/14/88 
+DSNL/370 V2R2 for MVS/CICS Pcroure: DSNL/370 Available: 8/04/89 
B/O 21000 B/M 1050 D/ 17850 D/M . 893 
Service Code: H Service End Date: 9/30/90 Test: 1 License: S Environment: MVS/CICS . 
5665-427 DSNL/370 V2Ri. for MVS/IMS Acronym: DSNL/370 Available: 6/14/88 
+DSNL/370 V2R2 for MVS/IMS ac ronya: DSNL/370 Available: 8/04/89 
B/O 26250 B/M 1310 D/ 22313 D/M 1114 
Service Code: H Service End Date: 9/30/90 Test: 1 License: S Environment: MVS/IMS 
5665-428 3728 Matrix Switch Host Facility Acronym: Available: 11/30/86 
B/O 6615 
Service Code: M Test: 1 License: § Pubs: G520-6040 Environment: NetView/NCCF+MVS ,XA 
5665-429 Interactive Schematic Builder V2 Acronym: Available: 12/31/86 
+Interactive Schematic Builder V2R3 Acronym: Available: 9/29/89 
B/O 9000 
‘Service Code: H Service End Date: 12/12/90 Test: 2 License: S Pubs: GH20-7224 Environment: MVS 
5665-430 Advanced Control Syst Host Support V2R2 Acronym: RPMS Available: 12/31/86 
+Advanced Cont:rol Syst Host Support V2R3 Acronym: RPMS Available: 9/29/89 
Reertine Bon Bendeement System Base Acronym: Available: 12/31/89 ' Incremental Tier Charges 
02 B/O 70000 
03 B/O 65000 
hese eoneEer operon Feature Acronym: © Available: 12/31/89 - Incremental Tier Charges 


02 B/O 60000 
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Service Code: E 


5665-431 Signal Interface R2.0 Acronym: Available: 12/31/86 
+Signal Interface V2R3 Acronym: Available: 9/29/89 
B/O 20000 
Service Code: H Service End Date: 12/12/90 Test: 2 License: § Pubs: GH20-7224 
5665-432 Special Real Time Operating System V2R2 Acronym: Available: 12/31/86 
+Special Real Time a System V2R3 Acronym: Available: 9/29/89 
B/O 4000 
Service Code: H Service End Date: 12/12/90 Test: 2 License: § Pubs: GH20-7224 
5665-433 Algorithm Generation Language V2R2 Acronym: Available: 10/31/86 — 
+Algorithm Generation Language V2R3 Acronym: Available: 9/29/89 
B/O 12120 
Service Code: H Service End Date: 12/12/90 Test: 2 License: § Pubs: GH20-7238 
5665-460 DisplayWrite/370 R2 Base Product Acronym: Available: 1/29/88 
+DisplayWrite/370 V1R2.1 Base Product i Available: 12/30/88 
18 B/O 15430 B/M 732 D/ 11570 D/M 551 
20 B/O 15430 B/M 732 D/O 11570 D/M 551 
30 B/O 15430 B/M 732 D/O 11570 D/M 551 
40 B/O 15430 B/M 132 D/O 11570 D/M 551 
50 B/O 19900 B/M 732 D/O 14930 D/M 551 
2567 B/M 732 D/O 19250 D/M 5 
Sy a ae dea re w/image ropnies peronye "Rep Available: 12/30/88 
B/O 10470 B/M 495 D/O 7850 D/M 372 
30 B/O 10470 B/M 495 D/O 7850 D/M 372 
40 B/O 10470 B/M 495 D/O 7850 D/M 372 
50 B/O 13510 B/M 495 D/O 10130 D/M 372 
60 B/O 17420 B/M 495 D/O 13070 D/M 372 


Service Code: M 


5665-461 Repositor ona V1R1 
30 8/0 4080 B 


Test: O License: § 


/M 

B/O 110650 B/M 

35 B/O 130100 B/M 
38 B/O 153100 B/M 
40 B/O 180000 B/M 
50 B/O 243000 B/M 
60 B/O 291600 B/M 


Service Code: M 


5665-462 Query DL/I 
= ‘310 26460 


(cont 'd) 


Charges:X/Y where X= License Type B=Basic, 
Y= O=One Time, M=Monthly, T={nitial, =Annual, P=Primary 


= Charge Type 


Test: 2 License: § 


B/M 


Test: 2 License: U Pubs: GHO9-8060 Environment: MVS/SP 


Environment: MVS/TSO 


Acronym: Available: 6/29/90 
1960 
2305 
2710 
3190 
3750 
4500 
5400 
Environment: MVS/ESA,MVS/XA 
erent Available: 6/26/87 
1100 D/ 19840 D/M 826 


=DSLO, S=Single, M=Multiple 
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Environment: MVS 


Environment: MVS 


Environment: MVS 


Variable Charges 


Variable Charges 


Variable Charges 


5665-463 
(cont ‘d) 


5665-463 


5665-464 


5665-465 


5665-478 


5665-479 


5665-480 





Service Code: M Test: 0 License: § 
CICS Distributed Data Management 1.0 
B/O 4410 B/M 275 
Service Code: M Test: 2 License: § 
OFSP/MVS Office Support Program 
_+OFSP/MVS Office Support peeps am R2.1 
B/M 36 /M 2700 
+OFSP/MVS Mailing Feature . 
B/M 2480 D/M 1860 
Service Code: E Test: 2 License: S 
DCP/MVS 
+DCP/MVS R2.1 
B/M 2840 D/M 2130 
Service Code: E Test: 2 License: S 
Image Handling Facility V2.0 
‘Image Handling Facility V2R1.1 
B/O 26460 B/M 551 
Service Code: M Test: 2 License: $ 
ADPS/M MVS 
18 B/O 30000 B/M 729 
20 B/O 30000 B/M 810 
30 B/O 30000 B/M 900 
40 B/O 48000 B/M 1000 
50 B/O 68110 B/M 1100 
60 B/O 7502 B/M 1210 
Service Code: M Test: 2 License: S 
ADPS/P MVS 
18 B/O 61500 B/ 1495 
20 B/O 61500 B/M 1661 
25 B/O 61500 D/O 46125 
28 B/O 61500 D/O 46125 
30 B/O 61500 B/M 1845 
32 B/O 98400 D/O 73800 
35 B/O 98400 D/O 73800 
38 B/O 98400 D/O 73800 
40 B/ 98400 B/M 2050 
50 B/O 139650 B/M 2255 
60 B/O 153750 B/M 2480 
Service Code: M Test: 2 License: §S 


Environment: IMS/VS or CICS/OS 


Acronym: 
d/o 
Pubs: 


Acronym: 
Acronym: 


Acronym: 


CICS/DDM 
3305 


Availabl 


D/M 


e: 
206 


$C21-8066 Environment: 


Available: 
Available: 


Available: 


OFSP/MVS 
OFSP/MVS 


Environment: MVS 


Available: 
Available: 


Acronym: 
Acronym: 


DCP 


Environment: MVS 


Available: 


Acronym: 
a ha 


D/ 


Pubs: SH12-5279 Environment: MVS+GDDM 


ay a 


fo) 


Pubs: 
Acronym: 

D/O 

D/O 


D/O 


' D/O 
D/O 
D/O 


IHF V2R1.1 Available: 6/02/88 
198 D/M 413 


40 


ADPS/P 
22500 
22500 
22500 
36000 
51080 
56265 


GH19-8109 Environment: 


rath 
4612 
46125 


46125 


73800 
104730 
115312 


Available: 

D/M 546 
D/M 607 
D/M 675 
D/M 750 
D/M 825 
D/M 907 
Available: 

D/M 1121 
D/M 1245 
D/M 1383 
D/M 1537 
D/M 1691 
D/M 1860 


3/31/87 
MVS 


9/02/88 
2493489 


5/19/89 


9/02/88 
3415/89 


12/31/87 


9/30/89 


MVS/SP 
9/30/89 


Pubs: GH19-8109 Environment: MVS/SP 
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Variable Charges 


Variable Charges 


5665-487 


5665-948 
5665-950 


5665-955 


5666-263 


5666-264 
(cont d) 


Charges 


Y= Charge Type 


O=One Time, M=Monthly, I=Initial, 


5-87 


NetView FTP MVS Base Program Rl Acron FTP Available: 4/29/88 Variable Charges 
20 B/O 15750 B/M 577 D/ 11810 D/M 432 
30 B/O 15750 B/M 577 D/O 11810 D/M 432 
40 B/O 25200 B/M 577 D/O 18900 D/M 432 
50 B/O 34130 B/M S77 D/O 25590 D/M 432 
60 B/O 46220 B/M 577 D/O 34660 D/M 432 
+NetView FTP MVS AFF Feature Acron FTP AFF Available: 12/30/88 Variable Charges 
20 B/O 8190 B/M 300 D/ 6140 D/M 224 
30 B/O 8190 B/M 300 D/O 6140 D/M 224 
40 B/O 13100 B/M 300 D/O 9825 D/M 224 
50 B/O 17740 B/M 300 D/O 13300 D/M 224 
60 B/O 24020 B/M 300 D/O 18020 D/M 224 
Service Code: M Test: 1 License: § Environment: SNA/370,MVS 
5665-488 System Display & Search Facility Enhance Acronym: SDSF Available: 4/30/88 Variable Charges 
+System Display & Search Facility R2 Acronym: SDSF Available: 3/31/89 
a yeeee Display & Search Facility R3 Peron: SDSF Available: 3/30/90 
1 B/O 11570 B/M 347 D/ 8677 D/M 260 
20 B/O 11570 B/M 365 D/O 8677 D/M 273 
30 B/O 11570 B/M 385 D/O 8677 D/M 288 
40 B/O 20340 B/M 423 D/O 15255 D/M° 317 
50 B/O 28850 B/M 465 D/O 21637 D/M 348 
60 B/O 31740 B/M 512 D/O 23805 D/M 384 
Service Code: M Test: 2 License: §S Pubs: GC23-0406 Environment: MVS/SP-JES2 
BASIC/MVS Release 2 Acronym: Available: 3/31/84 
B/I 4590 B/M 765 D/ 3440 D/M 574 
Service Code: K Test: 1 License: § Pubs: GC26-4023 Environment: MVS 
Information / Access Vl aaa ak Available: 5/31/84 
B/O 3465 B/I 297 B/ 380. D/O 2595 D 222 D/M 283 
Service Code: X Service End Date: 6/03/88 Test: 1 License: S Pubs: GC34-2096 Environment: V2 of INFO/SYS 
qncoreer ton] ee Acronym: INFO/MVS Available: 9/30/83 . 
Info/MVS Direct Load Feature Acronym: Available: 
B/M 459 ; 
Service Code: C Test: O License: § Environment: 5665-952 
Financial Management System pe a Available: 7/14/82 
B/I 3240 B/M 1235 D/ 2430 D/M 932 
Service Code: X Service End Date: 10/03/88 Test: 2 License: S$ Pubs: GH19-6196 Environment: VSE+DL/1I+COBOL 
Distributed Office Support / 370 Ver 2 Acronym: DISOSS/VSE Available: 1/24/83 
:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


=Annual, P=Primary 


5666-264 
(cont d) 


5666-266 


5666-270 


5666-273 


5666-274 
5666-275 


5666-276 


5666-277 


32370 B/M 1470 


Test: 2 License: S 


B/O 
Service Code: K 


COBOL Support for 4700 Finance System 
/I 1175 B/M 453 
Service Code: K Test: 1 License: § 


Distributed Office Support System V3R4 
10 B/M 623 D 4 


/ 2 7M 67 
15 B/M 656 D/M 492 
18 B/M 690 D/M 518 
20 B/M 725 D/M 544 
30 B/M 761 D/M 571 
40 B/M 799 D/M 599 
50 B/M 839 D/M 629 
60 B/M 881 D/M 661 


Service Code: K 
POWER/VSE V2.3 
10 B/O 


Test: 2 License: §S 


/ 1635 B/M 173 
15 B/O 2185 B/M 182 
18 B/O 2865 B/M 191 
20 B/O 3620 B/M 201 
30 B/O 5065 B/M 211 
40 B/O 6630 B/M 221 
50 B/O 6840 B/M 228 
60 a 7060 gE 235 
VSE/POWER Shared Spooling - V2 


Service Code: X Service End Date: 


RPG II Compiler 
B/M 176 D/M 132 


Service Code: K Test: 1 License: S$ 


DL/TI 


472 D/M 354 


Test. 2 License: §S 


B/M 
Service Code: K 


PL/I Optimizer & Library 
B/M 382 D/M 286 
Service Code: K Test: 1 License: §S 


PL/I Transient Library 


12/31/88 Test: 


24370 D/M 1105 
GH12-5139 Environment: DOS/VSE & CICS/VS 


Acronym: FCS Available: 8/31/83 
D/ 884 D/M 339 


Pubs: GL23-0078 Environment: DOS/VSE 
Acronym: DISOSS/370 Available: 12/18/87 


D/O 
Pubs: 


Pubs: GC30-3433 Environment: CICS/VS+VSE 


Acronye: POWER/VSE Available: 7/31/87 
D/ 1475 D/M 156 

D/O 1960 D/M 164 

D/O 2580 D/M 172 

D/O 3260 D/M 181 

D/O 4560 D/M 190 

D/O 5965 D/M 199 

D/O 6155 D/M 205 

D/O 6355 D/M 212 
Acronym: POWER Available: 10/18/82 


1 License: S. 


Acronym: Available: 4/22/82 


Pubs: 
Acronym: 


GC33-6143 Environment: SSX/VSE 
Available: 5/01/84 


Pubs: GH20-1246 Environment: SSX/VSE 


Acronym: Available: 4/22/82 


Pubs: GC33-6143 Environment: SSX/VSE 


Acronym: Available: 4/22/82 


5-88 


Variable Charges 


Variable Charges 


Pubs: GC33-6168 Environment: VSE/AF V2 


5666-281 


5666-284 


5666-285 


5666-292 


5666-295 


(cont'd) 


Charges:X/Y where 


B/M 37 D/M 27 
Service Code: K Test: 1 License: § Pubs: 
ISPF Program peve copment Facility 1.1 Acron 

B/O 88 B/I 1055 B/ 
Service Code: K Test: 1 License: § Pubs 
VSE Distributed Sy enone Node Exec 1.2 ae) 
10 B/O 27/730 B/M 182 D/ 
15 B/O 3045 B/M 203 D/O 
18 B/O 3375 B/M 225 D/O 
20 B/O 3750 B/M 250 D/O 
30 B/O 4170 B/M 278 D/O 
40 B/O 4590 B/M 306 D/O 
50 B/O 5040 B/M 336 D/O 
60 B/O 5540 B/M 370 D/O 
Service Code: K Test: 1 License: S Pubs 
Network Communications Control Facil 2.2 BEL CEy De 
10 B/O 2135 B/M 223 D/ 
15 B/O 2985 B/M 234 D/O 
18 B/O 4715 B/M 246 D/O 
20 B/O 5775 B/M 258 D/O 
30 B/ 8660 B/M 271 D/O 
40 B/O 14580 B/M 285 D/O 
50 B/O 15300 B/M 299 D/O 
60 B/O 16080 B/M 314 D/O 
Service Code: K Test: 1 License: S Pubs 
Query Management Facilit Acronym: 
10 d BIO 7545 = B/M 574 d/o 
15 B/O 10060 B/M 605 D/O 
18 B/O 15090 B/M 637 D/O 
20 B/Q 17600 B/M 671 D/O 
30 B/O 25150 B/M 707 D/O 
40 B/O 40250 B/M 813 D/O 
50 B/O 40250 B/M 934 D/O 
60 B/O 46230 B/M 1075 D/O 
Service Code: K Test: 2 License: § Pubs 
Network Problem Determination Applic V3  Acron 
10 B/O 1525 B/I 1330 B/ 
15 B/O 2145 1330 B/M 
18 B/O 3375 B/I 1330 B/M 
20 B/O 4145 B/I 1330 B/M 
30 B/O 6210 B/I 1330 B/M 
40 B/O 10470 B/I 1330 B/M 

X= License Type B=Basic, D=DSLO, S=Single 


Charge Type 


O=One Time, M=Monthly, I= 


3-89 


121 


: GC33-6143 Environment: SSX/VSE 
: ISPF/PDF Available: 4/16/85 
164 D/I 793 D/M 
: GC34-2078 Environment: VSE+ICCF 
DSNX Available: 3/31/87 
2455 D/M 164 
2740 D/M 183 
3040 D/M 203 
3375 D/M 225 
3755 D/M 250 
4130 D/M 275 
4535 D/M 302 
4985 D/M 333 
$C33-6210 Environment: VSE+DSX 
NCCF Available: 12/31/85 
1920 D/M 200 
2685 D/M 210 
4240 D/M 221 
5195 D/M 232 
7790 D/M 243 
13120 D/M 256 
13770 D/M 269 B/P 
14470 D/M 282 
GC23-0108 Environment: VSE+VTAM/TCAM 
QMF Available: 12/31/83 
6780 D/M 5.16 
9045 D/M 544 
13580 D/M 573 
15820 D/M 603 
22610 D/M 636 
36180 D/M 731 
36180 D/M 840 
41607 D/M 967 
GH24-5033 Environment: SQL+5746-XX3+GDDM 
NPDA Available: 12/31/85 
159 D/O 1140 D/I 
167 D/O 1605 D/I 
175 D/O 2530 D/I 
184 D/O 3105 D/I 
193 D/O 4655 D/I 
203 D/O 7850 D/I 
M=Multiple 
tnitial, ATAnnial, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


119 
D/M 125 
D/M 131 
D/M 138 
D/M 144 
D/M 152 


5666-295 
(cont d) 


5666-301 


5666-302 


5666-313 


10980 


50 B/O 
11560 


60 B/O 


NPDA Threshold Analysis feature 
B/M 313 D/M 


Service Code: K 


Service Code: K 


B/I 1330 
B/I 1330 
158 


5666-318 Personal Services / CICS R3 


+Personal Services / CICS R3.1 
10 B/O 7500 B/I 1235 
15 B/O 9975 B/I 1235 
18 B/O 13350 B/I 1235 
20 — B/O 17475 B/I 1235 
30 B/O 24975 B/I 1235 


Test: 2 License: S 


Ss 


Ss 


- VSE Advanced Functions Version 2.1 

-10 B/O 4340 B/M 458 
15 B/O 5790 B/M 481 
18 B/O 9090 B/M 505 
20 B/O 11130 B/M 530 
30 B/O 16710 B/M 557 
40 B/O 17550 B/M 585 
50 B/O 18030 B/M 601 
60 B/O 18570 B/M 619 
Service Code: K Test: 1 License: 
VSE ICCF V2 

1 B/ 2120 B/M 235 
15 B/O 2820 B/M 235 
18 B/O 3815 B/M 235 
20 B/O 4315 B/M 235 
30 B/O 6160 B/M 235 
40 B/O 6160 B/M 235 
50 B/O 6160 B/M 235 
60 B/O 6160 B/M 235 
Service Code: K Test: 1 License: 
ACF/VTAM V3R1.2 

+ACF/VTAM V3R2 
10 B/O 3445 B/M 353 
15 B/O 4800 B/M 369 
18 B/O 7600 B/M 389 
20 B/O 9320 B/M 409 
30 B/O 14650 B/M 450 
40 B/O 25790 B/M 495 
50 B/O 25790 B/M 495 
60 B/O 25790 B/M 495 


Test: 2. License: S 


B/M 


213 D/O 8235 D/I 
B/M 224 D/O 8670 D/I 
Acronym: NPDA Available: 12/31/85 
Pubs: GC23-0108 Environment: NCCF Version 2+VSE 
Bek Cuyt: VSE/AF Available: 4/02/85 
D/ 3905 D/M 412 
D/O 5205 D/M 433 
D/O 8180 D/M 455 
D/O 10015 D/M 477 
D/O 15040 D/M 501 
D/O 15795 D/M 527 
D/O 16225 D/M 541 
D/O 16715 D/M 557 
Pubs: GC33-6189 Environment: VSE 
acronys ICCF Available: 4/02/85 
D/ 1900 D/M 211 
D/O 2535 D/M 211 
D/O 3430 D/M 211 
D/O 3885. D/M 211 
D/O 5545 D/M 211 
D/O 5545 D/M 211 
D/O 5545 D/M 211 
D/O 5545 D/M 211 
Pubs: GC33-6189 Environment: VSE 
Acronym: ACF/VTAM Available: 6/24/88 
cronym: ACF/VTAM Available: 12/02/88 
D/ 3100 D/M 317 
D/O 4320 D/M 332 
D/O 6840 D/M 350 
D/O 8385 D/M 368 
D/O 13190 D/M 405 
D/O 23210 D/M 446 
D/O 23210 D/M 446 
D/O 23210 D/M 446 
Pubs: GC23-0108 Environment: VSE 
Acronym: PS/CICS Available: 12/31/87 
cronym: PS/CICS Available: 12/23/88 
B/ 453 D/O 5625 D/I 
B/M 453 D/O 7480 D/I 
B/M 453 D/O 10015 D/I 
B/M 453 D/O 13105 D/I 
B/M 453 D/O 18730 D/I 


999 
999 


D/M 
DM 


159 
168 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5666-319 


40 B/O 37500 B/I 1235 
50 B/O 45000 B/I 1235 
60 B/O 54000 B/I 1235 
Service Code: M Test: 2 License: § 
Print Services Facility/VSE V1R2 
10 B/O 2050 B/I 2205 
15 B/O 3595 B/I 2205 
18 B/O 3595 B/I 2205 
20 B/O 3595 B/I 2205 
30 B/O 5135 B/I 2205 
40 Be 8225 B/I 2205 
50 /0 8225 B/I 2205 
60 B/O 8225 B/I 2205 
PSF/VSE 3820 Communication Attach Feat 
10 B/O 1760 B/M 220 
15 B/O 3085 B/M 220 
18 B/O 3085 B/M 220 
20 B/O 3085 B/M 220 
30 B/O 4410 B/M 220 
40 B/O 4410 B/M 220 
50 B/O 4410 B/M 220 
60 B/O 4410 B/M 220 
PSF/VSE 3800 Communication Attach Feat 
10 B/ 5895 B/M 561 
15 B/O 10310 B/M 561 
18 B/O 10310 B/M 561 
20 B/O 10310 B/M 561 
30 B/O 14740 B/M 561 
40 B/O 14740 B/M 561 
50 B/O 14740 B/M 561 
60 B/O 14740 B/M 561 
PSF/VSE Group 3 Attach 
10 B/ 295 B/M 358 
15 B/O 7520 B/M 358 
18 B/O 10310 B/M 358 
20 B/O 7520 B/M 358 
30 B/O 10740 B/M 358 
40 B/O 10740 B/M 358 
50 B/O 10740 B/M 358 
60 B/O 10740 B/M 358 
Service Code: K Test: 2 License: § 
5666-322 +ACF/SSP V3R4.1 for VSE 
+ACF/SSP V3R5 for VSE 
10 B/O 5645 B/M 117 
15 B/O 6220 B/M 129 
18 B/O 6850 B/M 142 
20 B/O 7525 B/M 156 
30 B/O 8250 B/M 171 


(cont'd) 


Charges: 


X/Y where = 


License Type 
Charge Type 


B/M 
B/M 
B/M 


Pubs: 


Acronym: 
acronym: 
D/ 


D/O 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=tnitial, 


453 D/O 28125 
453 D/O 33750 
453 D/O 40500 
GC30-3292 Environment: 
PSF/VSE Available: 
110 D/O 1540 
110 D/O 2695 
110 D/O 2695 
110 D/O 2695 
110 D/O 3855 
110 D/O 6165 
110 D/O 6165 
110 D/O 6165 
Available: 
1320 D/M 164 
2315 D/M 164 
2315 D/M 164 
2315 D/M 164 
3305 D/M 164 
3305 D/M 164 
3305 D/M 164 
3305 D/M 164 
Available: 
4420 D/M 422 
7730 D/M 422 
7730 D/M 422 
7730 D/M 422 
11050 D/M 422 
11050 D/M 422 
11050 D/M 422 
11050 D/M 422 
Available: 
3220 D/M 267 
5640 D/M 267 
7730 D/M 267 
5640 D/M 267 
8055 D/M 267 
8055 D/M 267 
8055 D/M 267 
8055 D/M 267 
: §544-3103 Environment: 
ACF/SSP Available: 
ACF/SSP Available: 
4235 D/ 88 
4655 D/M 97 
§125 D/M 107 
5630 D/M 117 
6170 D/M 128 
M=Multiple 


S93] 


oow 
=~ 
mH bed 


VSE 
3/25/88 


bt et Red Rt et Red ed RS 


Couooonuy 
SRR 


VSE 


4/28/89 
3458/90 


=Annual, P=Primary 


D/M 340 
D/M 340 
D/M 340 
Variable Charges 
D/M 81 
D/M 81 
D/M 81 
D/M 81 
D/M 81 
D/M 81 
D/M 81 
D/M 81 
Variable Charges 


Variable Charges 


Variable Charges 


5666-322 


(cont d) 40 B/O 9070 B/M 188 D/O 6785 D/M 141 
50 B/O 9985 B/M 207 D/O 7470 D/M 155 
60 B/O 11000 B/M 228 D/O 8225 D/M 171 
Service Cocle: H Service End Date: 2/28/91 Test: 2 License: § Pubs: GC30-3350 Environment: VSE 
5666-324 Overlay Generation Language V1R1.1 Acronym: OGL/VSE Available: 2/02/88 
B/O 8450 B/M 275 
B/O 8450 B/M 275 
Service Code: H Service End Date: 9/19/90 Test: 2 License: I Pubs: G544-3088 Environment: VSE+3800/3820 
5666-327 Page Printer Formatting Aid Ver.1 Rel.1 Acronym: Available: 2/02/88 
B/O 3005 B/M 81 
Service Code: K Test: 2 License: I Pubs: G544-3088 Environment: VSE 
5666-328 GDDM/VSE 2.2 gas Available: 3/25/88 Variable Charges 
10 B/0 2230 B/M 180 D/ 1670 D/M 135 
15 {0 2975 B/M 200 D/O 2230 D/M 150 
18 B/O 4460 B/M 222 D/O 3340 D/M 167 
20 B/O 5205 B/M 247 D/O 3905 D/M 185 
30 B/ 8225 B/M 274 D/O 6165 D/M 206 
40 B/O 16460 B/M 343 D/O 12345 D/M 257 
50 B/O 16460 B/M 343 D/O 12345 D/M 257 
/O 16460 B/M 343 D/O 12340 D/M 257 
GDDM/VSE 2.2 PCLK Feature nce Available: 3/25/88 Variable Charges 
0 /O /M 140 1295 D/M 105 
15 B/O 2315 B/M 156 D/O 1730 D/M 117 
18 B/O 3470 B/M 173 D/O 2595 D/M 129 
20 B/O 4045 B/M 192 D/O 3030 D/M 143 
30 B/O 6390 B/M 213 D/O 4790 D/M 159 
40 B/O 12770 B/M 266 D/O 9575 D/M 199 
50 B/O 12770 B/M 266 D/O 9575 D/M 199 
60 B/O 12770 B/M 266 D/O 9575 D/M 199 
Service Code: M Test: 2 License: § Pubs: GC33-0327 Environment: VSE 
5666-329 CICS/DOS/VS Perf. Analysis Report Systm Acronym: CICSPARS Available: 5/08/87 Variable Charges 
10 B/O 3270 B/ 63 D/ 2455 D/M 273 
15 B/O 4360 B/M 363 D/O 3270 D/M 273 
18 B/O 6545 B/M 363 D/O 4905 D/M 273 
20 B/O 7635 B/M 363 D/O 5725 D/M 273 
30 B/O 10900 B/M 363 D/O 8180 D/M 273 
40 B/O 17460 B/M 363 D/O 13090 D/M 273 
50 B/O 17460 B/M 363 D/O 13090 D/M 273 
60 B/O 17460 B/M 363 D/O 13090 D/M 273 
Service Code: E Test: 1 License: § Pubs: GH20-6836 Environment: VSE 
5666-330 Serial OEM Interface Acronym: SOEMI Available: 


5=92 


5666-338 


5666-339 


5666-343 


5666-344 


5666-345 


(cont'd) 


Charges: 


B/O 2755 B/M 152 


Service Code: E Test: 2 License: S Pubs: GA33-1585 

DisplayWrite/370 R2 w/Image Graphics Acronym: Available: 1/29/88 Variable Charges 
DisplayWrite/370 R2 Enhancements Acronym: Available: 6/10/88 
+DisplayWrite/370 V1R2.1 cr onym: Available: 12/30/88 

10 B/O 2645 B/M 313 D/ 1980 D/M 237 

15 ¢) 765 B/M 313 D/O 2820 D/M 237 

18 B/O 4345 B/M 313 D/O 3255 D/M 237 

20 B/O 4630 B/M 313 D/O 3470 D/M 237 

30 B/O 6615 B/M 313 D/O 4960 D/M 237 

40 B/O 6615 B/M 313 D/O 4960 D/M 237 

50 B/O 6615 B/M 313 D/O 4960 D/M 237 

60 B/O 6616 B/M 313 D/O 4960 D/M 237 

Service Code: K Test: O License: S Pubs: SH12-5171 Environment: CICS/VSE 

-DM/VSE Document Management 1.1 Acronym: DM/VSE Available: 3/31/86 Variable Charges 
-DM/VSE Productive ty a V1R2 | ET OnIR: DM/VSE Available: 7/29/88 

10 B/O 1340 M 175 D/ 1210 D/M 156 

15 B/O 1790 B/M 173 D/O 1610 D/M 156 

18 B/O 2685 B/M 173 D/O 2415 D/M 156 

20 B/O 3135 B/M 173 D/O 2820 D/M 156 

30 B/O 3135 B/M 173 D/O 2820 D/M 156 

40 B/O 3135 B/M 173 D/O 2820 D/M 156 

50 B/O 3135 B/M 173 D/O 2820 D/M 156 

60 B/O 3135 B/M 173 D/O 2820 D/M 156 

Service Code: K Service End Date: 2/28/91; Test: 2 License: S Pubs: GC33-6251 Environment : VSE 
+NetView R2 acronym: Available: 12/09/88 Variable Charges 

10 B/O 6490 B/M 685 D/ 4865 D/M 513 

15 B/0 8660 B/M 721 D/O 6495 D/M 540 

18 B/O 13630 B/M 757 D/O 10220 D/M 567 

20 B/O0 16710 B/M 795 D/O 12530 D/M 596 

30 B/O 25050 B/M 835 D/O 18780 D/M 626 

40 B/O 42100 B/M 876 D/O 31570 D/M 657 

50 B/O 44240 B/M 920 D/O 33180 D/M 690 

60 B/O 46460 B/M 966 D/O 34840 D/M 724 

Service Code: M Test: 2 License: S Pubs: GC30-3463 Environment: VSE+ACF/VTAM 
+Direct Telecommunication Network Link R2 Acronym: DTNL/370 Available: 11/11/88 

B/O 19950 B/M 997 

Service Code: M Test: 1 License: S Pubs: GH12-5166 Environment: VSE/CICS 

VSE/SP V3R1.2 Acronym: VSE/SP Available: 3/18/88 Variable Charges 

VSE/SP V3R2 Acronym: VSE/SP Available: 12/31/88 

1 B/O 3470 B/M 367 D/ 3120 D/M 330 

15 B/O 4630 B/M 385 D/O 4160 D/M 347 


X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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5666-345 
(cont d) 


5666-346 
5666-347 


5666-351 


5666-361 


5667-124 


5668-AAA 


1 B/O 7270 B/M 
0 B/O 8905 B/M 
30 B/O 13380 B/M 
40 B/O 22460 B/M 
50 B/O 23090 B/M 
60 B/O 23780 B/M 


Service Code: M 
‘MERVA/370 V1 for VSE/CICS 


+MERVA/370 V1R2 for VSE/CICS 
B/O 44100 © B/M 


Service Code: H -Service End Date: 


DSNL/370 VZR1 for VSE/CICS 
DSNL/370 V2R2 for VSE/CICS 
B/O 18900 B/M 


Service Cocle: H Service End Date: 


uery DL/I 
Query /3/0 


Service Code: M 
haul V1R1.2 


15870 B/M 


0 B/O 2175 B/M 
15 B/O 2905 B/M 
18 B/O 4360 B/M 
20 B/O 5090 B/M 
30 B/O 7275 B/M 
40 B/O 11630 B/M 
50 B/O 11630 B/M 
60 B/O 11630 B/M 


Service Code: M 


ACF/Network Control Program Version 3 
B/I 3115 B/M 


Service Code: K 


Query Management Facility V2R1 
+Query Management Facility V2R3 
+Query Management Facility V2R4 

10 B/O 12400 


15 B/O 16530 B/M 
18 B/O 24750 B/M 
20 B/O 28930 B/M 
30 B/O 41330 B/M 


Test: O License: 


Test: 2 License: 


Test: 2 License: 


Testi D. License: ’s 


404 D/O 6545 D/M 364 
424 D/O 8015 D/M 382 
446 D/O 12040 D/M 401 
468 D/O 20215 D/M 421 
481 D/O 20780 D/M 433 
495 D/O 21400 D/M 446 
Environment: VSE, Full Function 
Acronym: MERVA/370 Available: 6/14/88 
Acronym: MERVA/370 Available: 8/04/89 
2205 D/ 37485. D/M 
9/30/90 Test: 1 License: S$ Environment: VSE/CICS 
Acronym: DSNL/370 Available: 6/14/88 
acrenyn: DSNL/370 Available: 8/04/89 
945 D/ 16065 D/M 803 
9/30/90 Test: 1 License: S Environment: MVS/CICS 
Acronym: Available: 6/26/87 
661 D/ 11900 D/M 495 
s Environment: CICS/DOS or VSE/SP 
Acronym: DISPF Available: 1/29/88 Variable Charges 
242 D/ 1955 D/M 217 
242 D/O 2610 D/M 217 
242 D/O 3920 D/M 217 
242 D/O 4575 D/M 217 
242 D/O 6545 D/M 217 
242 D/O 10470 D/M 217 
242 D/O 10470 D/M 217 
242 D/O 10470 D/M 217 
S Pubs: GC33-6290 Environment: VSE 
cen tak ACF/NCP Available: 9/27/85 
571 D/ 2800 D/M 513 
s Pubs: GC27-0657 Environment: 3705/25+MVS,XA 
Acronym: QMF Available: 11/21/86 Variable Charges 
cronym: QMF Available: 12/09/88 
Aeron ye QMF Available: 12/09/88 
902 D/ 9300 D/M 676 
1005 D/O 12400 D/M 754 
1115 D/O 18560 D/M 836 
1240 D/O 21700 D/M 930 
1375 D/O 31010 D/M 1030 


5668-002 


5668-007 


5668-009 


5668-011 


5668-012 


5668-717 


5668-719 


Charges: 


40 B/O 69520 B/M 1445 D/O 
50 B/O 94020 B/M 1515 D/O 
60 B/O 98580 B/M 1590 D/O 


Service Code: H Service End Date: 


Direct Access ree Device Migration Acronym: 
B/O 441 

Service Code: X Service End Date: 6/30/85 Test: 

Communication Oriented Message System Acronym: 
B/O 14580 ByM 66 

Service Code: E Test: 1 License: § Pubs: 

System er aha Daas Acronym: 
B/O 6070 /M 253 D/H 

Service Code: C Test: 1 License: §S Pubs: 

Interactive Instructional Authoring Acronym: 
B/ 1959 B/M 

IIAS XT/370 Acronym: 
B/O 2280 B/M 66 

Service Code: X Service End Date: 9/17/87 Test: 

Interactive Instructional Presentation Acronym: 
B/O 1145 B/M 374 

IIPS XT/370 Acronym: 
B/O 731 B/M 19 

Service Code: X Service End Date: 9/17/87 Test: 

VS Pascal V1R1 Library Acronym 

+VS Pascal V1R2 Library Acronym: 

10 B/O 1530 B/M 110 D/ 

15 B/O 2045 B/M 123 D/O 

18 B/O 3060 B/M 136 D/O 

20 B/O 3585 B/M 151 D/O 

30 B/O 5120 B/M 168 D/O 

40. B/O 8200 B/M 187 D/O 

50 B/O 10580 B/M 234 D/O 

60 B/O 13190 B/M 293 D/O 

Service Code: M Test: 0 License: § 


+X.25 NPSI for VSE V2R1 
B/M 495 D/M 446 


Service Code: M Test: 2 License: S 


License Type 


X/Y where X= 
Charge Type 


12/31/90 Test: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


52140 
70510 
73935 


2 License: 


O License: 


CORMES 


SPF 
189 


D/M 1085 

D/M 1135 

D/M 1192 

) Pubs: SX26-3752 Environment: VM 

Available: 12/15/82 

I Pubs: GC26-3972 Environment: O0S/VS+3375/3380 


Available: 12/30/80 


-GH12-5127 Environment: OS/VS,MVS/XA+CICS/VS 


Available: 


GC34-2039 Environment: Superseded by ISPF 


TITAS 


2 License: 


IIPS 


2 License: 


Acronym: NPSI 


M=Multi 
Initial, 


5-95 


le 
=Annual, P=Primary 


Available: 3/31/84 

Available: 7/31/84 

E Pubs: GH20-0008 Environment: VM,IMS,CICS 
Available: 12/30/80 

Available: 7/31/84 

E Environment: MVS,VSE,VM 

Available: 6/19/87 Variable Charges 
Available: 12/23/88 

D/M 83 

D/M 92 

D/M 102 

D/M 114 

D/M 126 

D/M 140 

D/M 175 

D/M 219 

Available: 6/30/89 


Pubs: GC30-3500 Environment: ACF/NCP,3725 


5668-721 Query Management Facility R2.1 Acronym: QMF Available: 6/19/87 
+Query Management Facility V2R3 Acronym: QMF Available: 12/03/88 
+Query Management Facility V2R4 Acronym: QMF Available: 12/08/89 
18 B70 49610 B/M 1490 D/ 37200 D/M 1120 
- 20 B/O 49610 B/M 1570 D/O 37200 D/M 1180 
30 B/O 49610 B/M 1650 D/O 37200 D/M 1240 
40 B/O 87320 B/M 1815 D/O 65490 D/M 1360 
50 B/O 124100 B/M 2000 D/O 93080 D/M 1500 
60 _ B/Q 136400 B/M 2200 D/O 102300 D/M 1650 
QMF V2R2 Japanese National Language Feat Acronym: QMF Available: 10/02/87 
No Charge 
Service Code: X Service End Date: 9/30/88 Test: 0 License: S MVS 
5668-722 Data Interfile Transfer, Testing, & i es a DITTO 2.1 Available: 1/31/87 
10 B/O 809 B/M 9 D/ 727 D/M 80 
15 B/C 1075 B/M 90 D/O 975 D/M 80 
18 B/C 1620 B/M 90 D/O 1455 D/M 80 
20 B/C 1895 B/M 90 D/O 1705 D/M 80 
30 B/C 2705 B/M 90 D/O 2445 D/M 80 
40 B/C 4335 B/M 90 D/O 3910 D/M 80 
50 B/C 4335 B/M 90 D/O 3910 D/M 80 
60 B/O 4335 B/M 90 D/O 3901 D/M 80 
Service Code: M Test: 1 License: §S Pubs: SH19-8102 Environment: VSE, VM 
5668-723 GDDM Image View Utility ae. IVU Available: 3/31/87 
10 B/O 1980 /M 160 D/ 1485 D/M 120 
15 B/G 2645 B/M 178 D/O 1980 D/M 134 
18 B/O 3965 B/M 198 D/O 2975 D/M 148 
20 B/G 4630 B/M 220 D/O 3470 D/M 165 
30 B/Q 7325 B/M 244 D/O 5490 D/M 183 
40 B/Q 14650 B/M 305 D/O 10980 D/M 229 
50 B/OQ 23655 B/M 382 D/O 17740 D/M 286 
60 B/Q 29560 B/M 477 D/O 22170 D/M 357 
Service Code: M Test: 2 License: §S Environment: VSE,VM,MVS 
5668-738 +ACF/NCP V5R2.1 Acronym: ACF/NCP Available: 4/28/89 
+ACF/NCP V5R5 per onym: ACF /NCP Available: 12/29/89 
1 B/Q 15870 B/M 330 D/ 14280 D/M 297 
2 B/O 7935 B/M 164 D/O 7150 D/M 149 
3 B/O 8170 B/M 170 D/O 7355 D/M 153 
4 B/OQ 23810 B/M 496 D/O 21430 D/M 443 
5 B/Q 10580 B/M 220 D/O 9530 D/M 199 
Service Code: M Test: 2 License: S Pubs: GC30-3350 Environment: MVS,VSE,VM 
5668-739 MPSX/370 Math Peoe System Extended V2 Acronym: MPSX/370 Available: 10/01/88 
B/O 37800 B/M 1050 


Variable Charges 


Variable Charges 


Variable Charges 


Incremental Tier Charges 


MPSX/370 ByO Feature Acronym: MPSX/MIP Available: 10/01/88 


Charges:X/Y where re 


30240 B/M 840 
Service Code: E Test: 2 License: §S Pubs: GH19-6549 Environment: 43XX,9370,30XX 
5668-751 4700 se Mannge. - Teller Applicatn Acronym: Available: 6/30/86 
Service Code: M Test: 1 License: § Environment: 4700 CRM Ver 2 
5668-752 4700 tg panes? - Platform Applic Acronym: Available: 4/30/86 
Service Code: M Test: 1 License: § Environment: 4700 CRM Ver 2 
5668-753 4700 Controller Resource Manager V2R2 Acronym: RM4700 Available: 11/27/87 
+4700 Controller Resource Manager V2R3 Acronym: RM4700 Available: 2/24/89 
+4700 Controller Resource Manager V2R4 Acronym: RM4700 Available: 9/29/89 
B/O 2055 
Service Code: M Test: 1 License: § Pubs: GC31-3683 Environment: PS/2,3179,3812,4721 
5668-754 ACF / Network Control Program V4 Subset Acronym: NCP Available: 3/25/88 
B/M 323 D/M 242 
Service Code: M Test: 2 License: § Pubs: GC30-3350 Environment: VSE,VM,MVS,XA+VTAM 
5668-757 Numerical Control PostProcessor Gen R2 Acronym: NCPG Available: 3/18/88 Variable Charges 
10 B/O 8360 B/M 929 
15 B/O 11150 B/M 929 
18 B/O 14560 B/M 929 
20 B/O 16270 B/M 929 
30 B/O 23230 B/M 929 
40 B/Q 37170 B/M 929 
50 B/OQ 47950 B/M 929 
60 B/O 61860 B/M 929 
Service Code: E Test: 1 License: § Pubs: GH20-6908 Environment: APT-AC 
5668-767 VS Pascal V1R1 Compiler and Library Acronym: Available: 6/19/87 Variable Charges 
+VS Pascal V1R2 Goupiiss and Library Acronym: Available: 12/23/88 
10 B/O 4960 B/M 358 D/ 3715 D/M 268 
15 B/O 6615 B/M 398 D/O 4960 D/M 298 
18 B/O 9920 B/M 442 D/O 7435 D/M 331 
20 B/O 11570 B/M 491 D/O 8675 D/M 368 
30 B/O 16530 B/M 545 D/O 12400 D/M 409 
40 B/O 26460 B/M 606 D/O 19840 D/M 455 
50 B/O 34130 B/M 758 D/O 25590 D/M 568 
60 B/O 42660 B/M 948 D/O 31995 D/M 7A 
Service Code: M Test: 0 License: S$ 


License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type O0=One Time, M=Monthly, I=fnitial, =Annual, P=Primary 
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5668-787 3728 Support Processor Acronym: Available: 12/31/85 
B/O 14550 
Service Code: E Test: 1 License: § Pubs: GA27-3644 Environment: Multiple Com Ctrlrs 
5668-788 Data Extract 2.3 Berns my: DXT Available: 5/20/88 Variable 
20 B/O 6945 B/M 299 D/ 5205 D/M 223 
30 B/O 9920 B/M 314 D/O 7435 D/M 235 
40 B/0O 15870 B/M 330 D/O 11900 D/M 248 
50 B/N) 21480 B/M 346 D/O 16110 D/M 260 
60 B/O = 22510 B/M 363 D/O 16882 D/M 272 
Data Extract 2.4 © ‘ acroye XT Available: 5/20/88 
10 B/O 2975 B/M 283 D/ 2230 D/M 212 
15 B/O 3965 B/M 288 D/O 2975 D/M 216 
18 B/O 5950 B/M 293 D/O 4460 D/M 220 
Data Extract Non-Relational Feature a Available: Variable 
10 B/O 7435 /M 08 D/ 5580 D/M 531 
15 B/O 9920 B/M 720 D/O 7440 D/M 540 
18 B/O 14870 B/M 733 D/O 11150 D/M 550 
20 B/O 17350 B/M 745 D/O 13030 D/M 559 
30 B/O 24800 B/M 785 D/O 18610 D/M 588 
40 B/O 39690 B/M 826 D/O 29780 D/M 620 
50 B/O 53770 B/M 867 D/O 40330 D/M 650 
60 B/O 56420 B/M 910 D/O 42315 D/M 682 
+Relational Data Extract Feature Acron Available: 12/15/89 Variable 
10 B/O B/M 472 D/ 3715 D/M 354 
15 B/O 6615 B/M 480 D/O 4960 D/M 360 
18 B/O 9920 B/M 489 D/O 7435 D/M 367 
20 B/O 11570 B/M 497 D/O 8675 D/M 373 
30 B/O 16530 B/M 523 D/O 12400 D/M 393 
40 B/O 26460 B/M 551 D/O 19840 D/M 413 
50 B/O 35870 B/M 578 D/O 26900 D/M 434 
60 B/O 37630 B/M 607 D/O 28222 D/M 455 
Service Code: M Test: 2 License: § Pubs: GC26-4241 Environment: VM,MVS,XA,SQL/DS 
5668-792 Graphical Data Display Mgr/ graPHIGS 3.4 Acronym Available: 3/18/88 Variable 
10 B/O 3305 z ByM 72 
15 B/O 4410 B/M 472 
18 B/O 6365 B/M 472 
20 B/O 7350 B/M 472 
30 B/Q 10500 B/M 472 
40 B/O 16800 B/M 472 
50 B/Q 21670 B/M 472 
60 B/O 27950 B/M 472 
Service Code: E Test: 1 License: §S Environment: GAM or GDDM 
5668-801 GDDM Interactive moe Definition 2.1 BCE Cuym: Available: 9/30/86 Variable 
10 B/C 237 B/M 192 D/ 1785 D/M 144 
15 B/C 3170 B/M 214 D/O 2375 D/M 160 
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Charges 


Charges 


Charges 


Charges 


Charges 


20 B/O 5550 B/M 264 D/O 4160 D/M 198 
30 B/ 8790 B/M 293 D/O 6590 D/M 220 
40 B/O 17580 B/M 366 D/O 13185 D/M 275 
50 B/OQ 28390 B/M 458 D/O 21290 D/M 343 
60 B/O 35480 B/M 572 D/O 26610 D/M 429 
Service Code: M Test: 2 License: § Pubs: GC33-0319 Environment: GDDM/VM,MVS or VSE 
5668-802 GDDM Graphical Kernel System meron ye: GKS Available: 3/31/87 Variable Charges 
10 B/O 1980 B/M 160 D/ 1485 D/M 120 
15 B/O 2645 B/M 178 D/O 1980 D/M 134 
18 B/O 3965 B/M 198 D/O 2975 D/M 148 
20 B/O 4630 B/M 220 D/O 3470 D/M 164 
30 B/O 7325 B/M 244 D/O 5490 D/M 183 
40 B/O 14650 B/M 305 D/O 10980 D/M 229 
50 B/O 23655 B/M 382 D/O 17740 D/M 286 
60 B/O 29560 B/M 477 D/O 22170 D/M 357 
Service Code: E Test: 2 License: § Pubs: SC33-0439 Environment: GDDM 
5668-805 VS FORTRAN Library V2R3 Acronym: VS FORTRAN Available: 3/25/88 Variable Charges 
+VS FORTRAN Library V2R4 Acronym: VS FORTRAN Available: 9/19/89 
+VS FORTRAN ibe S| V2R5 apg ae VS FORTRAN Available: 6/30/90 
10 B/O 1980 B/M 130 D/ 1485 D/M 97 
15 B/O 2645 B/M 144 D/O 1980 D/M 108 
18 B/O 3965 B/M 160 D/O 2975 D/M 120 
20 B/O 4630 B/M 178 D/O 3470 D/M 134 
30 B/O 6615 B/M 198 D/O 4960 D/M 149 
40 B/O 10580 B/M 248 D/O 7935 D/M 186 
50 B/O 13650 B/M 309 D/O 10230 D/M 232 
60 B/O 16980 B/M 386 D/O 12735 D/M 289 
Service Code: H Service End Date: 9/30/90 Test: 1 License: § Pubs: SX26-3751 Environment: AIX/370 


5668-806 VS FORTRAN Compiler Library & Debug V2R3 Acronym: VS FORTRAN Available: /25/88 Variable Charges 


3 
+VS FORTRAN Compiler Library & Debug V2R4 Acronym: VS FORTRAN Available: Ee 


+VS FORTRAN ae et a ata tre Fors meronya: VS FORTRAN Available: /30/90 

10 B/O 743 /M 488 D/ 5580 D/M 366 

15 B/O 9920 B 542 D/O 7440 D/M 406 

18 B/O 14870 B/M 602 D/O 11150 D/M 452 

20 B/O 17350 B/M 669 D/O 13030 D/M 502 

30 B/O 24800 B/M 743 D/O 18610 D/M 558 

40 B/O 39690 B/M 929 D/O 29780 D/M 697 

50 B/O 51190 B/M 1160 D/O 38390 D/M 871 

60 B/O 63800 B/M 1450 D/O 47850 D/M 1087 

Service Code: H Service End Date: 9/30/90 Test: 1 License: § Pubs: SX26-3751 Environment: AIX/370 

5668-808 CY a PEGE OnE Pe Environment 2.0 Acronym: Available: 10/31/86 Variable Charges 

1 B/O 74 B/M 787 D/ 5580 D/M 787 

15 B/O 9090 B/M 787 D/O 6815 D/M 787 


(cont 'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, t=tnitial, =Annual, P=Primary 


5-99 


$668" $08 


(cont 18 B/O 12670 B/M 787 
{ 20 B/C 14460 B/M —s- 787 
30 B/O 20660 B/M 787 

40 B/C 20660 B/M 787 

50 B/C 26670 B/M —- 787 

60 B/O 34390 B/M 787 


Service Code: E Test: 2 License: 


5668-812 


GDDM Presentation Graphics Feature 2.1 
10 B/O 1855 B/M 150 
15 B/C 2480 B/M 167 
18 B/C 3725 B/M 185 
20 B/O© 4345 B/M 206 
30 B/ 6860 B/M 229 
40 B/OQ 13720 B/M 286 
50 B/Q 22150 B/M 357 
60 B/Q 27680 B/M 446 
Service Code: M Test: 2 License: 
5668-813 Cross System Product/Appl Dev V3R2.1 
+Cross System Product/Appl Dev V3R2.2 
+Cross System Product/Appl Dev V3R3 
10 B/O 7625 B/M 709 
15 B/O 9090 B/M 746 
18 B/Q 11920 B/M 785 
20 B/O0 13340 B/M 826 
30 B/Q 20980 B/M 909 
40 B/O 23050 B/M 999 
50 B/Q 32730 B/M 1099 
60 B/Q 36300 B/M 1210 
CSP/AD MVS Feature 
10 B/O 3750 B/M 378 
15 B/O 4530 B/M 398 
18 B/O 5880 B/M 419 
20 B/O 6555 B/M 441 
30 B/O 10300 B/M 485 
40 B/O 11350 B/M 534 
50 B/O 16090 B/M 587 
60 B/O 17440 B/M 646 
EZ-PREP Feature 2-3 Copies 
B/0 3305 B/M 220 
EZ-PREP Feature 4-10 Copies 
B/0 10530 B 699 
EZ-PREP Feature 11-30 Copies 
B/O = 27120 B/M 1805 
EZ-PREP Feature 31-50 Copies 
~_B/O =24130 -  B/M  — 1605 
EZ-PREP Feature 51-70 Copies 
B/Q 21160 B/M 1405 


Ss 


S 


Acronym: 

Acronym: 

ecrenyms 
D/ 


Acronym: 
Acronym: 
Acronym: 
Acronym: 


Acronym: 


9500 
10840 
15490 
15490 
20000 
25800 


1395 


20760 


CSP/AD 
CSP/AD 
CSP/AD 
6860 
8180 
10730 


CSP/AD 
CSP/AD 
CSP/AD 


5-100 


: GH19-6526 Environment: 
: GDDM-PGF 


: GC33-0319 Environment: 


D/M | 787 
D/M 787 
D/M 787 
D/M 787 
D/M 787 
D/M 787 
Available: 

D/M 113 
D/M 125 
D/M 139 
D/M 155 
D/M 171 
D/M 214 
D/M 268 
D/M 334 
Available: 

Available: 

Available: 

D/M 638 
D/M 671 
D/M 706 
D/M 743 
D/M 818 
D/M 899 
D/M 989 
D/M 1089 
Available: 

D/M 340 
D/M 358 
D/M 377 
D/M 396 
D/M 436 
D/M 480 
D/M 528 
D/M 581 
Available: 

Available: 

Available: 

Available: 

Available: 


MVS , VM+APL2+GDDM+PGF 


9/30/86 


GDDM/VM,MVS or VSE 


9/30/88 
6/30/89 
6/30/90 


9/12/86 


6/30/90 
6/30/90 
6/30/90 
6/30/90 
6/30/90 


Variable Charges 


Variable Charges 


Variable Charges 


5668-814 


5668-815 


5668-826 


5668-827 


5668-828 


5668-829 


(cont'd) 


Charges 


Programmable Workstation Feature Acronym: 
B/O 1200 
Service Code: M Test: 2 License: § Pubs: 
Cross System Product/Appl Exec V3R2.1 Acronym: 
+Cross System Product/Appl Exec V3R2.2 Acronym: 
+Cross System Product/Appl Exec V3R3 es 
10 B/O 5595 B/M 519 D/ 
15 B/O 6765 B/M 546 D/O 
18 B/O 8785 B/M 575 D/O 
20 B/O 9795 B/M 605 D/O 
30 B/O 15400 B/M 666 D/O 
40 B/O 16930 B/M 732 D/O 
50 B/O 24030 B/M 805 D/O 
60 B/O 26580 B/M 886 D/O 
CSP/AE MVS Feature Acronym: 
10 B/O 286 B/M 283 b/d 
15 B/O 3460 B/M 298 D/O 
18 B/O 4500 B/M 314 D/O 
20 B/O 5015 B/M 331 D/O 
30 B/O 7890 B/M 364 D/O 
40 B/O 8690 B/M 401 D/O 
50 B/O 12340 B/M 441 D/O 
60 B/O 13580 B/M 485 D/O 
Service Code: M Test: 2 License: § Pubs 
Routing Table Generator Acronym 
B/O 7275 B/M 330 
Service Code: E Test: 2 License: I Pubs 
CATIA (R) Numerical Control Acronym 
B/M 317 
Service Code: E Test: 1 License: S Term: T 
CATIA (R) Draftin Acronym: 
B/M B89 
Service Code: E Test: 1 License: S Term: T 
CATIA (R) Basic 3D Design - Standalone Acronym: 
B/M 1135 
Service Code: E Test: 1 License: S Term: T 


COPICS Capacity Requirements Planning R1 Acronym: 
+COPICS ie ia Requsrements Plann 
/O 22810 


B/M 


License Type 


>X/Y where X= 
Y= Charge Type 


ing R2 Acronym: 
1140 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


M=Multiple 


5-101 


CSP/AD Available: 6/30/90 
GT43-0500 Environment: S/370,VM/SP CMS 
CSP/AE Available: 9/30/88 Variable Charges 
CSP/AE Available: 6/30/89 
CSP/AE Available: 6/30/90 
5030 D/M 467 
6090 D/M 491 
7905 D/M 517 
8820 D/M 544 
13860 D/M 599 
15230 D/M 658 
21620 D/M 724 
23922 D/M 797 
Available: 9/12/86 Variable Charges 
2575 D/M 254 
3110 D/M 268 
4050 D/M 282 
4510 D/M 297 
7100 D/M 327 
7820 © D/M 360 
11100 D/M 396 
12222 D/M 436 
: GT43-0500 Environment: VM,MVS,CICS,VSE,SSX 
: RTG Available: 6/04/85 
: GH20-6787 Environment: PL/I+MVS,XA or VM 
Available: 1/31/85 
Pubs: G320-6650 Environment: Replaced by 5668-833 
Available: 1/31/85 
Pubs: G320-6650 Environment: Replaced by 5668-837 
Available: 1/31/85 
Pubs: G320-6650 Environment: Replaced by 5668-761 
Available: 12/31/85 . 
Available: 6/30/89 


=Annual, P=Primary 


5668-830 
teont a) Service Code: X Service End Date: 12/31/89 Test: 1 License: S Pubs: GH19-6413 Environment: CICS+IMS/DL/I+COBOL 


5668-830 CATIA (R) 3D eee. per onyee ' Available: 9/30/86 
8/I 6860 S/M 2280 M/ 4805 M/M 1600 
Service Code: E Test: 1 License: S Term: B Environment: Replaced by 5668-761 
5668-840 CADAM Interactive Design V2R20 Acronym: Available: 3/31/85 Incremental Tier Charges 
+CADAM Interactive Design V2R21.2 perony a: Available: 7/28/89 
01 B/Q 20000 B/I 0 B/ 0 D/O —(«—0 D/I D/M 0 
02 B/OQ 40000 B/I 0 B/M 1710 D/O 0 D/I 0 D/M 0 
03 B/Q 50000 B/I 0 B/M 0 D/O 77000 D/I 0 D/M 0 
04 B/Q 35000 B/I 21400 B/M 1280 D/O 25000 D/I 14980 D/M 2138 
05 B/Q 40000 B/I 7490 B/M 856 D/O 28000 D/I 5350 D/M 535 
Manufacturing Oeeanat Feature perenye: Available: 7/28/89 
8/0 2000 S/I 2140 S/ 256 M/O 8400 M/I 1495 M/M 180 
Service Code: E Test: 1 License: U Term: B Pubs: G320-6063 Environment: VM/SP,VM/HPO,MVS/SP 
5668-842 CADAM Geometry Interface Version 2 pore CADAM (R) Available: 3/31/85 
$/0 26460 S/I 4710 S/ 529 M/O 16970 M/I 3085 M/M 374 
Service Code: E —- ‘Test: 1 License: S Term: B Pubs: SH20-6491 Environment: 5668-840 
5668-844 CADAM 3D Interactive R21 peranye: ; Available: 7/22/88 Incremental Tier Charges 
01 $/0 3800 S/I 0 S/ 0 M/O 0 M/I 0 M/M 0 
02: S/O — 7550 S/I 0 S/M 0 M/ M/I 0 M/M 0 
03 s/0 9450 S/I 0 S/M 0 M/O 3210 M/I 0 M/M 0 
04 $/0 6650 S/I 0 S/M 0 M/O 4655 M/I 0 M/M 0 
05 $/0 7550 S/I 0 S/M 0 M/0 5285 M/I 0 M/M 0 
Service Code: E Test: 1 License: S Term: B_ Pubs: G320-6063 
5668-653  CADAM (R) Design Build menanG Ren: 21 Seronym: Available: 7/22/88 
Sie 20000 /I 1765 S/ 535 M/O 13400 M/I 1185 M/M 395 
CADAM (R) pein Detail nebtery Feature Reron yal: Available: 
$/0 2500 S/ 224 S/ 74 M/O 1675 M/I 148 M/M 50 
Service Code: E Test: 1 License: S Term: B Environment: 5796-ATA,ATB,PTH 
5668-854 ACF/NCP V4R2 Acronym: NCP Available: 3/25/88 
+ACF/NCP V4R3.1 for VSE/AF,VSE/SP Acronym: NCP Available: 4/28/89 
+ACF/NCP V4R3.1 for ee ee Acronym: NCP Available: 12/23/88 
+ACF/NCP V4R3.1 for VM/ , WM S per ouye: NCP Available: 12/23/88 
B/I 2450 /M 818 D/ 2205 D/M 736 
Service Code: M Test: 2 License: § Pubs: GC23-0108 Environment: VM/XA,VM/SP 
5668-856 IMS/VS System Utilities DataBase Tools Acronym: DBT Available: 6/30/85 
B/O 24250 B/M 505 


5-102 


5668-857 Direct S.W.1I.F.T. Terminal 


5668-863 


5668-864 


5668-865 Data Communication Service 
+Data Communication Service 


5668-870 


5668-871 


5668-872 


5668-873 
(cont'd) 


Charges 


Service Code 


B/O 

Service Code 
+ESSL R3 

20 B/O 
30 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: 


Service Code 


10 B/O 
15 B/O 
18 B/O 
20 B/O 
30 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: 


Service Code 
4730 Network 
B/O 


Service Code 


4730 Remote Network Monitor 
B/O 3030 


Service Code 


Ss 


s 


Ss 


Ss 


Ss 


I 


Ss 


Ss 


t £E Test: 2 License: 
500 Link 
26680 B/M 1210 
: B Test: 1 License: 
20250 B/M 802 
28930 B/M 922 
50880 B/M 1060 
65880 B/M 1220 
75600 B/M 1400 
E Test: 1 License: 
FORTRAN Language Conversion Program 
B/ 30870 
ree os Test: 0 License: 
ny tee | 
.2.4 
I 1685 
7965 I 1685 
11950 I 1685 
13950 I 1685 
19920 I 1685 
23100 I 1685 
29790 I 1685 
38420 I 1685 
E Test: 1 License: 
4730 Customization Image Builder R2 
B/O 6615 B/M 589 
ee Test: 1 License: 
Monitor 
22050 B/M 1880 
: K Test: 1 License: 
: M Test: 1 License: 
Reportin 
r 1090 


4730 a ee Deer rarcn 
B/O 1543 


:X/Y where ca 


License Type 
Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, 


Pubs: GH20-6579 Environment: IMS/VS 


12/31/84 


GH12-5149 Environment: DMNL+ST500+3705/25 


Available: 11/01/88 
M 601 


Variable Charges 


Vector Facility 
3/31/86 


VM,MVS, XA+DFP 


6/27/86 


Variable Charges 
9/29/89 


12/31/84 


GC31-0029 Environment: SSX,VSE,VS1,MVS,XA 


Acronym: Available: 
Pubs: 
a a ESSL 
D/ 15180 D/ 
D/O 21697 D/M 691 
D/O 38160 D/M 795 
D/O 49410 D/M 915 
D/O 56700 D/M 1050 
Pubs: GC23-0182 Environment: 
Acronym Available: 
Pubs: 8C23-0145 Environment: 
Acronym: CAD/CAM Available: 
Acronym: CAD/CAM Available: 
B/ 617 
B/M 617 
B/M 617 
B/M 617 
B/M 617 
B/M 617 
B/M 617 
B/M 617 
Environment: MVS,XA,VM 
Peron ye: PBM Available: 
D/ 5950 
Pubs: 
acronym: PBM Available: 
D/ 19840 
Pubs: GC31-0033 Environment: 
Acronym: Available: 
Pubs: GC31-3572 Environment: 
Acronym: Available: 
D/d 13890 
M=Multiple 


I=initial, 


5-103 


12/31/84 


CICS/VSE,VS, IMS/VS 
9730/86 


4700 CRM Ver 2 
2/28/85 


=Annual, P=Primary 


5668-882 
(cont d) 


5668-882 


5668-883 


5668-890 


5668-896 


5668-897 


5668-898 


Service Code: 


20 B/ 041 B/M 495 
30 B/ 14870 B/M 495 D/O 
40 B/O 23810 B/M 495 D/O 
50 B/O 30720 B/M 495 D/O 
60 B/O 39630 B/M 495 D/O 
Service Code: M Test: 1 License: § Pubs 
Financial OF ag 49 Processing System Acronym: 
FTPS Feature. Acronym: 
B/Q 5090 
Service Code: E Test: 1 License: § Pubs: 
Font Library Service Facilit Acronym: 
, B/d 3480 % oa 
Service Code: K Test: 1 License: S Pubs 
apprscearion Prototype Environment V1 Acron 
1 B/O 441 B/I 1415 B/M 
15 B/O 5255 B/I 1415 B/M 
18 B/O 6895 B/I 1415 B/M 
20 B/O 7715 B/I 1415 B/M 
30 B/C 11020 B/I 1415 B/M 
40 B/O 11020 B/I 1415 B/M 
50 B/O 14225 B/I 1415 B/M 
60 B/O 18360 B/I 1415 B/M 
Service Code: E Test: 1 License: § Pubs 
Info Center/1 Brau ya: 
B/ 7655 B/M 1525 D/ 
15 B/O 9700 B/M 1525 D/O 
18 B/O 14550 B/M 1525 D/O 
20 B/O 16970 B/M 1525 D/O 
30 B/O 24250 B/M 1525 D/O 
40 B/O 24250 B/M 1525 D/O 
50 B/O 31290 B/M 1525 D/O 
60 B/O 40370 B/M 1525 D/O 
Service Code: E Test: 1 License: § Pubs 
Master Production Schedule Planning Acronym 
Acronym 


K Test: 1 License: § 


+Master Production Schedule a 


B/O 


39920 B/M 


Pubs: 


5-104 


VSE ,OS/VS+COBOL 


GC31-0523 Environment: 
: SCENAD 1.1 Available: 3/27/87 Variable Charges 
7810 D/M 370 
11160 D/M 370 
17860 D/M 370 
23040 D/M 370 
29720 D/M 370 
: GC23-0155 Environment: ISPF 
FTPS Available: 3/27/87 
Available: 3/27/87 
GC31-3644 Environment: S/36+CHX/3694 
FLSF Available: 9/30/85 
: GC33-6165 Environment: ISPF+4250,3820 
Available: 3/05/85 Variable Charges 
543 D/O 3305 D/I 060 D/M 406 
543 D/O 3940 D/I 1060 D/M 406 
543 D/O 5170 D/I 1060 D/M 406 
543 D/O 5785 D/I 1060 D/M 406 
543 D/O 8265 D/I 1060 D/M 406 
543 D/O 8265 D/I 1060 D/M 406 
543 D/O 10660 D/I 1060 D/M 406 
543 D/O 13760 D/I 1060 D/M 406 
GH19-6391 Environment: VM,MVS+VSAPL or APL2 
Available: 3/31/85 Variable Charges 
5745 D/M 1140 
7935 D/M 1140 
11900 D/M 1140 
13890 D/M 1140 
19840 D/M 1140 
19840 D/M 1140 
25590 D/M 1140 
33010 D/M 1140 
: GH20-0398 Environment: VM,MVS 
: COPICS Available: 12/21/84 
: COPICS Available: 6/30/89 


Service Code: X Service End Date: 


5668-899 APL2 Ver.1 Rel.3 
10 B/ 6170 B/M 452 
15 B/O 7325 B/M 502 
18 B/O 9610 B/M 558 
20 B/O 10800 B/M 620 
30 B/O 15430 B/M 689 
40 B/O 15430 B/M 765 
50 B/O 19900 B/M 956 
60 a 25100 B/M 1195 
APL2 for /370, AT/370 
B/O 809 B/M 53 
Service Code: M Test: 1 License: § 
5668-903 FORTRAN VS - Interactive Debu 2.0 SPE 
10 B/O 2770 B/H 352 
15 B/O 4925 B/M 387 
18 B/O 5750 B/M 426 
20 B/O 7380 B/M 469 
30 B/O 11600 B/M 515 
40 B/O 20410 B/M 567 
50 B/O 29000 B/M 624 
60 B/ 1560 B/M 686 
FORTRAN VS Interactive Debug XT/370 
B 65 B/M 27 
Service Code: K Test: 1 License: §S 
5668-905 Graphical Display and Query Facility 5.0 
Graphical DSP Ay and Query peer 5.1 
B/O 24250 B/I 1500 
Service Code: E Test: 1 License: § 
5668-906 COPICS - St pp ane Management Rel. 2.0 
B/O 17820 B/M 541 
Service Code: B Test: 1 License: § 
5668-907 Facilities Data Management 


+Facilities Data oe By 


12370 374 


Service Code: X Service End Date: 10/31/89 Test: 


5668-908 COPICS Shop Order Load Pgy ag due Reportng aoonym: 
cronym: 


+Shop Order Load Analysis & cporrans R2 
B/O 19560 B/ 93 


Service Code: X Service End Date: 


Charges:X/Y where X= License Type 
Y= Charge Type 


1/05/90 Test: 


Acronym: 


Pubs: 
Acronym: 
b/d 


Acronym: 


Pubs: 


Acronym: 


Acron 


B/ 


Pubs: 


Acronym: 


Pubs: 


Acronym 


Acronym: 


1/05/90 Test: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


1 License: § 


APL2 Available: 
5550 D/M 339 
6530 D/M 376 
7205 D/M 418 
9720 D/M 465 

13890 D/M 516 

13890 D/M 574 

17910 D/M 717 

22590 D/M 896 

Available: 

GH20-9214 Environment: 

Available: 
2080 D/M 264 
3685 D/M 290 
4310 D/M 319 
5535 D/M 351 
8695 D/M 387 

15310 D/M 425 

21750 D/M 464 

23670 D/M 514 

Available: 


GC26-4114 Environment: 


GDQF Available: 
aE Available: 


$H20-5631 Environment: 
COPICS COS Available: 


GH19-6369 Environment: 


: COPICS Available: 

COPICS Available: 
1 License: S Pubs: 

Available: 

COPICS Available: 
1 License: § Pubs: 


M=Multi 


5-105 


Pubs: 


GH30-0737 Environment: CICS+COBOL+IMS ,DL/I 


2/19/88 Variable Charges © 


10/01/85 


MVS/370,MVS/XA 


9/30/84 Variable Charges 


9/30/84 


MVS , VM+5748-FO3+LM3 
6/24/88 

MVS , VM+GDDM+3270 

& 729/88 

CICS/VS+IMS or DL/I 
4138/89 


GH19-6357 Environment: COBOL+CICS+IMS ,DL/I 


10/31/83 


6/30/89 


GH19-6356 Environment: CICS+COBOL+IMS ,DL/I 


Pe 
=Annual, P=Primary 


5668-909 


5668-910 


5668-911 


5668-912 


5668-914 


OS PL/I 
+08 PL/I 


Service 


OS PL/I 
+OS PL/I 
+O0S PL/I 

10 


Service 
OS PL/I 


+0S PL/I 
aoe PL/I 


Service 


Service Code: K 


OS PL/T 
5950 
7935 

11900 


13890 
19840 


2 License: 


: OS/PLI 


OS/PLI 
4830 


33270 
42000 


2 License: 


2 License: 


3705 


Available: 3/04/88 


Variable Charges 
Available: 6/30/89 
D/M 391 


/ 9 
D/M 434 
D/M 482 
D/M 536 
D/M 595 
D/M 661 
D/M 827 
D/M 1035 
Ss MVS , VM 
Available: 3/04/88 Variable Charges 
Available: 12/23/88 
Available: 6/30/89 
D/M 17 
D/M 352 
D/M 391 
D/M 435 
D/M 483 
D/M 536 
D/M 671 
D/M 840 
Ss Environment: MVS,VM 
Available: 3/04/88 


Variable Charges 
Available: 12/23/88 
Available: 6/30/89 
D/M 97 


/ 

D/M 108 

D/M 120 

D/M 134 

D/M 149 

D/M 164 

D/M 206 

D/M 258 

S Environment: MVS,VM 
Available: 10/28/83 
D/M 422 


GA27-3213 Environment: VSE,0OS/VS+BTAM,VTAM 


V2R1 Compiler Library & Test Acronym: 
V2R2.1 et aaa Library & Test cel) has 
B/O 7935 B/M 521 D/ 
B/O 10580 B/M 579 D/O 
B/O 15870 B/M 643 D/O 
B/O 18520 B/M 714 D/O 
B/O 26460 B/M 794 D/O 
B/O 42330 B/M 882 D/O 
B/O 54610 B/M 1105 D/O 
B/O 67620 B/M 1380 D/O 
Code: H Service End Date: 12/31/90 Test: 
V2R1 Compiler & Library Acronym: 
V2R2 Compiler & Library Acronym 
V2R2.1 i aa & Library ct ha 
B/O 6445 B/M 23 D/ 
~B/O 8595 B/M 470 D/O 
B/O 12890 B/M 522 D/O 
B/O 15040 B/M 580 D/O 
B/O | 21490 B/M 644 D/O 
B/O 34390 B/M 716 D/O 
B/O 44370 B/M 895 D/O 
B/O 56000 B/M 1120 D/O 
Code: H Service End Date: 12/31/90 Test: 
V2R1 Library Acronym: 
V2R2 Library cronym: 
V2R2.1 Library Acron 
B/O 1980 B/M 130 D/ 
B/O 2645 B/M 144 D/O 
B/O 3965 B/M 160 D/O 
B/O 4630 B/M 178 D/O 
B/O 6615 B/M 198 D/O 
B/O 10580 B/M 220 D/O 
B/O 13650 B/M 275 D/O 
B/O 17200 B/M 344 D/O 
Code: H Service End Date: 12/31/90 Test: 
3650/3680 paneuege and Host Services 1.2 acronym: LHS 
_  —~B/T 935 B/M 563 D/ 
Test: 1 License: §S Pubs: 
3680 Restaurant ees Acronym: 
B/O 1330 
Test: 1 License: § Pubs: 


Service Code: A 


Available: 4/06/84 


GH20-6210 Environment: VSE,0S/VS+PSS 
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5668-917 DITTO Acron 
10 B/O 589 B/I 254 B/ 
15 B/O 694 B/I 254 B/M 
18 B/O 917 B/I 254 B/M 
20 B/O 1030 B/I 254 B/M 
30 B/O 1475 B/I 254 B/M 
40 B/O 1475 B/I 254 B/M 
50 B/O 1475 B/I 254 B/M 
60 B/O 1475 B/I 254 B/M 
Service Code: K Test: 1 License: § Pubs: 
5668-919 pa koraiay fon Wee Acronym 
Info/MVS Direct Load Feature Acronym: 
B/M 229 
Service Code: C Test: 0 License: S§ Pubs: 
5668-920 Network Problem Determination Applic V3 Acronym: 
15 B/M 288 D/M 216 
18 B/M 303 D/M 227 
20 B/M 319 D/M 239 
30 B/M 351 D/M 263 
40 B/M 386 D/M 289 
50 B/M 425 D/M 318 
oe 467 D/M 350 
NPDA 3600 Feature Aer Cnya 
1330 B/M 212 D/ 
Service Code: K Test: 2 License: § Pubs: 
5668-932 File Transfer Progiam 2.2 a a A 
10 B/O 3485 B/I 1650 B 
15 B/O 4650 B/I 1650 B/M 
18 B/ 6975 B/I 1650 B/M 
20 B/O 8135 B/I 1650 B/M 
30 B/O 11620 B/I 1650 B/M 
40 B/O 18600 B/I 1650 B/M 
50 B/O 24000 B/I 1650 B/M 
60 B/O 30960 B/I 1650 B/M 
Service Code: K Test: 1 License: § Pubs: 


5668-934 4700 Finance 
B/O 


Service Code: 


System - Applic Map Genertr Acronym: 
y pp M Pp i D/o 


25460 
K Test: 


B/ 800 


1 License: S 


5668-935 4700 Controller Resource Manager V1R5 Acronym: 


(cont d) 


Charges:X/Y where as 


License Type 
Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


GH19-6103 


GC34-2070 
NPDA 


NPDA 
999 


GC23-0108 


; FTP 


GH12-5141 Environment: VM,VSE+VTAM 


RM4700AMG 
22910 


Available: 8/29/8 
D/O 529 
D/O 622 
D/O 825 
D/O 926 
D/O 1320 
D/O 1320 
D/O 1320 
D/O 1327 


Environment: VSE,VM 


: INFO/VMVSE Available: 9/30/8 


Available: 


Environment: 5665-9 
Available: 3/31/8 


Available: 3/31/8 
D/M 158 
Environment: NCCF Version 2+MVS 
Available: 4/30/8 
D/O 2610 

D/O 3450 

D/O 5225 

D/O 6040 

D/O 8635 

D/O 13810 

D/O 18000 

D/O 23220 


Available: 12/31/8 


Environment: 5668-969+5748-XXH 


RM4700 Available: 11/27/8 
M=Multiple 
tnitial, =Annual, P=Primary 


5-107 


3 


jew ww fe] we he] ew] we) 
i ie i i ed 
Fmd nd mt bend bad bd Pd nd 


3 


52 


5 


5 


5 


ed 


~~ 
FH rt hed Fe tt Ed 


DOooooog 


o 
~N 
ei 


3 


7 


Variable Charges 
D/M 93 
D/M 93 
D/M 93 
D/M 93 
D/M 93 
D/M 93 
D/M 93 
D/M 93 


Variable Charges 


Variable Charges 
D/M 253 
D/M 253 
D/M 253 
D/M 253 
D/M 253 
D/M 253 
D/M 253 
D/M 253 


5668-935 
(cont ‘d) 


5668-937 
5668-941 


5668-947 


5668-948 


5668-949 


5668-951 


5668-958 


+4700 sey aa ResouEce Manager V1R6 Acronym: RM4700 Available: 2/24/89 
Service Code: M Service End Date: 12/31/90 Test: 1 License: S$ Pubs: GC31-3683 Environment: PS/2,3179,3812,4721 
Application Development Facility II V1 Acronym: IMSADF Available: 1/28/83 
B/O ~40260 B/I 4350 B/ 1590 D/O 30180 D/I 3260 D/M 1190 
Service Code: K Test: 1 License: § Environment: Superceded by V2 
Graphics Program Generator R2 Acronym: GPG Available: 6/30/86 
B/O 7715 B/M 1375 
Service Code: E Test: 1 License: § Pubs: GH20-5620 Environment: VM,MVS+5799-AXX+FORT 
Network Communications Control Facil V2 Acronym: NCCF. Available: 3/31/85 Variable Charges 
15 B/M 409 D/M 368 
18 B/M 430 D/M 387 
20 B/M 453 D/M 407 
30 B/M 498 D/M 448 
40 B/M 548 D/M 493 
50 B/M 603 D/M 542 
60 B/M 663 D/M 596 
Service Code: K Test: 1 License: S Pubs: GC27-0657 Environment: MVS+VTAM,TCAM 
Batch Terminal Simulator neronyas BTS Available: 3/06/84 
B/I 1130 B/M 476 D/ 851 D/M 357 
Service Code: K Test: 1 License: § Pubs: GH20-5522 Environment: IMS/VS & TSO 
+System Modification Pgm Extended V1R4 Acronym: SMP/E Available: 6/01/89 Variable Charges 
se Modification Pgm Extended V1R5 acronyms SMP/E Available: 6/30/89 
1 B/O 17060 B/M 454 D/ 12772 D/M 340 
20 B/O 17060 B/M 478 D/O 12772 D/M 358 
30 B/O 17060 B/M 504 D/O 12772 D/M 378 
40 B/C 30000 B/M 554 D/O 22500 D/M 415 
50 B/C 42560 B/M 609 D/O 31920 D/M 456 
60 B/C 46830 B/M 669 D/O 35123 D/M 502 
Service Code: K Test: 1 License: S$ Environment: MVS 
+Non-SNA Interconnection to 3725 V3 nerenym: NSI Available: 3/31/89 
_ B/I 1940 B/M 618 D/ 1740 D/M 557 
Service Code: M Test: 2 License: § Pubs: GC33-2023 Environment: MVS,VSE,VM 
+VS COBOL II Compiler & Library R3.0 Acronym: COBOL II Available: 12/16/88 Variable Charges 


+VS COBOL II Compiler alae penne Acree 


10 B/O 2370 
15 B/O 16500 B/M 613 


D/O 


COBOL II Available: 12/29/89 
D/M 391 


9280 
12360 D/M 460 


5-108 


18 B/O 24760 B/M 722 D/O 18570 D/M 541 


20 B/O 28890 B/M 849 D/O 21650 D/M 637 
30 B/O 41270 B/M 999 D/O 30940 D/M 749 
40 B/O 66050 B/M 1175 D/O 49500 D/M 881 
50 B/O 85210 Eu tehe D/O eee Do 1100 
60 B/O 106700 B/M D/O 80025 D/M 1380 
VS COBOL BQ tees & Libary Le2 “vi/Pc Acronym: COBOL II Available: 
Kanji Name Ne Cheree Feature Acronym: COBOL II Available: 5/15/87 
arge 
+Japanese Language Support Feature Acronym: COBOL II Available: 6/30/89 
harge 
Service Code: M Test: 1 License: §S Pubs: GC26-4042 Environment: MVS,XA,VM 
5668-959 Digital Interactive Graphics Mappin ‘Acronym: Digimap Available: 8/04/82 
. B/O 18310 f Wn 831 : 
Service Code: X Service End Date: 5/15/84 Test: 1 License: § Pubs: GH20-5508 Environment: 5799-AYB,AXX,CMS 
5668-962 Assembler H - V2 acronym Available: 8/31/82 Variable Charges 
10 B/O 1660 B/I 512 B/ 170 D/O 1240 D/I 383 D/M 127 
15 B/O 2220 B/I 512 B/M 170 D/O 1655 D/I 383 D/M 127 
18 B/O 3325 B/I 512 B/M 170 D/O 2490 D/I 383 D/M 127 
20 B/O 3885 B/I 5A2 B/M 170 D/O 2900 D/I 383 D/M 127 
30 B/O 5545 B/I 512 B/M 170 D/O 4150 D/I 383 D/M 127 
40 B/O 8880 B/I 512 B/M 170 D/O 6645 D/I 383 D/M 127 
50 B/O 11460 B/I 512 B/M 170 D/O 8595 D/I 383 D/M 127 
60 pre 14780 B/I 512 B/M 170 D/O 11085 D/I 383 D/M 127 
Assembler H XT/370 Acronym: Available: 
B/O 475 B/M 9 
Service Code: K Test: 1 License: § Pubs: GC26-4035 Environment: 0OS/VS,MVS/XA,VM/SP 
5668-963 Network Routing Facility R3 Enhancement Acronym: NRF Available: 1/2 aiee 
NRF R3.2 for MVS/370 and MVS/XA Acronym: NRF Available: 9/09/88 
-NRF B35 for MVS/370 and MVS/XA Acronym: NRF Available: srt 
+NRF R4 for MVS Acronym: NRF Available: 9/29/89 
+NRF R4 for VM Acronym: NRF Available: Ret 
+NRF R5 for MVS Acronym: NRF Available: 12/29/89 
+NRF R4 for VM Acr rpuym: NRF Available: 1/26/90 
B/I 4470 B/M 1415 3350 D/M 1060 
Service Code: M Test: 2 License: § Pubs: GC27-0594 Environment: ACF/NCP 
5668-967 Financial - renee & General Ledger R3 Acronym: IFS-1 Available: 10/31/85 
B/O 24490 B/M 1110 
Service Code: B Test: 1 License: § Environment: CICS+IMS+PL/I 
5668-968 Financial Status P&L Balance Sheet R3 Acronym: IFS-2 Available: 1/22/82 
B/O 5620 B/M 255 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S= eee M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I ={nitial, =Annual, P=Primary 
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5668-968 
(cont'd) 


Test: 1 License: § 


5668-969 Financial Open Item Acctg A/R A/P R3 
B/O 10850 B/M 493 


Service Code: B 


Service Code: B Test: 1 License: §S 


5668-970 Financial Payment Processing A/P R3 
B/0 7515 ByM 341 


Service Code: B Test: 1 License: S§ 


5668-971 Network Logical Data Manager i 
10 By 237 D/M 


177 
15 B/M 249 D/M 186 
18 B/M 274 D/M 205 
20 B/M 301 D/M 225 
30 B/M 331 D/M 248 
40 B/M 365 D/M 273 
50 B/M 401 D/M 300 
60 B/M 441 D/M 330 


Service Code: K Test: 1 License: § 
5668-978 Graphics Access Method / System Product 
+GAM/SP R2.2 


+GAM/SP R3.0 
10 0 


B/ 3305 B/M 472 
15 B/O0 4410 B/M 472 
18 B/O 6365 B/M 472 
20 B/O 7350 B/M 472 
25 B/O 10500 B/M 472 
28 B/O 10500 B/M 472 
30 B/O 10500 B/M 472 
32 B/Q 16800 B/M 472 
35 B/O 16800 B/M 472 
38 B/O 16800 B/M 472 
40 B/O 16800 B/M 472 
50 B/O 21670 B/M 472 
60 B/O 27950 B/M 472 


Service Code: L Test: 1 License: S 


5668-979 EDX Host vo so yaad ae 


Service Code: X Service End Date: 


5668-981 X.25 NCP Packet Switching Interface 4.3 
B/I 975 B/M 373 


4/08/86 Test: 


Environment: CICS+IMS+PL/I 


Acronym: IFS-3 Available: 1/22/82 


Environment: CICS+IMS+PL/I 
Acronym: IFS-4 Available: 10/31/85 


Environment: CICS+IMS+PL/I 


Acronym: NLDM Available: 6/07/85 Variable Charges 


Pubs: GC23-0108 Environment: MVS,VM,VSE+NCCF 
Acronym: GAM/SP Available: 2/19/88 Variable Charges 
cronym: GAM/SP Available: 4/07/89 
as ae A Available: 11/17/89 
/ 2480 D/M 354 
D/O 3305 D/M 354 
D/O 4775 D/M 354 
D/O 5510 D/M 354 
D/O 7875 D/M 354 
D/O 7875 D/M 354 
D/O 7875 D/M 354 
D/O 12600 D/M 354 
D/O. 12600 D/M 354 
D/O 12600 D/M 354 
D/O 12600 D/M 354 
D/O 16250 D/M 354 
D/O 20960 D/M 354 
Pubs: GC33-0125 Environment: MVS,XA,VM 
Acronym: Available: 8/18/82 


1 License: § Environment: OS/VS,DOS/VSE,CICS 


Acronym: NPSI Available: 9/27/85 
D/M 279 


D/ 731 
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5668-982 


5668-985 


5668-987 


5668-989 


5668-996 


5668-998 


Charges: 


Test: 2 License: § 


Distributed Office Support f 370 Ver 2 
B/O 32130 *B/M 1455 


Service Code: K 


Service Code: X Service End Date: 


DPCX/DPPX Host Command Facility Ver 2 
1 B/M 2 D/M 1 


8 / 00 / 50 
20 B/M 210 D/M 157 
30 B/M 220 D/M 165 
40 B/M 242 D/M 181 
50 B/M 266 D/M 199 
60 B/M 293 D/M 219 
Service Code: K Test: 1 License: § 


COBOL Suppote for 4700 Finance System 
/I 1640 B/M 630 
Test: 


Service Code: K 1 License: § 


4700 Host Support R7 

+4700 Host Support R8 
B/I 2275 B/M 783 

4700 Finance Syst - Host Support Ext ftr 
B/M 324 /M 243 


+4700 Host Support Extensions Feature 
B/M 324 D/M 


Service Code: M Test: 1 License: §S 
BASIC/VM Release 2 
10 B/O 2315 B/I 1235 
15 B/O 3085 B/I 1235 
18 -B/O 4630 B/I 1235 
20 B/O 5400 B/I 1235 
30 B/O 7715 B/I 1235 
40 B/O 7715 B/I 1235 
50 B/O 9950 B/I 1235 
60 B/O 12840 ges 1235 
BASIC Processor and Library XT/370 

B/O 1215 B/M 26 


Service Code: K Test: 1 License: § 


2905 
Test: 1 


3644 Parameter Table Generation Facility 
B/O B/M 93 


Service Code: K License: § 


X/Y where a License Type 


Charge Type 


1/27/87 


Pubs: 
Acronym: 
b/d 


Acronym: 


Pubs: 


Acronym: 
D/t 
Pubs: 


Acronym: 


Acronym: 
D/t 
Acronym: 


Acronym: 


Acronym: 


Pubs: 


Acron 
D/ 


Pubs: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Test: 


: GEN3644 


GC30-3189 Environment: 3720/25+NCP 4.2 
DISOSS/370 Available: 12/21/82 
2 M 1095 


4210 D/ 
2 License: § Pubs: GH12-5139 Environment: OS/VS,IMS/VS,CICS 
HCF Available: 10/22/82 Variable Charges 


GC27-0453 Environment: VTAM/E+NCCF 


FCS Available: 8/31/83 
1230 D/M 469 


GL23-0078 Environment: OS/VS,MVS/XA 


HSX HTF Available: 11/27/87 

HSX HTF Available: 2/24/89 
1710 D/M 

Available: 1/31/85 

Available: 2/24/89 


: $C31-3778 Environment: VSE 


Available: 12/22/82 Variable Charges 
412 D/O 2075 D/I 929 D/M 309 
412 D/O 2775 D/I 929 D/M 309 
412 D/O 3470 D/I 929 D/M 309 
412 D/O 4860 D/I 929 D/M 309 
412 D/O 6945 D/I 929 D/M 309 
412 D/O 6945 D/I 929 D/M 309 
412 D/O 8955 D/I 929 D/M 309 
412 D/O 11556 D/I 929 D/M 309 

Available: 


GC26-4023 Environment: VM/SP 


Available: 12/01/82 
2175 D/M 70 


GC31-0009 Environment: DOS/VSE,0S/VS1 


M=Multi 
tnitial, 


a-111 


le 
=Annual, P=Primary 


5669-024 


5669-031 


5669-032 


5669-034 


5669-050 


5669-052 


5669-053 


5669-054 


NetView/PC V1.2.1 Acronym: 

~NetView/PC V1.2 Acronym: 
B/C 3150 

Acronym: 


Japanese Feature 
B/C 3150 


Service Code: H Service End Date: 


4680 Sener eareoeore oar on V1R2 Acronym: 

4680 Price Management Applic feature Acronym: 
B/C, 1155 ‘ 

IBM 4680 Gen 1 Sales Applic. Termn 1 Off Acronym: 
B/C 385 

Service Code: E Test: 1 License: § Pubs: 

4680 Supermarnet 1S gee Acronym: 

4680 Seperstkers 1 aman Sourcecode Acronym: 

4680 enero Appl. Term'l Offlne Fea Acronym: 

+4680 Supermarket ope EFT Feature Acronym: 

B/C 8 


Service Code: E Test: 1 License: S 


4680 BASIC Ver.1 Rel.2 Acronym: 
B/O 2885 < 

Service Code: E Test: 1 License: S Pubs: 
Acronym: 


Graphics Development Toolkit 
B/O 848 


Service Code: X Service End Date: 


3278/79 Emulation 1.1 
B/O 606 


Service Code: X Service End Date: 


Service Code: X Service End Date: 


RT PC FORTRAN 
| B/O 787 


12/31/91 Test: 


2/01/88 Test: 


Acronym: 


2/01/88 Test: 


INmail tm INnet tm File Transfer Program Acronym: 
B/O 756 


3/01/88 Test: 


Acronym: 


NetView 
NetView/PC 


NetView 


QO License: 


Available: 3/30/90 
Available: 5/31/89 
Available: 10/03/89 
S Environment: 0OS/2 
Available: 8/16/88 
Available: 8/16/88 
Available: 3/25/88 


LY30-5588 Environment: 4680 Operating Syste 


Available: 
Available: 
Available: 
Available: 


8/16/88 
11/28/86 
6/24/88 
6/30/89 


Environment: 4680 OS 1.2 


Available: 12/31/87 


SC30-3356 Environment: 4680 Operating Systm 


Q License: 


0 License: 


Q License: 


5-112 


Available: 3/30/86 

Ss Pubs: SV21-8058 Environment: RT AIX tm 
Available: 3/31/86 

Ss Pubs: SV21-8032 Environment: AIX tm on RT 
Available: 3/31/86 

5 Environment: AIX tm on RT 

Available: 3/30/86 


| Service Code: X Service End Date: 


: $V21-8018 Environment: RT AIX 


5 ee 
1210 


X Service End Date: 


5669-055 Pascal Compiler 
B/O 


Service Code: 


5669-056 BASIC pater perce and Compiler 1.1 
B/ 1210 


Service Code: X Service End Date: 


5669-057 AT Co-processor Services 1.1 Acronym: 
B/O 665 

Service Code: X Service End Date: 2/01/88 Test: 

5669-058 pre U CUES agg Data Base Acronym: 

Service Code: X Service End Date: 2/01/88 Test: 

5669-059 Data ena sonar Services 1.1 Acronym: 
/O 606 

Service Code: X Service End Date: 2/01/88 Test: 

5669-062 aie ae ye yee Acronym: 

Service Code: X Service End Date: 2/01/88 Test: 

5669-063 Plotting Baron Sa Acronym: 

Service Code: X Service End Date: 2/01/88 Test: 

5669-064 Graphics Terminal Emulator . Acronym: 
B/O 727 

Service Code: X Service End Date: 2/01/88. Test: 

5669-067 CSOS Programmers ToolKit V2 Acronym: 
B/O 160 

Service Code: X Service End Date: 3/18/86 Test: 

5669-068 CSOS Assembler V2 Acronym: 
B/O 495 

Service Code: X Service End Date 3/18/86 Test 


2/01/88 Test 


Acronym: 


2/01/88 Test: 
Acronym: 


2/01/88 Test: 


Q License 


0 License 


QO License 


Q License: 


SQL 1.1 


QO License: 


Q License: 


QO License: 


0 License: 


Q License: 


Q License: 


Q License 


:§ Pubs: 


Available: 3/30/86 


: : C : § Environment: 5.25",8" Diskettes 


License Type 


Charges:X/Y where X= 
Y= Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


M=Multi 
tnitial, 


S113 


.°<§ Pubs: SV21-8015 Environment: RT AIX 
Available: 3/30/86 

:§ Pubs: SV21-8018 Environment: RT AIX 
Available: 3/31/86 
5 Pubs: SV21-8028 Environment: AIX tm 
Available: 3/31/86 
BS) Environment: RT AIX+Data Mgt 
Available: 3/30/86 - 
S Pubs: 8V21-8015 Environment: RT AIX 
Available: 3/30/86 
S Pubs: SV21-8060 Environment: RT AIX 
Available: 3/30/86 
5 Pubs: SV21-8059 Environment: RT AIX 
Available: 3/30/86 
S Pubs: SV21-8061 Environment: RT AIX 
Available: 12/17/85 
Ss Environment: 5.25",8" Diskettes 
Available: 12/17/85 

le 


=Annual, P=Primary 


tm 


tm 


tm 


on 


tm 


tm 


tm 


tm 


RT 


5669-069 CSOS Pascal V2 
B/O0 695 


Service Code: X Service End Date: 
5669-070 CSOS FORTRAN V2 
B/O 695 
CSOS FORTRAN V2,8 Diskette 
B/O 695 


Service Code: X Service End Date: 
5669-071 CSOS C V2 
/0,, 595 
CSOS C V2, 8 Diskette 
B/0 595 


Service Code: X Service End Date: 
5669-072 CSOS V2 
B/0 495 
CSOS V2, 8 Diskette 
B/Q 495 


Service Code: X Service End Date: 


5669-073 CSOS 3101 Terminal Emulation Vi 
B/O 160 


Acronym: 


Available 


3/18/86 Test: 0 License: S 


Acronym: 


Acronym: 


Available 
Available 


3/18/86 Test: 0 License: § 


Acronym: 
Acronym: 


Available 
Available 


3/18/86 Test: 0 License: §S 


Acronym: 


Acronym: 


Available 
Available 


3/18/86 Test: 0 License: S 


Acronym: 


CSOS 3101 Terminal Emulation V1,8" Disk. Acronym: 
B/O 160 


Service Code: X Service End Date: 
5669-074 CSOS ey 100 V1 
CSOS SmarTerm 100 V1,8" Diskette 
B/O © 165 


Service Code: X Service End Date: 
5669-075 CSOS aA ie 
CSOS Extensions V1.13,8" Diskette 
B/O 155 


Service Code: X Service End Date: 
5669-076 CSOS Personal Editor V1 
B/0) 125 


Service Code: X Service End Date: 


3/18/86 Test: 
Acronym: 


Acronym: 


3/18/86 Test: 
Acronym: 
Acronym: 


3/18/86 Test: 
Acronym: 


3/18/86 Test: 


License: 


License: 


License: 


License: 


5-114 


Available 


Available: 


S 


Available: 
Available: 


Ss 


Available: 
Available: 


s 
Available 


Ss 


: 12/17/85 


Environment: 


: 12/17/85 
: 12/17/85 


Environment: 


> 12/17/85 
> 12/17/85 


Environment: 


: 12/17/85 
: 12/17/85 


Environment: 


: 12/17/85 
12/17/85 


Environment: 


12/17/85 
12/17/85 


Environment: 


12/17/85 
12/17/85 


Environment: 


> 12/17/85 


Environment: 


5.25",8" Diskettes 


5.25",8" Diskettes 


5.25",8" Diskettes 


5.25",8" Diskettes 


5.25",8" Diskettes 


5.25",8" Diskettes 


Sys 9000,5.25",8" 


5.25",8" Diskettes 


5669-077 CSOS ay aes Acronym: Available: 12/17/85 








595 
Service Code: X Service End Date: 3/18/86 Test: 0 License: § Environment: 5.25",8" Diskettes 
5669-078 CSOS FORTRAN V1.2 Acronym: Available: 12/17/85 
B/O 595 
Service Code: X Service End Date: 3/18/86 Test: 0 License: §S Environment: 5.25",8" Diskettes 
5669-079 CSOS BASIC V1.2 Acronym: Available: 12/17/85 
B/O 195 
Service Code: X Service End Date: 3/18/86 Test: 0 License: S Environment: 5.25",8" Diskettes 
5669-081 CSOS C V1.2 Acronym: Available: 12/17/85 
B/O 595 
Service Code: X Service End Date: 3/18/86 Test: 0 License: § Environment: 5.25",8" Diskettes 
5669-082 CSOS BASIC V2 Acronym: Available: 12/17/85 
B/O 495 
Service Code: X Service End Date: 3/18/86 Test: 0 License: § Environment: 5.25",8" Diskettes 
5669-083 CSOS ea Suprourtne Library V1.1 Acronym: Available: 12/17/85 
Service Code: X Service End Date: 3/18/86 Test: 0 License: § Environment: 5.25",8" Diskettes 
5669-087 SAMNA+ tm Acronym: Available: 6/30/86 
B/O 1295 
Service Code: Z Test: 0 License: S$ Pubs: SV21-8057 Environment: RT AIX 
5669-135 Diagnostics Diskettes Version 29 8" Acronym: Available: 12/17/85 
No Charge 
Service Code: X Service End Date: 3/18/86 Test: 0 License: § Environment: CSOS 1.13 
5669-161 +3812 Fonts - Sonoran Serif Acronym: Available: 8/08/89 
B/O 1000 
Service Code: X Service End Date: 12/31/87 Test: 0 License: S Environment: 3812 Font Mgt System 
5669-162 +3812 FOOTE a ponorey Sans Serif Acronym: Available: 8/08/89 


Service Code: X Service End Date: 12/31/87 Test: 0 License: S Environment: 3812 Font Mgt System 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type 0=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


5-115 


5669-163 


5669-167 


5669-179 


5669-212 


5669-228 


5669-242 


5669-243 


5669-329 


5669-330 


5684-001 


3812 Fonts - Pi and Specials Acronym: 
. B/C 529 . 
Service Code: X Service End Date: 12/31/87 Test: 
Personal see 3.4 Acronym: 
/O 1155 
Service Code: E Test: 0 License: S Pubs: 
Communications Supe eeen Lei Acronym: 
B/O 57 
Service Code: Z Test: 0 License: S Pubs: 
Chain EMS Store Sales Acronym: 
/0 1100 
Service Code: E Test: 1 License: S Pubs: 
CATIA (R) Server Acronym: 
B/O 1500 sa 
Service Code: E Test: 0 License: S Pubs: 
Common Lisp - Application Environment Acronym: 
B/0 PP O00 oe 
Service Code: Z Test: 0 License: S Pubs: 
Common Lisp - Development Environment Acronym: 
B/O 4000 | 
Service Code: Z Test: 0 License: § Pubs: 
+MERVA/2 Acronym: 
+MERVA/2 R1.1 Acronym: 
B/O 15750 D/O 11812 
Service Code: M Test: 1 License: S Pubs: 
+DSNL/2 Acronym: 
+DSNL/2 R1.1 Acronym: 
B/0 11025 D/O 8269 
Service Code: M Test: 1 License: S Pubs: 
+NetView Performance Monitor for VM R3M1l sae a 
10 , B/0) 4960 B/M 551 D/ 
15 B/9O 6615 B/M 551 D/O 
18 B/d 9920 B/M 551 D/O 


Available: 


QO License: § 


SC33-8100 


$C28-8009 


G520-6083 


SH23-6073 


$V21-8062 


SV21-8062 
MERVA/2 
MERVA/2 
SH12-5491 
DSNL/2 
DSNL/2 
SH12-5491 
NPM 

3715 


4960 
7435 


5-116 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 
Available: 


Environment: 


Available: 
Available: 


Environment: 
Available: 
D/M 412 


412 
412 


D/M 
DyM 


12/20/85 


Environment: 3812 Font Mgt System 


3/18/88 


RT AIX 
9/26/86 


5669-177 
8/16/88 


4680 
6/26/87 


AIX 2.1 
12/31/86 


AIX on RT 
12/31/86 


AIX on RT 

UBS 

PS/2 

UBB 

PC/XT286 ,PS/2,08/2 


12/01/89 Variable Charges 


20 B/O 11570 B/M 551 
30 B/O 16530 B/M 551 
40 B/O 26460 B/M 551 
50 B/O 34130 B/M 551 
60 B/O 39250 B/M 55.1 


Service Code: M Test: 2 License: § 


5684-007 +GDDM/VMXA V2.2 
10 B/O 


/ 2230 B/M 180 
15 B/O 2975 B/M 200 
18 B/O 4460 B/M 222 
20 B/O 5205 B/M 247 
30 B/ 8225 B/M 274 
40 B/O 16460 B/M 343 
50 B/O 26680 B/M 429 
a 33350 B/M 536 
GDDM/VMXA V2.2 PCLK Feature 
730 /M 140 
15 B/O 2315 B/M 156 
18 B/O 3470 B/M 173 
20 B/O 4045 B/M 192 
30 B/O 6390 B/M 213 
40 B/O 12770 B/M 266 
50 B/O 20710 B/M 333 
60 B/O 25880 B/M 416 


Service Code: M Test: 2 License: § 


5684-009 VM Distributed System Node Executive Rl 
VM/Distributed System Node Executive R2 

+VM/Distributed ey acer Node Executive R3 
10 B/O 375 B/M 251 


15 B/O 3170 B/M 264 
18 B/O 4990 B/M 277 
20 B/O 6095 B/M 290 
30 B/O 9165 B/M 305 
40 B/O 15380 B/M 320 
50 B/O 20850 B/M 336 
60 B/O 21905 B/M 353 


Service Code: M Test: 2 License: § 


5684-011 +Customer Information Control System/VM 
10 O 14870 B/M 1650 


B/ 
15 B/O 19840 B/M 1650 
18 B/O 29760 B/M —- 1650 
20 B/O 34720 B/M 1650 
30 B/O 49610 B/M 1650 
40 B/O 79380 B/M 1650 
50 B/O 102350 B/M 1650 

B/O 132200 B/M 1650 


(cont'd) 


Charges:X/Y where X= License Type 
Y= Charge Type 


B=Basic, D=DSLO, S=Single 


D/O 8675 D/M 412 

D/O 12400 D/M 412 

D/O 19840 D/M 412 

D/O 25590 D/M 412 

D/O 29430 D/M 412 

Pubs: GH20-6350 Environment: VM 
pcronym GDDM Available: 4/07/89 

D/ 1670 D/M 135 

D/O 2230 D/M 150 

D/O 3340 D/M 167 

D/O 3905 D/M 185 

D/O 6165 D/M 206 

D/O 12345 D/M 257 

D/O 20010 D/M 321 

D/O 25010 /M 402 
nceonya GDDM Available: 3/25/88 

D/ 1295 /M 5 

D/O 1730 D/M 117 

D/O 2595 D/M 129 

D/O 3030 D/M 143 

D/O 4790 D/M 159 

D/O 9575 D/M 199 

D/O 15530 D/M 249 

D/O 19410 D/M 312 

Pubs: 8C33-0327 Environment: VM/SP 
Acronym: VM/DSNX Available: 2/26/88 
Acronym: VM/DSNX Available: 9/30/88 
acronym: VM/DSNX Available: 4/14/89 

D/ 1780 D/M 188 

D/O 2375 D/M 198 

D/O 3740 D/M 207 

D/O 4570 D/M 217 

D/O 6870 D/M 228 

D/O 11535 D/M 240 

D/O 15635 D/M 252 

D/O 16440 D/M 265 

Environment: VM/SP or VM/IS 

ae ae CICS/VM Available: 1/27/89 

D/ 11160 D/M 1235 

D/O 14870 D/M 1235 

D/O 22310 D/M 1235 

D/O 26040 D/M 1235 

D/O 37200 D/M 1235 

D/O 59530 D/M 1235 

D/O 79790 D/M 1235 

D/O 99150 D/M 1235 

Ce ek 
tnitial, =Annual, P=Primary 


O=One Time, M=Monthly, I= 


5-117 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5684-011 
(cont d) +Japanese Language Feature 
No Charge 


Service Code: M 


5684-013 OSI/Communications Subsystem for VM 
10 B/O 9985 B/M 


Test: 2 License: S 


332 
15 B/O 12750 B/M 425 
18 B/O 19400 B/M 646 
20 B/O 22740 B/M 758 
30 B/O 56700 B/M 1180 
40 B/O 88700 B/M 1845 
50 B/O 114800 B/M 2305 
60 B/O 144000 B/M 2880 


Service Code: M 


5684-014 ISPF Interactive Syecee Product V2R2 — 
18 B/O 7200 B/M 2 


16 
20 B/O 7200 B/M 227 
30 B/O 7200 B/M 239 
40 B/O 12100 B/M 251 
50 B/O 16360 B/M 263 
60 B/O 17110 B/M 276 
Service Code: M Test: 1 License: S 

5684-015 ISPF/PDF V2 R2 for VM/XA 

18 B/O 19010 B/M 571 
20 B/O 19010 B/M 601 
30 B/O 19010 B/M 633 
40 B/O 30420 B/M 665 
50 B/O 39240 B/M 698 
60 B/O 41050 B/M 733 


Service Code: M 
5684-017 +NetView DM for VM/SP and bias or 
10 B/O 14260 /M 


15 B/O 19020 B/M 
18 B/Q 28530 B/M 
20 B/O 33290 B/M 
30 B/O 49810 B/M 
40 B/O 83780 B/M 
50 B/O 113800 B/M 
60 B/O 119660 B/M 


Service Code: M 


5684-025 SGML Translator DCF Edition 
+SGML Translator DCF Edition R2 


Test: 2 License: § 


Test: 1 License: S 


Test: 2 License: § 


Acronym: CICS/VM Available: 7/28/89 


Environment: VM 
Available: 6/30/90 
D/M 248 


7485 
D/O +—-9565 D/M 318 
D/O 14550 D/M 485 
D/O 17050 D/M 568 
D/O 42520 D/M 885 
D/O 66520 D/M 1385 
D/O 86110 D/M 1728 
D/O 108000 D/M —- 2160 


Pubs: GL23-0184 Environment: VM 
Available: 6/10/88 
D/M 162 


5400 
D/O 5400 D/M 170 
D/O 5400 D/M 179 
D/O 9075 D/M 188 
D/O 12270 D/M 197 
D/O 12832 D/M 207 


Environment: VM/XA 


peroriym: ISPF/PDF Available: 6/10/88 
D/ 14250 D/M 428 


D/O 14250 D/M 650 
D/O 14250 D/M 474 
D/O 22810 D/M 498 
D/O 29430 D/M 523 
D/O 30787 D/M 549 


Environment: VM/XA 
perenye: NetView DM Available: 12/29/89 
Die 10670 D/M 1015 


D 14230 D/M —-1070 
D/O 21400 D/M (1125 
D/O 24910 D/M 1185 
D/O 37350 D/M 1245 
D/O 62830 D/M —- 1305 
D/O 85350 D/M =: 1375 
D/O 89740 D/M 1445 


Environment: VM/SP,VM/XA 


Acronym: SGML Available: 9/30/88 
Acronym: SGML Available: 11/22/89 


5-118 


~ Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


B/O 20790 B/M 798 D/O 15600 D/M 598 

Service Code: M Test: 2 License: § Environment: VM/SP,VM/IS 
5684-026 BookManager BUILD VM Edition Acronym: Available: 4/28/89 Variable Charges 
10 B/M 151 D/M 129 B/ 470 D/A 399 B/P 0 D/P 261 
15 B/M 194 D/M 165 B/A 0 D/A 511 B/P 3405 D/P 2895 
18 B/M 293 D/M 249 B/A 911 D/A 774 B/P 5160 D/P 4386 
20 B/M 345 D/M 293 B/A 1070 D/A 910 B/P 6065 D/P 5155 
30 B/M 534 D/M 454 B/A 2655 D/A 2257 B/P 15030 D/P 12776 
40 B/M 837 D/M 711 B/A 4155 D/A 3532 B/P 23550 D/P 20018 
50 B/M 962 D/M 818 B/A 5605 D/A 4764 B/P 31780 D/P 27013 
60 B/M 1350 D/M 1145 B/A 7560 D/A 6430 B/P 42890 D/P 36450 
Service Code: M Test: 2 License: § Environment: VM 
5684-028 +NetView/Access eas V1R1 Acronym: NetView Available: 5/26/89 Variable Charges 
+NetView/Access (VM) V1R2 Acronym: NetView Available: 3/31/90 

10 B/O 3590 B/M 399 D/ 3050 D/M 339 
15 B/O 4785 B/M 399 D/O 4065 D/M 339 
18 B/O 7180 B/M 399 D/O 6100 D/M 339 
20 B/O 8375 B/M 399 D/O 7120 D/M 339 
30 B/O 11970 B/M 399 D/O 10170 D/M 339 
40 B/O 19150 B/M 399 D/O 16270 D/M 339 
50 B/O 24700 B/M 399 D/O 21000 D/M 339 
60 B/O 31860 B/M 399 D/O 27080 D/M 339 
Service Code: M Test 


: : 2 License: § Pubs: GH12-5192 Environment: VM 


(cont'd) 


Charges :X/Y where X= 


License Type 
Charge Type 


5684-038 OSI/File Services Rl for VM acecoym: OSI Available: 9/30/90 
10 B/O 6390 B/M 213 D/ 4790 D/M 159 
15 B/O 8155 B/M 271 D/O 6115 D/M 203 
18 B/O 12410 B/M 413 D/O 93 D/M 309 
20 B/O 14520 B/M 484 D/O 10880 D/M 362 
30 B/O 36280 B/M 756 D/O 27210 D/M 567 
40 B/O 56700 B/M 1180 D/O 42520 D/M 885 
50 B/O 73420 B/M 1355 D/O 55060 D/M 1015 
60 B/O 84240 B/M 1560 D/O 63180 D/M 1170 
Service Code: M Test: 2 License: S$ Environment: VM 
5684-042 ICKDSF Virtual Machine VM R10 Acronym: ICKDSF Available: 8/12/88 
+ICKDSF Virtual Machine VM Rll Acronym: ICKDSF Available: 11/17/89 
No Charge 
Service Code: S Service End Date: 11/30/90 Test: 0 License: §S Environment: VM 
5684-043 +ISPF V3 for VM Acronym: ISPF Available: 6/23/89 
+ISPF V3R2 for VM Acronym: ISPF Available: 6/30/90 
10 B/O 3000 B/M 100 D/ 2250 D/M 75 
15 B/O 3870 B/M 129 D/O 2900 D/M 96 
18 B/O 5010 


B/M 167 D/O 3755 D/M 125 


B=Basic, D=DSLO, S=Single, M=Multiple . 
O=One Time, M=Monthly, I=initial, =Annual, P=Primary 


5-119 


Variable Charges 


Variable Charges 


5684-945 


(cont 20 B/O 
30 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: 


5684-052 ACF/VTAM V3 for VM/9370 Enhancements 
+ACF/VTAM V3R3 for VM/9370 
10 B/O 4815 B/M 535 
15 B/O 6750 B/M 562 
18 B/O 10630 B/M 590 | 
20 B/O 13000 B/M 619 


Service Code: M 


6480 
13390 
17280 
23380 
28080 


M Service End Date: 


Test: 2 License: U 


B/M 216 
B/M 279 
B/M 360 
B/M 433 
B/M 520 


5684-057 Communications Sye cen 

10 B/O 000 

15 B/O 8960 

18 B/O 13580 

20 B/O 15960 . 

Service Code: E Test: 2 License: 
5684-058 Material Logistics System/VM 

10 B/5 6500 

15 B/O 8320 

18 B/O 12610 

20 B/O 14820 

Service Code: E Test: 2 License: 
5684-059 Host casas yt 

10 /0O 1350 

15 B/O 1730 

18 B/O 2620 

20 B/O 3078 

Service Code: E Test: 2 License: 
5684-061 Open Systems Mereces Pxcnenee for VM 

B/O 45150 /M 2055 


3/31/91 Test: 


Ss 


S) 


S 


D/O 4860 D/M 162 
D/O 10040 D/M 209 
D/O * 12960 D/M 270 
D/O 17535 D/M 324 
D/O 21060 D/M 390 
2 License: § 
Acronym: ACF/VTAM Available: 11/04/88 
Acron ACF /VTAM Available: 6/30/90 
D/ 3610 D/M 401 
D/O 5060 D/M 422 
D/O 7970 D/M 443 
D/O 9750 D/M 464 
Pubs: GC30-9592 Environment: VM,VSE,MVS 
Acronym Available: 3/31/90 
Environment: ES/9370 
Acronym: Available: 3/31/90 
Environment: ES/9370 
Acronym: Available: 3/31/90 


Environment: ES/9370- 


Environment: VM/SP /w or /wo HPO 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Acton 


33860 


Service Code: H Service End Date: 12/30/90 Test: 2 License: 


5684-062 BookManager READ VM Edition 
1 B/M 76 D 


0 
15 B/M 97 D 
18 B/M 147 D 
20 B/M 173 D 


/M 
f 


ae va 


5-120 


Available: 12/30/88 
1540 


D/M 

s Pubs: 
Available: 
D/A 200 
D/A 256 
D/A 388 
D/A 456 


GC32-0009 Environment: VM 
4/28/89 Variable Char 
B/P 33 D/P 
B/P 1710 D/P 
B/P 259 D/P 
B/P 3045 D/P 


es 

134 
1454 
2202 
2588 


5684-064 


5684-065 


5684-073 


5684-077 


5684-084 
(cont d) 


Charges: 


30 B/M 268 D/M 228 
40 B/M 420 D/M 357 
50 B/M 504 D/M 428 
60 B/M 680 D/M 578 
Service Code: M Test: 2 License: §S 
Computer Aided Design Integration 
CATIA Feature 
10 B/M 330 D/M 247 
15 B/M 440 D/M 330 
18 B/M 470 D/M 353 
20 B/M 610 D/M 457 
30 B/M 750 D/M 562 
40 B/M 880 D/M 660 
50 B/M 990 D/M 742 
60 B/M 1185 D/M 889 
+CADAM Feature 

10 B/M 330 D/M 247 
15 B/M 440 D/M 330 
18 B/M 470 D/M 352 
20 B/M 610 D/M 457 
30 B/M 750 D/M 562 
40 B/M 880 D/M 660 
50 B/M 990 D/M 742 
60 B/M 1185 D/M 889 
Service Code: E Test: 2 License: § 
Product Engineering Support 
10 ByM 680 o D/M 517 
15 B/M 920 D/M 690 
18 B/M 980 D/M 735 
20 B/M 1280 D/M 960 
30 B/M 1570 D/M 1177 
40 B/M 1840 D/M 1380 
50 B/M 2070 D/M 1552 
60 B/M 2485 D/M 1864 
Service Code: E Test: 2 License: § 
VM Performance Sporting Facility 

B/O 5775 
Service Code: E Test: 2 License: S 
DXT/D1 V1R1 

B/O 40000 B/M 1090 
Service Code: M Test: 2 License: S 
OfficeVision/VM Rl 

License Type 


X/Y where X= 
Y= Charge Type 


B=Basic, D=DSLO, S=Single, M= 
O=One Time, M=Monthly, I=init 


Environment: MVS/XA 


Acronym: Available: 10/27/89 


ce ha ea 
ial, A=Annual, P=Primary 
5-121 


B/A 1330 D/A 1131 B/P 

B/A 2085 D/A 1772 B/P 

B/A 2810 D/A 2388 B/P 

B/A 3790 D/A 3220 B/P 
Environment: VM 

Acronym: Available: 

Acronym: CATIA Available: 6/02/89 
B/ 700 D/A §25 B/P 
B/A 930 D/A 697 B/P 
B/A 1240 D/A 930 B/P 
B/A 1620 D/A 1215 B/P 
B/A 2320 D/A 1740 B/P 
B/A 3490 D/A 2617 B/P 
B/A 4180 D/A 3135 B/P 
B/A 5005 D/A 3754 B/P 

Peronyn: CATIA Available: 10/06/89 
B/ 700 D/ 525 B/P 
B/A 930 D/A 697 /P 
B/A 1240 D/A 930 B/P 
B/A 1620. D/A 1215 B/P 
B/A 2320 D/A 1740 B/P 
B/A 3490 D/A 2617 B/P 
B/A 4180 D/A 3135 B/P 
B/A 5005 D/A 3754 B/P 

Acron Available: 6/02/89 
B/ 1340 D/A 1005 B/P 
B/A 1790 D/A 1342 B/P 
B/A 2390 D/A 1792 B/P 
B/A 3120 D/A 2340 B/P 
B/A 4460 D/A 3345 B/P 
B/A 6710 D/A 5032 B/P 
B/A 8050 D/A 6037 B/P 
B/A 9660 D/A 7245 B/P 
Pubs: GH12-5619 Environment: VM 

Acronym: VMPRF Available: 3/31/89 

Environment: VM/XA SP 

ee a DXT/D1 Available: 3/31/90 

D/ 30000 D/M 817 


7540 
11810 
15945 
21530 


11180 


80550 


D/P 6409 
D/P 10039 
D/P 13553 
D/P 18300 


Variable Charges 


Variable Chateee 
D/P 350 
D/P 5790 
D/P 7725 
D/P 10125 
D/P 14475 
D/P 21795 
D/P 26122 
D/P 31313 

Variable nar gee 
D/ 350 
D/P 5790 
D/P 7725 
D/P 10125 
D/P 14475 
D/P 21795 
D/P 26122 
D/P 31313 

Variable Charges 
D/P 385 
D/P 11175 
D/P 14925 
D/P 19500 
D/P 27900 
D/P 41925 
D/P 50325 
D/P 60413 


Variable Charges 


5684-084 
(cont d) 


5684-090 


5684-104 


OfficeVision/VM R2 
10 | B/} 605 


M / 455 
15 B/M 805 D/ 605 
18 B/M 860 D/ 645 
20 B/M 1125 D/M 845 
30 B/M 1380 D/ 1035 
40 B/M 1610 D/M 1210 
50 B/M 1815 D/M 1360 
60 -B/M 2180 D/ 1635 
OS/2 OFfice Feature 
. B/O — +750 
0S/2 FE ote Feature 
OS/2 Office Direct Connect Feature 
B/O 210 
Service Code: S Test: 2 License: E ~ 
VM Performance Planning Facility V2R1 
10 B/O 3170 B/M 88 
15 B/O 3960 110 
18 B/O 4970 B/M 138 
20 B/O 6195 B/M 172 
25 B/ 10320 B/M 215 
28 B/O 12380 B/M 258 
30 B/O 14880 B/M 310 
32 B/O 17860 B/M 372 
35 B/O 21410 B/M 446 
38 B/O 25680 B/M 535 
40 B/O 30820 B/M 642 
50 B/O 36960 B/M 770 
60 B/O 44350 B/M 924 
Service Code: C Test: 2 License: S 


Office Support Program/VM V2R1 
Office SuPpore Fropraa/ vu V2R2 
10 /M 1390 D/M 


1040 

15 B/M 1850 D/M -- 1390 
18 B/M 1975 D/M 1480 
20 B/M 2590 D/M 1945 
30 B/M 3175 D/M 2380 
40 B/M 3720 D/M 2790 
50 B/M 4175 D/M 3130 
60 B/M 4690 D/M 3520 
OS/2 Office Feature 

B/9 750 
DOS Office Direct Connect Feature 

B/9O 300 
Service Code: E Test: 2 License: § 


B/A 2670 
B/A 3495 
B/A 4995 
B/A 7500 
B/A 9000 
B/A 10800 
Acronym 
Acronym 
Acronym 


Available: 3/31/90 
D/A 1125 B/ 


P 8500 

D/A 1495 B/P 11300 
D/A 2000 B/P 15130 
D/A 2620 B/P 19800 
D/A 3745 B/P 28300 
D/A 5625 B/P 42500 
D/A 6750 B/P 51000 
B/ 61200 


D/A _—-8100 P 
Available: 10/27/89 
Available: 12/31/89 


Available: 10/27/89 


Environment: VM,0S/2 


Acronym: VMPPF 
D/ 


2375 
D/O 2970 
D/O 3725 
D/O 4645 
D/O 7740 
D/O 9285 
D/O 11160 
D/O 13395 
D/O 16055 
D/O 19260 
D/O 23115 
D/O 27720 
D/O 33265 


Available: 9/08/89 
D 66 


/M 
D/M 83 
D/M 103 
D/M 129 
D/M 161 
D/M 193 
D/M 232 
D/M 279 
D/M 334 
D/M 401 
D/M 481 
D/M 577 
D/M 693 


Pubs: GH24-5229 Environment: VM/SP,VM/XA 


3455 
B/A 4590 
B/A 6135 
B/A 80 
B/A 11500 
B/A = 17320 
B/A 20740 


Reena OFSP/VM 
Acronym: OFSP/VM 


Available: 4/30/90 
Available: 3/31/91 
D 2590 


/A B/P 19580 
D/A . . 3440 B/P 26000 .. 
D/A 4600 B/P 34750 - 
D/A 6040 B/P 45580 
D/A 8625 B/P 65160 
D/A 12990 B/P 98130 
D/A 15560 B/P 117500 
D/A 18670 B/P 141000 
Available: 4/30/90 


Available: 4/30/90 


Environment: VM/SP,VM/XA 


27122 


Variable Charges 


Variable Charges 


14690 


~ 19500 


26060 
34190 
48870 
73600 
88130 
105750 


5684-107 Ost anvesctortny eos 7esne Services VM Acronym: OSI Available: 9/30/90 Variable Charges 


/0 
15 B/O 3010 
18 B/O 4015 
20 B/O 5350 
25 B/O 6690 
28 B/O 8360 
30 B/O 10450 
32 B/O 13060 
35 B/O 16330 
38 B/O 20410 
40 B/O 25510 
Service Code: M Test: 2 License: §S Environment: VM/SP,VM/IS 
5684-113 DMS/CMS V2 pcronye. DMS /CMS Available: 12/01/89 Variable Charges 
10 B/O 1440 B/M 40 D/ 1080 D/M 30 
15 B/O 1585 B/M 44 D/O 1185 D/M a3 
18 B/O 1765 B/M 49 D/O . 1320 D/M 37 
20 B/O 1945 B/M 54 D/O 1455 D/M 41 
25 B/O 2880 B/M 60 D/O 2160 D/M 45 
28 B/O 3315 / 69 D/O 2485 D/M 52 
30 B/O 3795 B/M 79 D/O 2845 D/M 59 
32 B/O 4370 91 D/O 3275 D/M 68 
35 B/O 5040 B/M 105 D/O 3780 D/M 79 
38 B/O 5810 B/M 121 D/O 4355 D/ 91 
40 B/O 6675 B/M 139 D/O 5005 D/M 104 
50 B/O 7680 B/M 160 D/O 5760 D/M 120 
60 B/O 8830 B/M 184 D/O 6620 D/M 138 
Service Code: M. Test: 2 License: § Pubs: GC24-5503 Environment: VM/SP,VM/XA 
5684-123 ISPF/PDF V3R1 for VM Acronym: ISPF/PDF Available: 6/30/90 Variable Charges 
10 B/O 6910 B/M 144 D/ 5182 D/M 108 
15 B/O 9025 B/M 188 D/O 6768 D/M 141 
Service Code: M Test: 2 License: § Environment: VM 
5684-124 VM REXX i has for CMS - Library Acronym: VM REXX Available: 11/17/88 Variable Charges 
10 B/ 1800 B/M 60 D/ 1350 D/M 45 
15 B/O 2300 B/M 77 D/O 1725 D/M 57 
18 B/O 3500 B/M 117 D/O 2625 D/M 87 
20 B/O 4100 B/M 137 D/O 3075 D/M 102 
30 B/O 10160 B/M 212 D/O 7620 D/M 159 
40 B/O 16000 B/M 333 D/O 12000 D/M 249 
50 B/O 21600 B/M 400 D/O 16200 D/M 300 
60 B/O 25920 B/M 480 D/O 19440 D/M 360 
Service Code: M Test: 2 License: § Pubs: GH19-8118 Environment: VM/SP,VM/XA 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type 0=One Time, M=Monthliy, I=initial, =Annual, P=Primary 


5-123 


5685-001 


5685-002 


5685-003 


Office Facsimile ad ata ( VM R1 sa fae OFA/VM Available: 12/29/89 
10 B/O 30 B/ 125 D/ 2550 D/M 105 

15 B/O 4000 B/M 167 D/O 3400 D/M 142 

18 B/O 5345 B/M 178 D/O 4545 D/M 151 

20 B/O 7000 B/M 233 D/O 5950 D/M 198 

25 B/O 8350 B/M 278 D/O 7100 D/M 236 

28 B/O 10000 B/M 286 D/O 8500 D/M 243 

30 B/O 10000 B/M 286 D/O 8500 D/M 243 

32 B/O 12310 B/M 308 D/O 10460 D/M 262 

35 B/O 12310 B/M 308 D/O 10460 D/M 262 

38 B/0O 15010 B/M 334 D/O 12760 D/M 284 

40 B/O 15010 B/M 334 D/O 12760 D/M 284 

50 B/O 18020 B/M 375 D/O 15320 D/M 319 

60 B/O 21625 B/M 450 D/O 18380 D/M 383 

Service Code: M Test: 2 License: §S Pubs: SC38-2029 Environment: VM 
MVS/SP-JES2 V3. Acronym: MVS/SP Available: 8/01/88 
+MVS/SP-JES2 V3R1.0 Acronym: MVS/SP Available: 11/23/88 
+MVS/SP-JES2 V3R1.1 Acronym: MVS/SP Available: 12/30/88 
+MVS/SP-JES2 V3R1.3 mess Na MVS/SP Available: 2/23/90 
30 B/G 171350 B/M 4200 D/ 128512 D/M 3150 

4O B/Q 283500 B/M 5250 D/O 212625 D/M 3937 

50 B/G. 384300 . B/M 6300 D/O 288225 D/M. 4725 

60 B/OQ 461160 B/M 7560 D/O 345870 D/ 5670 
Service Code: M Test: 2 License: S Environment: ES/3090 
+MVS/SP-JES3 V3 Acronym: MVS/SP Available: 11/23/88 
MVS/SP-JES3 V3R1.0 Acronym: MVS/SP Available: 7/29/88 
+MVS/SP-JES3 V3R1.1 Acronym: MVS/SP Available: 1/27/89 
MVS/SP-JES3 V3R1.2 _ Acronym: MVS/SP Available: 6/30/89 
+MVS/SP-JES3 V3R1.3 Acronym: MVS/SP Available: 2/23/90 
25 B/Q 192750 B/M 4815 D/ 144562 D/M 3610 

28 B/Q 192750 B/M 4815 D/O 144562 D/M 3610 

30 B/Q 192750 B/M 4720 D/O 144562 D/M 3540 

32 B/Q 318550 B/M 5670 D/O 238912 D/M 4250 

35 B/Q 318550 B/M 5670 D/O 238912 D/M 4250 

38 B/Q 318550 B/M 5670 D/O 238912 D/M 4250 

40 B/O 318550 B/M 5900 D/O 238912 D/M 4425 

50 B/O . 431850 B/M 7080 D/O 323887 D/M 5310 

60 B/Q 518160 B/M 8495 D/O 388620 D/M 6371 
Service Code: M Test: 2 License: S Environment: 
+X.25 SNA Network Supervisory Function R2 Acronym: SNA NSF Available: 5/26/89 
+X.25 SNA Network Supervisory Function R3 Acronym: SNA NSF Available: 5/25/90 
+X.25 SNA Network Bupery ts02y Function R3 seronye: SNA NSF Available: 6/29/90 
10 B/O 378 /M 420 D/ 3400 D/M 378 

15 B/O 5040 B/M — 420 D/O 4535 D/M 378 

18 B/O 7560 B/M 420 D/O 6800 D/M 378 


5-124 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5685-007 Expert System Consultation Environ/MVS Acronym: 
. Expert System Consultation Env. V1iR1.1 Acronym: 
+Expert System Consultation Env. V1R2 Acronym: 
+Expert System Consultation Env. V1R3 ner enya: 

B/O 8265 B/M 457 D/ 
Service Code: H Service End Date: 9/30/90 Test: 

5685-009 CICS VSAM Recovery Acron 
20 B/O 9000 B/M 315 D/ 
30 B/O 9000 B/M 315 D/O 
40 B/O 14400 B/M 315 D/O 
50 B/O 20480 B/M 315 D/O 
60 B/O 27740 B/M a15 D/O 
Service Code: E Test: 2 License: § 

5685-010 +KnowledgeTool V2R1 Delivery Environment Acronym: 
10 B/O 3000 B/M 99 D/ 
15 B/O 3835 B/M 128 D/O 
18 B/O 5825 B/M 195 D/O 
20 B/O 6845 B/M 227 D/O 
30 B/O 17090 B/M 355 D/O 
40 B/O 26710 B/M 556 D/O 
50 B/O 36060 B/M 668 D/O 
60 B/O 433.10 B/M 802 D/O 

+KnowledgeTool V2R1 Development Feature pean 
10 B/O 6660 B/M 222 D/ 
15 B/O 8515 B/M 283 D/O 
18 B/O 12970 B/M 431 D/O 
20 - B/O 15170 B/M 506 D/O 


(cont'd) 


Charges:X/Y where 2 pcos Type 


arge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I 


6200 


2 License: 


Available: 10/31/87 
Available: 6/24/88 


20 B/O 8820 B/M 420 D/O 7935 D/M 378 
30 B/O 12600 B/M 420 D/O 11340 D/M 378 
40 B/O 20160 B/M 420 D/O 18140 D/M 378 
50 B/O 26010 B/M 420 D/O 23405 D/M 378 
60 B/O 33560 B/M | 420 D/O 30204 D/M 378 
Service Code: M Test: 2 License: § Pubs: GH19-6574 Environment: VM 
5685-005 +X.25 SNA Interconnection V1R2 Boren yal: SNA XI Available: 5/26/89 
B/O 22140 B/M 615 D/ 19925 D/M Si ae 
Service Code: M Test: 2 License: § Pubs: GH19-6575 Environment: VM,MVS 
5685-006 Expert System Environment /MVS Acronym: Available: 10/31/87 
Expert System Envirnment/MVS V1R1.1 Acronym: Available: 6/24/88 
+Expert System Environment/MVS V1R2 Acronym: Available: 6/30/89 
+Expert System Environment/MVS V1R3 ner ya Available: 3/30/90 
B/O 46850 B/M 2600 D/ 35130 D/M 1950 
Service Code: H Service End Date: 9/30/90 Test: 2 License: §S Pubs: G325-0040 Environment: MVS 


Available: 6/30/89 

Available: 3/30/90 

D/M 341 

) Pubs: G325-0040 Environment: MVS 
Available: 9/25/87 Variable Charges 
D/M 225 

D/M 225 

D/M 225 

D/M 225 

D/M 225 


Environment: CICS/0S/VS,CICS/MVS 


Available: 6/30/89 
D 75 


/M 
D/M 95 
D/M 145 
D/M 171 
D/M 266 
D/M 417 
D/M 501 

/M 601 
Available: 6/30/89 
D/M 165 
D/M 213 
D/M 323 
D/M 379 


M=Multiple 
initial, =Annual, P=Primary 


5-125 


Variable Charges 


Variable Charges 


5685-010 
(cont d) 


5685-014 


5685-016 


5685-018 
5685-019 
oeeor 20 
5685-021 
5685-022 


5685-023 


30 B/O 37890 
40 B/Q 59220 
50 B/OQ 79930 
60 B/Q 96120 


Service Code: H Service End Date: 10/31/90 Test: 
OSI/Communications Subsystem for MVS 
30 B/Q 80130 B/M 


1665 
40 B/C 94240 B/M 1960 
50 B/C 121900 ~~ B/M 2255 
60 B/O 140130 B/M 2595 


Service Code: M 


+NetView DM for MVS 
18 B/ 


CG 38080 
20 B/C 44430 
30 B/C 63470 
40 B/G 106590 
50 B/G 144370 
60 B/G .151900 


Service Code: M 


Test: 2 License: s 


Test: 2 License: 


IBA Integrated Demand Deposit Accounts 


B/G 192900 


Service Code: I 


Test: 2 License: 


IBA mats os io Time Deposit Accounts 


/G 192900 


Service Code: I 


Test: 2 License: 


IBA Reset sonata. & Profitability CIS 
B/OQ 206650 


Service Code: I 


Test: 2 License: 


IBA Reter tonsnspe & Profitability Mgr 
B/Q 206650 


Service Code: I 


IBA Integrated Consumer Loans 


B/G 248050 


Service Code: I 


IBA Integrated Commercial Loans 


Test: 2 License: 


Test: 2 License: 


D/O 28420 
D/O 44410 
D/O 59947 
D/O 72090 


Acronym: OSI 


2 License: § 


D/M 592 
D/M 926 
D/M 1113 
D/M 1335 


Available: 3/31/90 
M 245 


D/ 60100 D/ 1 

D/O 70680 D/M 1470 
D/O 91420 D/M 1690 
D/O 105030 D/M 1945 
Pubs: GL23-0184 Environment: 

Acronym: NetView DM Available: 6/30/89 
D/ 28560 D/M 1425 
D/O 33290 D/M 1500 
D/O 47560 D/M 1585 
D/ 79940 D/M 1665 
D/O 108270 D/M 1745 
D/O 113920 D/M 1835 
Environment: MVS/XA,/370,/SP 


Acronym: IBA 


Environment: 


Acronym: IBA 


Environment: 


Acronym: IBA 


Environment: 


Acronym: IBA 


Environment: 


Acronym: IBA 


Environment: 


Acronym: IBA 


5-126 


Available: 11/13/87 


$/370,303X,308X,309X 
Available: 11/13/87 


§$/370,303X,308X, 309X 
Available: 11/13/87 


$/370,303X,308X,309X 
Available: 11/13/87 


$/370,303X,308X,309X 
Available: 11/13/87 


S/370,303X, 308X, 309X 
Available: 11/13/87 


MVS/XA,MVS/ESA 


Environment: VM/SP,VM/SP HPO,MVS 


Variable Charges 


Variable Charges 


: GH19-6575 Environment: MVS 


B/O 248050 

Service Code: I Test: 2 License: 

5685-024 IBA Integrated nas Loans 
B/O 24805 

Service Code: I Test: 2 License: 

5685-025 TSO/E V2 
+TSO/E V2R1.1 

18 B/O 22050 B/M 557 

20 B/O 22050 B/M 619 

30 B/O 24300 B/M 688 

40 B/O 36650 B/M 764 

50 B/O 49550 B/M 917 

60 B/O 59440 B/M 1100 

Service Code: M Test: 2 License: 
5685-029 +RMF V4R1.1 

30 B/O 25200 B/M 700 

40 B/O 42000 B/M 875 

50 B/O 56700 B/M 1050 

60 B/O 68040 B/M 1260 

Service Code: M Test: 2 License: 
5685-035 +X.25 SNA Interconnection V2 

+X.25 SNA Interconnection V2R2 

1 B/O 15120 B/M 420 

2 B/O 3600 B/M 100 

3 B/O 1330 B/M 37 

4 B/O 3600 B/M 100 

5 B/O 1980 B/M 55 

Service Code: M Test: 2 License: 
5685-036 DataInterchange/MVS Rl 

DataInterchange/MVS R2 

20 B/M 761 D/M 571 

30 B/M 932 D/M 699 

40 B/M 1088 D/M 816 

50 B/M 1224 D/M 918 

60 B/M 1470 D/M 1103 

Service Code: M Test: 2 License: 


5685-037 


3890/XP MVS Support 


+3890/XP MVS Support R2 
B/O 6300 


(cont'd) 


Charges:X/Y where X= 


License Type 
Y= Charge Type 


Ss 


S) 


Ss 


s 


Ss 


Ss 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


Environment: 8/370,303X,308X,309X 
Acronym: IBA Available: 11/13/87 
Environment: §$/370,303X,308X,309X 
Acronym: TSO/E Available: 7/26/88 
meron ye: TSO/E Available: 12/22/89 
D/ 16530 D/M 417 
D/O 16530 D/M 464 
D/O 18225 D/M 516 
D/O 27487 D/M 573 
D/O 37162 D/M 687 
D/O 44580 D/M 825 
Environment: MVS/ESA only 
Acronym: RMF Available: 11/23/88 
D/ 18900 D/M 525 
D/O 31500 D/M 656 
D/O 42525 D/M 787 
D/O 51030 D/M 945 
Environment: MVS,MVS/ESA 
Acronym: SNA XI Available: 5/26/89 
Acronym: SNA XI Available: 5/25/90 
D/ 13605 D/M 378 
D/O 3240 D/M 90 
D/O 1195 D/M 33 
D/O 3240 D/M 90 
D/O 1780 D/M 50 
Pubs 
Acronym Available: 4/07/89 
perenye Available: 12/01/89 
B/ 2050 D/A 1538 B/P 
B/A 2900 D/A 2175 B/P 
B/A 4350 D/A 3263 B/P 
B/A 5200 D/A 3900 B/P 
B/A 6215 D/A 4661 B/P 
Pubs: SC52-1002 Environment: MVS/ESA JES3 
Acronym: 3890/XP Available: 12/16/88 
Acronym: 3890/XP Available: 3/31/90 
M=Multiple 


S712? 


=Annual, P=Primary 


14750 
21100 
31650 
38000 
45620 


Variable Charges 


Variable Charges 


Incremental Tier Charges 


11063 
15825 
23738 
28500 
34215 


5685-043 
(contd) 


5685-043 


5685-045 


5685-046 


5685-048 


Service Code: 


Application Support Facility V1 MVS 
18 B PPn800 BM 


M Service End Date: 


/0 493 
20 B/O 14800 B/M 493 
30 B/O 14800 B/M 493 
40 B/OQ 23680 B/M 493 
50 B/O | 30550 B/M 493 
60 B/Q 39410 B/M 493 
ASF/MVS - Document Writing Feature 

18 /0 5510 B/M 330 
20 B/O 5510 B/M 330 
30 B/O 5510 B/M 330 
40 B/O 5510 B/M 330 
50 B/O 7465 B/M 330 
60 a 9615 B/M 330 
ASF/MVS ~- Document Composition Feature 
1 B/0 B/M 1750 
20 B/O 29800 B/M 1750 
30 B/O 29800 B/M 1750 
40 B/O 29800 B/M 1750 
50 B/O 38450 B/M 1750 
60 B/O 49590 B/M 1750 


Service Code: M 


NETDA V2 for MVS 


B/0 


Service Code: M 


OSI/File Services R1 for MVS 
30 B 50400 B 


29860 


Test: 2 License: §S 


B/M 


Test: 2 License: S$ 


829 


B/O /M ‘1050 
40 B/Q 59220 B/M 1230 
50 B/O 76540 B/M 1415 
60 B/O 87750 B/M 1625 


Service Code: M 


MVS/ESA Object Distribution Manager 
0 B70 B/M 


Test: 2 License: S 


3 73585 3066 
40 B/O 110250 B/M 3066 
50 B/O 142225 B/M 3066 
60 B/O 163560 B/M 3066 


Service Code: M 


Test: 2 License: § 


5685-052 MVS/ESA Folder epeago eee Oy gee | 
B/Q 88200 B/M 675 


Service Code: M 


Test: 2 License: S 


6/30/90 Test: 


Acronym: 


2 License: I 


Berony: ASF Available: 
D/ 11100 D/M 369 
D/O 11100 D/M 369 
D/O 11100 D/M 369 
D/O 17760 D/M 369 
D/O 22910 D/M 369 
D/O 29550 D/M 369 
Acron ASF Available: 
D/ 4135 D/M 46 
D/O 4135 D/M 246 
D/O 4135 D/M 246 
D/O 4135 D/M 246 
D/O 5595 D/M 246 
D/O 7210 D/M 246 
aay? ASF Available: 
D/ 22350 D/M 1310 
D/O 22350 D/M 1310 
D/O 22350 D/M 1310 
D/O 22350 D/M 1310 
D/O 28830 D/M 1310 
D/O 37190 D/M 1310 
Pubs: GH12-5560 Environment: 
Acronym: NETDA Available: 
D/ 22390 D/M 619 
Pubs: GC30-3495 Environment: 
acronym: OSI Available: 
D/ 37800 D/M 787 
D/O 44410 D/M 925 
D/O 57400 D/M 1060 
D/O 65610 D/M 1215 


Environment: MVS 


Pubs: GC38-2024 Environment: 
Acronym: 


Pubs: GC38-2024 Environment: SYS/370,MVS/ESA 


9/16/88 


9/16/88 


9/16/88 


8 
CICS/MVS 


9/30/88 


MVS/ESA,MVS/XA 
6/30/90 


Available: 12/29/89 


CICS 


Available: 12/29/89 


Environment: MVS,3890 A,B,E,F,XP 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 





5-128 


5685-054 


5685-055 


5685-059 


+ISPF V3 for MVS 
+ISPF V3R2_ for MVS 
18 QO 1 


B/ 4640 B/M 276 
20 B/O 14640 B/M 290 
30 B/O 14640 B/M 305 
40 B/O 17280 B/M 360 
50 B/O = 23380 B/M 433 
60 B/O 28080 B/M 520 


Service Code: M Service End Date: 


Pupiienas Systems ProcessMaster 
/O 24150 B/M 


929 
Workstation Edition Feature 
B/O 99 D/O 74 
TextTagger Feature 
B/O 15000 B/M 575 
CALS Application Feature 
B/O 29500 B/M 1135 


CALS OS/2 Workstation Driver Feature 
B/O 139 


Test: 2 License: U 


+Information / System V4 for MVS 
+Information / Sete V4R2 for MVS 
18 @) 5700 B/M 


Service Code: E 


B/ 434 
20 B/ 25700 B/M 482 
30 B/O 25700 B/M 535 
40 B/O 30240 B/M 630 
50 B/O 40810 B/M 755 
60 B/O 48920 B/M 906 


Service Code: M Test: 2 License: § 


5685-060 +Information / Management V4 for MVS 


5685-061 TCP/IP for MVS R1 
18 B/O 


(cont'd) 


Charges :X/Y where 98 License Type 


+Information / Han semen’ V4R2 for MVS 
18 O 25700 B/M 434 


B/ 
20 B/O 25700 B/M 482 
30 B/O 25700 B/M 535 
40 B/O 30240 B/M 630 
50 B/O 40810 B/M 755 
60 B/O 48920 B/M 906 


Service Code: M Test: 2 License: § 


31750 B/M 661 
20 B/O 31750 B/M 661 
30 B/O 31750 B/M 661 


= Charge Type 


12/30/90 Test: 


Environment: MVS 


Acronym: ISPF Available: 5/19/89 
cxenym: ISPF Available: 3/23/90 
D/ 10980 D/M 207 
D/O 10980 D/M 217 
D/O 10980 D/M 228 
D/O 12690 D/M 270 
D/O 17535 D/M 324 
D/O 21060 D/M 390 
2 License: § 
Acron Available: 3/31/89 
D/ 18110 D/M 
Acronym: Available: 3/31/89 
ras Ma Available: 11/22/89 
D/ 11250 D/M 4 
slo Sat Available: 5/25/90 
D/ 22125 D/M 851 
Acronym: Available: 5/25/90 
Pubs: GC34-5090 Environment: MVS 
Acronym: Available: 2/17/89 
crouye Available: 9/29/89 
D/ 19270 D/M 325 
D/O 19270 D/M 361 
D/O 19270 D/M 401 
D/O 22680 D/M 472 
D/O 30607 D/M 566 
D/O 36690 D/M 679 
Environment: MVS 
Acronym: Available: 2/17/89 
BCT On ye: Available: 9/29/89 
D/ 19270 D/M 325 
D/O 19270 D/M 361 
D/O 19270 D/M 401 
D/O 22680 D/M 472 
D/O 30607 D/M 566 
D/O 36690 D/M 679 
Environment: MVS 
Acronym: TCP/IP Available: 6/30/89 
M=Multiple 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


5-129 


=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5685-061 
(cont d) 


5685-063 


5685-066 


5685-070 


5685-074 


40 B/D 37400 B/M 777 
50 B/D 48360 B/M 975 
0 B/O 61000 B/M 1220 
TCP/IP for MVS NFS Feature Acronym: 
18 B/9 5340 B/M 110 
20 B/9 5340 B/M 110 
30 B/) 5340 B/M 110 
40 B/O 6300 B/M 131 
50 B/O 8165 B/M 152 
60 . B/9O 9450 B/M 175 
Service Code: M Test: 2 License: S Pubs: 
Acronym: 


Enhanced Common LISP Production System 
B/O 5250 


Service Code: H Service End Date: 


+CAD/Host Graphics Data Exchange Vl Acronym: 
+CAD/Host Graphics Data Exchange V1iR2 Acronym: 
10 B/O 3000 B/ 100 
15 B/O 3840 B/M 128 
18 B/O 5820 B/M 194 
20 B/O 5820 B/M 194 
30 B/O 6950 B/M 353 
40 B/O 26550 B/M 553 
50 B/O 28850 B/M 601 
60 B/O 31345 B/M 653 
Service Code: H Service End Date: 12/30/92 Test: 
Open Systems mat Bachan for MVS Acron 
B/O 77700 /M 3240 D/ 


Service Code: H Service End Date: 


Realtime Plant Mngt Integrated BEE Acronym: 
+Realtime Plant Mgmt Itegrated App Acronym: 
+Group 15 Options Acronym: 

01 B/O 137561 

02 B/O 52800 

03 B/O 6600 

04 B/O 48400 
+Group 18 Options Acronym: 

01 B/O 190675 

02 B/O 79200 

03 B/O 9900 
dee ne Oct 72600 ‘ 

rou tions cronym: 
01 . B/O 217230 - 
02 B/O 92400 


8/26/90 Test: 


12/30/90 Test: 


NFS 


GC09-1307 Environment: MVS 


2 License: 


CAD 
CAD 


2 License: 


58275 


2 License: 


5-130 


Available: 6/30/89 Variable Charges 


Available: 8/19/88 

S Environment: MVS 

Available: 5/16/89 Variable Charges 
Available: 3/31/90 

Ss. Environment: MVS,VM,PS/2 

Available: 12/30/88 

D/M 2430 

Ss Pubs: GC32-0008 Environment: MVS 

Available: 4/30/89 Variable Charges 
Available: 10/27/89 

Available: 12/31/89 Incremental Tier Charges 
Available: 12/31/89 Incremental Tier Charges 
Available: 12/31/89 Incremental Tier Charges 


03 B/O 
04 B/O 


Service Code: 


5685-082 IBA Platform 
B/O 


Service Code: 


5685-083 CICS/ESA V3 
28 0 


B/ 
30 B/O 
32 B/O 
35 B/O 
38 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: 


5685-085 ACF/VTAM V3R 
28 B/O 


/ 
30 B/O 
32 B/O 
35 B/O 
38 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: 


11550 
84700 


M Test: 2 License: U Environment: 


pueone tan Support System Acronym: IBA 


164970 B/M 3055 D/ 123725 
173610 B/M 3215 D/O 130205 
182790 B/M 3385 D/O 137090 
192510 B/M 3565 D/O 144380 
202500 B/M 3750 D/O 151875 
253260 B/M 4690 D/O 189945 
316710 B/M 5865 D/O 237530 
395850 B/M 7330 D/O 296850 
M Test: 2 License: S§ Environment: 


3 for MVS/ESA 
116900 


E Test: 2 License: I Environment: 


Acronym: CICS/ESA 


Acronym: ACF/VTAM 


2435 D/ 87670 
123100 B/M 2565 D/O 92320 
129600 B/M 2700 D/O 97200 
136300 B/M 2840 D/O 102200 
156700 B/M 3265 D/O 117500 
180250 B/M 3755 D/O 135150 
233300 B/M 4320 D/O 174950 
268400 B/M 4970 D/O 201300 
M Test: 2 License: § 


5685-086 +Realtime Plant athe Integrated Comm R2 Acronym: 
B/O 31135 


Service Code: M Test: 2 License: U Environment: 
5685-093 System Utilities/Data Base Tools V2R1 Acronym: IMS 
Bpace Management Utilities SMU serenym: IMS 
2 BIO 5250 B/M 109 D/ 3938 
25 B/O 6825 B/M 142 D/O 5119 
28 B/O 7850 B/M 164 D/O 5888 
30 B/O 9030 B/M 188 D/O 6773 
a2 B/O 10380 B/M 216 D/O 7785 
35 B/O 11940 B/M 249 D/O 8955 
38 B/O 13730 B/M 286 D/O 10298 
40 B/O 15790 B/M 329 D/O 11843 
50 B/O 19740 B/M 411 D/O 14805 
60 B/O 24680 B/M 514 D/O 18510 
High Speed Sequential Retrieval HSSR Acronym: IMS 


(cont'd) 


Charges:X/Y where X= 


License Type B=Basic, D=DSLO, S=Single 


Charge Type 


=One Time, M=Monthly, I=initial, 
5-131 


ES/9370 
Available: 9/08/89 


MVS/XA,MVS/ESA 
Available: 6/30/90 
D/M 2290 
D/M 2410 
D/M 2535 
D/M 2670 
D/M 2810 
D/M 3515 
D/M 4395 
D/M 5495 

EXA/370,MVS/ESA 
Available: 12/29/89 
D/M 1825 
D/M 1920 
D/M 2025 
D/M 2130 
D/M 2445 
D/M 2815 
D/M 3240 
D/M 3725 


Pubs: GC31-6406 Environment: MVS/ESA 
Available: 10/27/89 — 


Series/1 
Available: 12/29/89 
Available: 12/29/89 
D/M 82 
D/M 107 
D/M 123 
D/M 141 
D/M 162 
D/M 187 
D/M 215 
D/M 247 
ae 308 


D/ 386 
Available: 12/29/89 


M=Multiple 


=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 
Variable Charges 


Variable Charges 


5685-993 
(cont d) 


20 B/O 4695 B/M 98 

B/O 6100 B/M 127 
28 B/O 7015 B/M 146 
30 B/O 8070 B/M 168 
32 B/O 9280 B/M 193 
35 B/O 10670 B/M 222 
38 B/O 12270 B/M 256 
40 B/O 14110 B/M 294 
50 B/O 17640 B/M 368 
60 B/O 22050 B/M 459 
Library Management Utilities 

B/O B/M 56 
25 B/O 3505 B/M 73 
28 B/O 4035 B/M 84 
30 B/O 4640 B/M 97 
32 B/O 5335 B/M 111 
30 B/O 6135 B/M 128 
38 B/O 7055 B/M 147 
40 B/O 8110 B/M 169 
50 B/O 10140 B/M 211 
60 B/O 12680 B/M 264 
VSAM Zapper 
20 B/O 590 B/M 12 
25 B/O 770 B/M 16 
28 B/O 885 B/M 18 
30 B/O 1015 B/M 21 
a2 B/O 1170 B/M 24 
35 B/O 1345 B/M 28 
38 B/O 1545 B/M 32 
40 B/O 1775 B/M 37 
50 B/O 2220 B/M 46 
60 B/O 2775 B/M 58 
Data BOLEY Data Base Pointer Checker 
20 /O 301 B/M 63 
25 B/O 3920 B/M 82 
28 B/O 4510 B/M 94 
30 B/O 5190 B/M 108 
32 B/O 5965 B/M 124 
35 B/O 6860 B/M 143 
38 B/O 7890 B/M 164 
40 B/O 9070 B/M 189 
50 B/O 11340 B/M 236 

/ 

B/O 14180 B/M 295 

pan eaeey Data Base Tuning Aid 
{0 73 B/M 15 

25 B/'0 955 B/M 20 
28 B/'0 1100 B/M 23 
30 B/O 1260 B/M 26 
32 B/O 1450 B/M 30 
35 B/O 1670 B/M 35 
38 B/O 1920 B/M 40 


5-132 


D/M 73 
D/M 95 
D/M 110 
D/M 126 
D/M 145 
D/M 167 
D/M 192 
D/M 221 
D/M 276 
D/M 45 
D/M 2 
D/M 55 
D/M 63 
D/M 72 
D/M 83 
D/M 96 
D/M 110 
D/M 127 
D/M 158 
/M 198 
i 9 
D/M 12 
D/M 14 
D/M 16 
D/M 18 
D/M 21 
D/M 24 
D/M 28 
D/M 35 
D/M 
D/ 
D/M 61 
D/M 70 
D/M 81 
D/M 93 
D/M 107 
D/M 123 
D/M 142 
D/M 177 
D/M 21 
D/M 1 
D/M 15 
D/M 17 
D/M 20 
D/M 23 
D/M 26 
D/M 30 


Variable 


Variable 


Variable 


Variable 


Charges 


Charges 


Charges 


Charges 


40 B/O 2210 B/M 46 D/O 1658 D/M 35 
50 B/O 2760 B/M 58 D/O 2070 D/M 43 
60 B/O 3450 Ae 72 D/O 2588 D/M 5 
Data Entry Data Base Onores eload pcrenyi IMS Available: 12/29/89 
/0 70 /M 56 D/ 2025 D/ 
B/O 3505 B/M 73 D/O 2629 D/M 55 
28 B/O 4035 B/M 84 D/O 3026 D/M 63 
30 B/O 4640 B/M 97 D/O 3480 D/M 72 
32 B/O 5335 B/M 111 D/O 4001 D/M 128 
35 B/O 6135 B/M 128 D/O 4601 D/M 96 
38 B/0 7055 B/M 147 D/O 5291 D/M 110 
40 B/O 8110 B/M 169 D/O 6083 D/M 127 
50 B/O 10140 B/M 211 D/O 7605 D/M 158 
60 B/O 12680 he 264 D/O 9510 D/ 
Sequential Direct Access Method Optimizr acronye: IMS Available: 12/29/89 
20 B/O 11010 B/M 229 D/ 8258 D/ 
25 B/O 14320 B/M 298 D/O 10740 D/M 224 
28 B/O 16470 B/M 343 D/O 12353 D/M 257 
30 B/O 18940 B/M 395 D/O 14205 D/M 296 
32 B/O 21780 B/M 454 D/O 16335 D/M 340 
35 B/O 25045 B/M 522 D/O 18784 D/M 391 
38 B/O 28800 B/M 600 D/O 21600 D/M 450 
40 B/O 33120 B/M 690 D/O 24840 D/M 518 
50 B/O 41400 B/M 863 D/O 31050 D/M 647 
60 B/O 51750 B/M 1078 D/O 38813 D/M 809 
Fast Reorgaierion Reload Utility FRR Berean: IMS Available: 12/29/89 
/0 255 M 53 D/ 1916 D/M 40 
25 B/O 3320 B/M 69 D/O 490 D/M 52 
28 B/O 3820 B/M 80 D/O 2865 D/M 60 
30 B/O 4390 B/M 91 D/O 3293 D/M 69 
32 B/O 5050 B/M 105 D/O 3787 D/M 79 
35 B/O 5805 B/M 121 D/O 4354 D/M 91 
38 B/O 6680 B/M 139 D/O 5010 D/M 104 
40 B/O 7680 B/M 160 D/O 5760 D/M 120 
50 B/ 9600 B/M 200 D/O 7200 D/M 150 
60 B/O 12000 B/M 250 D/O 9000 D/M 188 
Service Code: M Test: 2 License: § Pubs: GH21-0540 Environment: IMS 
5685-094 MERVA/370 MVS/CICS Acronym: MERVA/370 Available: 
20 B/M 3630 /M 3085 B/ 10205 D/A 8675 B/P 
25 B/M 3810 D/M 3240 B/A 10715 D/A 9110 B/P 
28 B/M 4000 D/M 3400 B/A 11250 D/A 9565 B/P 
30 B/M 4200 D/M 3570 B/A 11815 D/A 10045 B/P 
32 B/M 4410 D/M 3750 B/A 12405 D/A 10545 B/P 
35 B/M 4630 D/M 3935 B/A 13025 D/A 11070 B/P 
38 B/M 4860 D/M 4130 B/A 13675 D/A 11625 B/P 
40 B/M 5105 D/M 4340 B/A 14360 D/A 12205 B/P 
50 B/M 5615 D/M 4770 B/A 15795 D/A 13425 B/P 
60 B/M 6175 D/M 5250 B/A 17375 D/A 14770 B/P 
Service Code: M Test: 2 License: §S Environment: MVS/CICS 


Charges:X/Y where = 


License Type 
Charge Type 


B=Basic, D=DSLO, S=Single 


M=Multiple 


=One Time, M=Monthly, I=initial, =Annual, P=Primary 


5-133 


68030 
71430 
75000 
78750 
82690 
86825 
91165 
95720 
105295 
115825 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 
D/P 59325 


60715 
63750 
66935 
70285 
73800 
77490 
81360 
89500 
98450 


5685-095 MERVA/370 MVS/IMS 
20 /M 30 


5685-098 


5685-105 


B 36 

25 B/M 3810 
28 B/M 4000 
30 B/M 4200 
32 B/M 4410 
35 B/M 4630 
38 B/M 4860 
40 B/M §105 
50 B/M 5615 
60 B/M 6175 
Service Code: M 
Graphics Resource Monitor 
18 B/M 749 
20 B/M 832 
25 B/M 925 
28 B/M 1027 
30 B/M 1142 
32 B/M 1268 
35 B/M 1409 
38 B/M 1566 
40 B/M 1740 
50 B/M 2175 
60 B/M 2719 
Service Code: M 
poousnager 

0 B/t 28100 
25 B/O 39000 
28 B/O 43300 
30 B/O 48100 
32 B/O 53500 
35 B/O 59400 
38 B/O 66000 
40 B/O 82500 
50 B/QO 137500 
60 B/O 193400 
Service Code: M 


3240 
D/M 3400 
D/M 3570 
D/M 3750 
D/M 3935 
D/M 4130 
D/M 4340 
D/M 4770 
D/M 5250 


Test: 2 License: S 


B/A 4148 
B/A 4609 
B/A 5121 
B/A 5691 
B/A 6323 
B/A 7025 
B/A 7806 
B/A 8673 
B/A 9637 
B/A 12046 
B/A 15058 


Test: 2 License: § 


5685-106 OfficeVision/MVS Rl 


+O0fficeVision/MVS R2 
1 B/M 860 
20 B/M 1125 
30 B/M 1380 
40 B/M 1610 
50 B/M 1815 


Test: 2 License: 


B/M 1169 
B/M 1299 
B/M 1443 
B/M 1604 
B/M 1782 
B/M 1980 
B/M 2200 
B/M 2750 
B/M 3438 
B/M 4297 

/M 645 
D/M 845 
D/M 1035 
D/M 1210 
D/M 1360 


Ss 


MERVA/370 
10205 
10715 
11250 
11815 
12405 
13025 
13675 
14360 
15795 
17375 


Available: 

D/A 8675 
D/A 9110 
D/A 9565 
D/A 10045 
D/A 10545 
D/A 11070 
D/A 11625 
D/A 12205 
D/A 13425 
D/A 14770 


Environment: MVS/CICS 
Available: 11/17/89 


23507 
26119 
29022 
32246 
35829 
39810 
44233 
49148 
54609 
68261 
85327 


Available: 


Environment: MVS,VM 


Acronym: 


se Gas 


2670 
3495 
4995 
7500 
9000 


5-134 


Available: 
Available: 


D/A 
D/A 


D/A 
D/A 


0 
3745 
5625 
6750 


: GA23-2060 Environment: MVS 


: GFIS 6/29/90 


Ted 
B/P 


Variable Charges 
0 D 59825 


60715 
63750 
66935 
70285 
73800 
77490 
81360 
89500 
98450 


Variable Charges 


Variable Charges 


Variable Charges 


6803 /P 
71430 D/P 
75000 D/P 
78750 D/P 
82690 D/P 
86825 D/P 
91165 D/P 
95720 D/P 
105295 D/P 
115825 D/P 
15130 D/P 
19800 D/P 
28300 D/P 
42500 D/P 
51000 D/P 


11350 
14850 
21220 
31870 
38250 


: SH21-0529 Environment: 
: 3090/ACA 


5685-109 


5685-126 


5685-136 
(cont d) 


Charges :X/Y where X= 


60 B/M 2180 D/M 1635 
Document Writing Feature 
18 B/M 330 D/M 246 
20 B/M 330 D/M 246 
30 B/M 330 D/M 246 
40 B/M 330 D/M 246 
50 B/M 330 D/M 246 
60 B/M 330 D/M 246 
Document Composition Feature 
18 B/M 1750 D/M 1310 
20 B/M 1750 D/M 1310 
30 B/M 1750 D/M 1310 
40 B/M 1750 D/M 1310 
50 B/M 1750 D/M 1310 
60 B/M 1750 D/M 1310 
appt ecersce Connectivity Feature 
1 B/M 2 B/A 635 
20 B/M 268 B/A 830 
30 B/M 329 B/A 1190 
40 B/M 385 B/A 1795 
50 B/M 433 B/A 2150 
B/ 520 B/A 2580 


60 
Additional Workstation Feature 
DOS Requester Additional Workstation 


Direct Connect Additional Workstation 
B/O 210 


Service Code: E Test: 2 License: § 


3090/ACA/ISCF 
B/O 15000 


Service Code: E Test: 1 License: § 


Office Su rt Program/MVS V2R2 
18 Bom 2490 D 


/M 855 

20 B/M 3240 D/M 2430 

30 B/M 3970 D/M 2980 

40 B/M 4650 D/M 3490 

50 B/M §225 D/M 3920 

60 B/M 5870 D/M 4400 
OS/2 Office Feature 
B/O 750 


DOS Office Direct Connect Feature 
B/O 300 


Test: 2 License: E 


MVS/Central Node Administration Tool Rl 


Service Code: § 


Y= Charge Type 


Pubs: 


Office Support Program/MVS V2R1 Acronym: 


iy) 


Environment: MVS,0S/2,PS/55 
Acronym: 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


10800 


GC24-3356 Environment: 


OFSP/MVS 
OFSP/MVS 
7670 
10060 
14370 
21650 


25920 
31030 


: OFSP/MVS 
: OFSP/MVS 


MVS/CNAT 


D/A 8100 
Available: 
D/A 620 
D/A 620 
D/A 620 
D/A 620 
D/A 840 
D/A 1135 
Available: 
D/A 3350 
D/A 3350 
D/A 3350 
D/A 3350 
D/A 4325 
D/A 5580 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
D/A 5755 
D/A 7545 
D/A 10780 
D/A 16240 
D/A 19440 
D/A 23270 
Available: 
Available: 


Available: 


M=Multiple 


5-135 


B/P 61200 D/P 45900 

9/30/89 Variable Charges 
B/P 4685 D/P 515 
B/P 4685 D/P 3515 
B/P 4685 D/P 3515 
B/P 4685 D/P 3515 
B/P 6345 D/P 4760 
B/P 8565 D/P 6425 

9/30/89 Variable ener aac 
B/P 25330 D/P 19000 
B/P 25330 D/P 19000 
B/P 25330 D/P 19000 
B/P 25330 D/P 19000 
B/P 32680 D/P 24510 
B/P 42155 D/P 31620 

9/30/89 Variable Charges 

9/30/89 

9/30/89 

9/30/89 

MVS 

4/07/89 

MVS/XA,MVS/ESA 

4/30/90 Variable Charges 

3/31/91 
B/P 43440 D/P 32580 
B/P 56980 D/P 42740 
B/P 81450 D/P 61090 
B/P 122650 D/ 91990 
B/P 146900 D/P 110200 
B/P 175950 D/P 131950 

4/30/90 

4/30/90 

3/31/90 Variable Charges 


=Annual, P=Primary 


5685-436 
(cont d) 


5685-137 


5685-142 


5685-143 Routing Definition Manager f MVS 
18 B/M 790 /M 


5685-144 


28 B/O 
30 B/O 
32 — B/O 
35 ~ B70 
38 B/O 
40 B/O 
50 B/O 
60 B/O 


Service Code: E 


71280 


Test: 2 License: 


Parallel I/0 Access Method 
B/O 25000 


Service Code: E 


Cost Evaluation Manager / MVS 
18 /M 8 


Test: 2 License: 


B 30 D/M 
20 B/M 1040 D/M 
25 B/M 1300 D/M 
28 B/M 1620 D/M 
30 B/M 2030 D/M 
32 B/M 2230 D/M 
35 B/M 2450 D/M 
38 B/M 2700 D/M 
40 B/M 2970 D/M 
50 B/M 3260 D/M 
60 B/M 3590 D/M 


Service Code: E 


Test: 2 License: § 


20 ~~ &B/M 990 D/M 
25 B/M 1240 D/M 
28 B/M 1550 D/M 
30 B/M 1930 D/M 
32 B/M 2130 D/M 
35 B/M 2340 D/M 
38 B/M 2570 D/M 
40 B/M 2830 D/M 
50 B/M 3120 D/M 
60 B/M 3430 D/M 


Service Code: E 


Product Change nenenes / MVS 
18 M 105 


Ss 


S 


Test: 2 License: S 


B/ D/M 
20 B/M 1320 D/M 
25 B/M 1650 D/M 
28 B/M 2060 D/M 


790 
990 
1240 
1550 


D/O 13280 
“D/O 23620 
D/O 26240 
D/O 29160 
D/O 32400 
D/O 36000 
D/O 46580 
D/O 53460 


D/M 443 
D/M 492 
D/M 547 
D/M 608 
D/M 675 
D/M 750 
D/M 863 
D/M 990 


Environment: Enterprise System 
Available: 11/10/89 


Acronym: 


Pubs: SC26-4648 Environment: MVS/XA,MVS/ESA 


Acronym: Available: 
/k_ 2580 D/A 1930 
B/A 3230 D/A 2430 
B/A 4020 D/A 3010 
B/A 5040 D/A 3790 
B/A 6290 D/A 4720 
B/A 6920 D/A 5200 
B/A 7610 D/A 5710 
B/A 8370 D/A 6280 
B/A 9210 D/A 6910 
B/A 10130 D/A 7600 
B/A 11150 D/A 8360 
Pubs: GC38-8001 Environment: 

Acronym: Available: 
B/A 2460 D/A 1850 
B/A 3080 D/A 2310 
B/A 3840 D/A 2880 
B/A 4800 D/A 3590 
B/A 6000 /A 4500 
B/A 6600 D/A 4950 
B/A 7260 D/A 5440 
B/A 7980 D/A 5980 
B/A 8790 D/A 6600 
B/ 9680 D/A 7260 
B/A 10640 D/A 7980 
Pubs: GC38-8001 Environment: 

aeten ye: Available: 
B/ 3270 D/A 2450 
B/A 4100 D/A 3070 
B/A 5130 D/A 3850 
B/A 6410 D/A 4810 


5-136 


6/30/90 Variable CHAT SS. 
B/P 0 D/P 12900 
B/P 21500 D/P 16100 
B/P 26800 D/P 20100 
B/P 33600 D/P 25200 
B/P 41900 D/P 31400 
B/P 46100 D/P 34600 
B/P 50700 D/P 38000 
B/P 55800 D/P 41800 
B/P 61400 D/P 46000 
B/P 67500 D/P 50600 
B/P 74300 D/P 55700 

MVS/ESA,MVS/XA 

6/30/90 Variable cnet eee 
B/P 16400 D/P 12300 
B/P 20500 D/P 15400 
B/P 25600 D/P 19200 
B/P 32000 D/P 24000 
B/P 40000 D/P 30000 
B/P 44000 D/P 33000 
B/P 48400 D/P 36300 
B/P 53200 D/P 39900 
B/P 58600 D/P 43900 
B/P 64500 D/P 48300 
B/P 70900 D/P 53200 

MVS/ESA,MVS/XA 

6/30/90 Variable Charges 
B/P 2180 D/ 16400 
B/P 27300 D/P 20500 
B/P 34200 D/P 25600 
B/P 42700 D/P 32000 


30 B/M 2580 D/M 1930 B/A 8000 D/A 6010 B/P 53300 D/P 40000 


32 B/M 2840 D/M 2130 B/A 8810 D/A 6610 B/P 58700 D/P 44000 
35 B/M 3120 D/M 2340 B/A 9680 D/A 7260 B/P 64500 D/P 48400 
38 B/M 3430 D/M 2570 B/A 10650 D/A 7990 B/P 71000 D/P 53200 
40 B/M 3780 D/M 2830 B/A 11720 D/A 8800 B/P 78100 D/P 58600 
50 B/M 4150 D/M 3120 B/A 12900 D/A 9670 B/P 86000 D/P 64500 
60 B/M 4560 D/M 3420 B/A 14180 D/A 10630 B/P 94500 D/P 70900 
Service Code: E Test: 2 License: § Pubs: GC38-8001 Environment: MVS/ESA,MVS/XA 

5685-145 Product Structure Manager / MVS Acronym: Available: 6/30/90 Variable ehas gee 
18 B/M 830 D/M 620 B/ 2580 D/A 1930 B/P 17200 D/P 12900 
20 B/ 1040 /M 780 B/A 3230 D/A 2430 B/P 21500 D/P 16100 
25 B/M 1300 D/M 970 B/A 4020 D/A 3010 B/P 26800 D/P 20100 
28 B/M 1620 D/ 1220 B/A 5040 D/A 3790 B/P 33600 D/P 25200 
30 B/M 2030 D/M 1520 B/A 6300 D/A 4720 B/P 41900 D/P 31400 
32 B/M 2230 D/M 1670 B/A 6920 D/A 5200 B/P 46100 D/P 34600 
35 B/M 2450 D/M 1840 B/A 7610 D/A 5710 B/P 50700 D/P 38000 
38 B/M 2700 D/M 2020 B/A 8370 D/A 6280 B/P 55800 D/P 41800 
40 B/M 2970 D/M 2230 B/A 9210 D/A 6910 B/P 61400 D/P 46000 
50 B/M 3260 D/M 2450 B/A 10130 D/A 7600 B/P 67500 D/P 50600 
60 B/M 3590 D/M 2690 B/A 11150 D/A 8370 B/P 74300 D/P 55700 
Service Code: E Test: 2 License: § Pubs: GC38-8001 Environment: MVS/ESA,MVS/XA 

5685-146 fee ecorsay Services Manager (i MVS ay) Available: 6/30/90 Variable cher aoe 
1 B/M 790 D/ 590 B/ 2460 D/A 1850 _B/P 16400 D/P 12300 
20 B/M 980 D/M 730 B/A 3080 D/A 2310 B/P 20500 D/P 15400 
25 B/M 1240 D/M 930 B/A 3840 D/A 2880 B/P 25700 D/P 19200 
28 B/M 1550 D/M 1170 B/A 4830 D/A 3620 B/P 32100 D/P 24100 
30 B/M 1940 D/M 1450 B/A 6020 D/A 4510 B/P 40100 D/P 30100 
32 B/M 2130 D/M 1600 B/A 6600 D/A 4950 B/P 44000 D/P 33000 
35 B/M 2340 D/M 1760 B/A 7270 D/A 5460 B/P 48500 D/P 36400 
38 B/M 2580 D/M 1930 B/A 8000 D/A 6000 B/P 53300 D/P 40000 
40 B/M 2830 D/M 2130 B/A 8800 D/A 6600 B/P 58600 D/P 44000 
50 B/M 3120 D/M 2340 B/A 9680 D/A 7260 B/P 64500 D/P 48400 
60 B/M 3430 D/M 2570 B/A 10640 D/A 7980 B/P 70900 D/P 53200 
Service Code: E Test: 2 License: § Pubs: GC38-8001 Environment: MVS/ESA,MVS/XA 

5685-152 NetView for ed R3 Acronym: NetView Available: 12/01/89 Variable Charges 
28 B/O 6110 B/M 1305 D/ 42080 D/M 978 
30 B/O 59130 B/M 1375 D/O 44340 D/M 1030 
32 B/O 69360 B/M 1445 D/O 52020 D/M 1080 
35 B/O 73200 B/M 1525 D/O 54900 D/M 1140 
38 B/O 77040 B/M 1605 D/O 57780 D/M 1200 
40 B/O 80880 B/M 1685 D/O 60660 D/M 1260 
50 B/O 115000 B/M 1855 D/O 86250 D/M 1390 
60 B/O 126500 B/M 2040 D/O 94870 D/M 1530 
Central Stee onered Facility Feature Acronym: NetView Available: 1/19/90 

fo) arge 

Japanese/Kanji Peavute Acronym: NetView Available: 12/01/89 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type =One Time, M=Monthly, I=initial, =Annual, P=Primary 
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5685-452 


(cont d) No Charge 
Service Code: M Test: 2 License: §S Pubs: GC39-8578 Environment: MVS/ESA 
5685-159 eee Support Feciisey V2R1 Base merenyal: Available: 12/22/89 Variable Charges 
a B/M 289 /M 217 B/ 897 D/A 673 B/P 5080 D/P #810 
20 B/M 378. D/M 284 B/A 1175 D/A 881 B/P 6655 D/P 4990 
25 B/M 407 D/M 305 B/A 1390 D/A 1040 B/P 7870 D/P 5905 
28 B/M 435 D/M 326 B/A 1575 D/A 1180 B/P 8935 D/P 6700 
30 B/M 464 D/M 348 B/A 1680 D/A 1260 B/P D/P 7140 
32 B/M 484 D/M 363 B/A 1805 D/A 1350 B/P 10220 D/P 7665 
35 B/M 505 D/M 379 B/A 2090 D/A 1565 B/P 11835 D/P 8875 
38 B/M 525 D/M 394 B/A 2335 D/A 1750 B/P 13235 D/ 
40 B/M 543 D/M 407 B/A 2530 D/A 1895 B/P 14330 D/P 10750 
50 B/M 610 D/M 458 B/A 3030 D/A 2270 B/P 17180 D/P 12885 
60 B/M 733 D/M 550 B/A 3640 D/ 273 / 20615 D/P 15460 
Document Writing Feature Acron Available: 12/22/89 Variable Charges 
B /M 246 B/ 825 D 468 D/P 3515 
20 B/M 330 D/M 246 B/A 825 D/A 620 B/P 4685 D/P 3515 
25 B/M 330 D/M 246 B/A 825 D/A 620 B/P 4685 D/P 3515 
28 B/M 330 D/M 246 B/A 825 D/A 620 B/P 4685 D/P 3515 
30 B/M 330 D/M 246 B/A 825 D/A 620 B/P 4685 D/P 3515 
32 B/M 330 D/M 246 B/A 825 D/A 620 B/P 4685 D/P 3515 
35 B/M 330 D/M 246 B/A 825 D/A 620 B/P 4685 D/P 3515 
38 B/M 330 D/M 246 B/A 825 D/A 620 B/P 4685 D/P 3515 
40 B/M 330 D/M 246 B/A 825 D/A 620 B/P 4685 D/P 3515 
50 B/M 330 D/M 246 B/A 1120 D/A 840 B/P 6345 D/P 4760 
60 B/M 330 D/M 246 B/A 1510 1135 8565 D/P 6425 
Document Composition Feature pozcnye Available: 12/22/89 Variable Ghar pee 
50 1310 4470 3350 B 25330 D/P 19000 
20 B/M 1750 D/M 1310 B/A 4470 D/A 3350 B/P 25330 D/P 19000 
25 B/M 1750 D/M 1310 B/A 4470 D/A 3350 B/P 25330 D/P 19000 
28 B/M 1750 D/M 1310 B/A 4470 D/A 3350 B/P 25330 D/P 19000 
30 B/M 1750 D/M 1310 B/A 4470 D/A 3350 B/P 25330 D/P 19000 
32 B/M 1750 D/M 1310 B/A 4470 D/A 3350 B/P 25330 D/P 19000 
35 B/M 1750 D/M 1310 B/A 4470 D/A 3350 B/P 25330 D/P 19000 
38 B/M 1750 D/M 1310 B/A 4470 D/A 3350 B/P 25330 D/P 19000 
40 B/M 1750 D/M 1310 B/A 4470 D/A 3350 B/P 25330 D/P 19000 
50 B/M 1750 D/M 1310 B/A 5770 D/A 4325 B/P 32680 D/P 24510 
60 B/M 1750 D/M 1310 B/A 7445 D/A 5580 42155 D/P 31620 
epee ee Connectivity Feature Beronye: Available: 12/22/89 Variable Charges 
1 B/M 205 B/A 635 B/ 3610 
20 B/M 268 B/A 830 B/P 4710 
25 B/M 329 B/A 1190 B/P 6745 
28 B/M 329 B/A 1190 B/P 6745 
30 B/M 329 B/A 1190 B/P 6745 
32 B/M 385 B/A 1795 B/P 10150 
35 B/M 385 B/A 1795 B/P 10150 
38 B/M 385 B/A 1795 B/P 10150 
40 B/M 385 B/A 1795 B/P 10150 
50 B/M 433 B/A 2150 B/P 12180 
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60 B/M 


Service Code 


520 


: E Test: 


B/A 2580 B/P 14615 
2 License: § Pubs: GH12-5717 


5686-001 Realtime vo ee DOS Supt Acronym: 


Service Code: Z Test: 0 License: § Environment: PC Realtime 
5686-004 VSE Software Inventory Control Rl Acronym: Available: 1/05/90 
VSE Software Inventory Control R2 cay Aa Available: 3/31/91 
10 B/ 3400 B/M 113 D/ 3060 D/M 102 
15 B/O 4250 B/M 142 D/O 3825 D/M 128 
18 B/O 5310 B/M 177 D/O 4780 D/M 159 
20 B/O 6640 B/M 221 D/O 5975 D/M 199 
25 B/O 8300 B/M 277 D/O 7470 D/M 249 
28 B/O 9545 B/M 318 D/O 8590 D/M 286 
30 B/O 17560 B/M 366 D/O 15800 D/M 329 
32 B/O 20190 B/M 421 D/O 18170 D/M 379 
35 B/O 23220 B/M 484 D/O 20900 D/M 436 
38 B/O 26700 B/M 556 D/O 24030 D/M 500 
40 B/O 30710 B/M 640 D/O 27640 D/M 576 
50 B/O 35320 B/M 736 D/O 31790 D/M 662 
60 B/O 40620 B/M 846 D/O 36560 D/M 761 
Service Code: M Test: 2 License: § Environment: VSE/SP 
5686-005 +VSE/POWER V4R1 BC LOU: VSE/POWER Available: 1/05/90 
10 B/O 1835 B/M 7 D/ 1650 D/M 66 
15 B/O 2360 B/M 94 D/O 2125 D/M 85 
18 B/O 3620 B/ 144 D/O 3260 D/M 130 
20 B/O 4250 B/M 170 D/O 3825 D/M 152 
30 B/ 7875 B/M 262 D/O 7085 D/M 236 
40 B/O 10450 B/M 348 D/O 9405 D/M 312 
50 B/O 10450 B/M 348 D/O 9405 D/M 312 
60 B/O 10450 B/M 348 D/O 9405 D/M 312 
Service Code: M Test: 2 License: § 
5686-006 VSE/SP Unique Base Acronym: VSE/SP Available: 6/30/89 
+VSE/SP Unique Base V4 pcos VSE/SP Available: 1/05/90 
10 B}O 6900 276 D/ 6210 D/M 248 
15 B/O 8870 B/M 354 D/O 7985 D/M 319 
18 B/O 13590 M 543 D/O 12230 D/M 489 
20 B/O 15960 B/ 638 D/O 14360 D/M 574 
30 B/O 29540 B/M 984 D/O 26580 D/M 886 
40 B/O 39210 B/M 1305 D/O 35290 D/M 1175 
50 B/O 39210 B/M 1305 D/O 35290 D/M 1175 
60 B/O 39210 B/M 1305 D/O 35290 D/M 1175 
Service Code: M Test: 2 License: § Environment: SYS/370 135 138 


Charges:X/Y where X= 


License Type 
Charge Type 


B=Basic, D=DSLO, S=Single, M=Multi 
O=One Time, M=Monthly, I=initial, 
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Environment: MVS 


Available: 3/25/88 


le 
=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


5686-007 WSE/ ar V4R1.0 Acronym: VSE/AF Available: 7/07/89 Variable Charges 


V4R1.° arene: VSE/AF Available: 1/05/90 
B/O 5065 B/M 202 D/ 4555 D/M 181 
15 B/O 6510 B/M 260 D/O 5855 D/M 234 
18 B/O 9975 B/M 399 D/O 8975 D/M 359 
20 B/O 11670 B/M 467 D/O 10500 D/M 420 
30 B/O 21670 B/M 722 D/O 19490 D/M 649 
40 B/O 28750 B/M 958 D/O 25880 D/M 862 
50 B/O 28750 B/M 958 D/O 25880 D/M 862 
60 B/O 28750 B/M 958 D/O 25880 D/M 862 
Service Code: M Test: 2 License: §S Environment: ES/9370 Family 
5686-008 3890/XP VSE Support Acronym: 3890/XP Available: 1/20/89 
+3890/XP VSE Support R2 Acronym: 3890/XP Available: 3/31/90 
B/O 6000 
Service Code: M Service End Date: 9/30/90 Test: 2 License: I Environment: S/370,3890 
5686-010 +VSE Office Productivity Facility V1R1 Acronym: VSE-OPF Available: 12/23/88 Variable Charges 
+VSE Office Productivity Facility V1R1.1 Beronyi: VSE-OPF Available: 6/23/89 
10 B/O 2835 B/M 315 D/ 2550 D/M 283 
15 B/O 3780 B/M 315 D/O 3400 D/M 283 
18 B/O 5670 B/M 315 D/O 5100 D/M 283 
20 B/O 6615 B/M 315 D/O 5950 D/M 283 
30 B/O 9450 B/M 315 D/O D/M 283 
40 B/O 15120 B/M 315 D/O 13600 D/M 283 
50 B/O 15120 B/M 315 D/O 13600 D/M 283 
60 B/O 15120 B/M 315 D/O 13600 D/M 283 
Service Code: M Test: 2 License: § Environment: SYS/370, VSE 
5686-011 CICSVR/VSE a Available: 12/30/88 Variable Charges 
10 B/O 1456 B/M 58 D 1092 D/M 44 
15 B/O 1873 B/M 75 D/O 1405 D/M 56 
18 B/O 2862 B 114 D/O 2147 D/M 86 
20 B/O 3371 B/M 135 D/O 2528 D/M 101 
30 B/O 6227 B/M 208 D/O 4670 D/M 156 
40 B/O 8280 B/M 276 D/O 6210 D/M 207 
50 B/O 8280 B/M 276 D/O 6210 D/M 207 
60 B/O 8280 B/M 276 D/O 6210 D/M 207 
Service Code: M Test: 2 License: S Environment: CICS/DOS/VS 
5686-012 i he Support Seas | VSE erooym ASF/VSE Available: 11/18/88 Variable Charges 
1 B/O 3445 /M 383 D/ 2585 D/M 286 
15 B/O 4595 B/M 383 D/O 3445 D/M 286 
18 B/O 6895 B/M 383 D/O 5170 D/M 286 
20 B/O 8045. B/M 383 D/O 6035 D/M 286 
30 B/O 11490 B/M 383 D/O 8620 D/M 286 
40 B/O 18390 B/M 383 D/O 14840 D/M 286 
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50 B/O 18390 B/M 383 D/O 14840 D/M 286 


60 B/O 18390 B/M 383 D/O 14840 D/M 286 
ASF/VSE Document Writer Feature crouse: ASF/VSE Available: 12/31/88 Variable Charges 
10 B/O 970 B/M 137 D/ 727 D/M 102 
15 B/O 1355 B/M 137 D/O 970 D/M 102 
18 B/O 1560 B/M 137 D/O 1170 D/M 102 
20 B/O 1695 B/M 137 D/O 1270 D/M 102 
30 B/O 2425 B/M 137 D/O 1815 D/M 102 
40 B/O 3885 B/M 137 D/O 2910 D/M 102 
50 B/O 3885 B/M 137 D/O 2910 D/M 102 
60 B/O 4085 B/M 137 D/O 3050 D/M 102 
ASF/VSE Document Composition Feat. nerenye: ASF/VSE Available: 12/31/88 Variable Charges 
10 B/O 4155 B/M 462 D/ 3115 D/M 346 
15 B/O 5540 B/M 462 D/O 4155 D/M 346 
18 B/O 8315 B/M 462 D/O 6235 D/M 346 
20 B/O 9700 B/M 462 D/O 7275 D/M 346 
30 B/O 13860 B/M 462 D/O 10390 D/M 346 
40 B/O 22170 B/M 462 D/O 16630 D/M 346 
50 B/O 22170 B/M 462 D/O 16630 D/M 346 
60 B/O 22170 B/M 462 D/O 16630 D/M 346 
Service Code: M Test: 2 License: § Environment: CICS/VSE 
5686-018 CICS/DDM VSE V1R1 Acronym: CICS/DDM Available: 6/16/89 
B/O 4100 B/M 205 
Service Code: M Test: 2 License: § Environment: VSE 
5686-019 MERVA/370 VSE/CICS ey ta MERVA/370 Available: Variable ener ace 
10 B/M 3140 / 2670 B/ 8815 D/A 7495 58765 D/P 49950 
15 -B/M 3295 D/M 2800 B/A 9255 D/A 7865 B/P 61705 D/P 52450 
18 B/M 3460 D/M 2940 B/A 9720 D/A 8260 B/P 64790 D/P 55070 
20 B/M 3630 D/M 3085 B/A 10205 D/A 8675 B/P 68030 D/P 57825 
25 B/M 3810 D/ 3240 B/A 10715 D/A 9110 B/P 71430 D/P 60715 
28 B/M 4000 3400 B/A = 11250 D/A 9565 B/P 75000 D/P 63750 
30 B/M 4200 D/M 3570 B/A 11815 D/A 10045 B/P 78750 D/P 66935 
32 B/M 4410 D/M 3750 B/A 12405 D/A 10545 B/P 82690 D/P 70285 
35 B/M 4630 D/M 3935 B/A 13025 D/A 11070 B/P 86825 D/P 73800 
38 B/M 4860 D/M 4130 B/A 13675 D/A 11625 B/P 91165 D/P 77490 
40 B/M 5105 D/M 4340 B/A 14360 D/A 12205 B/P 95720 D/P 81360 
50 B/M 5615 D/M 4770 B/A 15795 D/A 13425 B/P 105295 D/P 89500 
60 B/M 6175 D/M 5250 B/A 17375 D/A 14770 B/P 115825 D/P 98450 
Service Code: M Test: 2 License: § Environment: VSE/CICS 
5686-039 Alform/CICS/VSE Acronym: Alform Available: 7/31/90 Variable Charges 
10 B/O 2785 58 
15 B/O 3600 B/M 75 
18 B/O 4705 B/M 98 
20 B/O 6145 B/M 128 
25 B/ 8015 B 167 
8 B/O 10415 217 


(cont 'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, T=tnitial, =Annual, P=Primary 


5-141 


5686-039 


(cont d) 30 B/O 13535 B/M 282 
32 B/O 15550 B/M 324 
35 B/O 17905 B/M 373 
38 B/O 20545 B/M 428 
40 B/O 23665 B/M 428 
50 B/O 29570 B/M 616 
60 B/O 36960 B/M 770 
Service Code: M Test: 2 License: S 

5688-003 APL2 apprscatson uy stOumont Ver.1 pened 
15 B/O 4185 B/M 289 
18 B/O 5510 B/M 321 
20 B/O 6170 B/M 357 
30 B/O 8820 B/M 397 
40 B/O 14110 B/M 441 
50 B/O 18200 B/M 551 
60 B/O 22740 B/M 689 
Service Code: M Test: 1 License: § 


5688-004 Structured Query Language V2R1 
Structured Query Language V2R2 
10 B/O 9345 B 


15 B/O 12465 B/M 899 
18 B/O 18690 B/M 947 
20 B/O 21800 B/M 997 
30 B/O 31500 B/M 1050 
40 B/O 57840 B/M 1205 
50 B/O 85870 B/M 1385 
0 B/O 98890 B/M 1595 
SQL/DS ppp catice Interface for VSAM 
0 /0 685 332 
15 B/O 4910 B/M 350 
18 B/O 7370 B/M 369 
20 B/O 8595 B/M 389 
30 B/O 12280 B/M 410 
40 B/O 22600 B/M 471 
50 B/O 33540 B/M - 541 
60 B/O 38560 B/M 622 
Service Code: M Test: 2 License: §S 
5688-007 COPICS Cust Order Service Data & Ord Mng 
B/O 30420 B/M 1210 
Service Code: E Test: 1 License: § 


5688-009 Publishing Systens BrowseNaster R2 ane 


Environment: CICS/VSE 


perouye: Available: 2/19/88 Variable Charges 
D/ 2645 D/M 195 
D/O 3135 D/M 217 . 
D/O 4130 D/M 241 
D/O 4630 D/M 268 
D/O 6615 D/M 298 
D/O 10580 D/M 331 
D/O 13650 D/M 413 
D/O 17055 © D/M 516 
Pubs: GH20-9214 Environment: VM/SP,MVS/SP 
Acronym: SQL/DS Available: 5/03/88 Variable Charges 
Acronym: SQL/DS Available: 12/30/88 
D/ 005 D/M 640 
D/O 9345 D/M 674 
D/O 14010 D/M 710 
D/O 16350 D/M 747 
D/O 23620 D/M 787 
D/O 43380 D/M 903 
D/O 64400 D/M 1035 © 
D/O 74167 D/M 1196 
Acronym: SQL/DS Available: 12/30/88 Variable Charges 
D/ 2760 D/M 249 
D/O 3680 D/M 262 
D/O 5525 D/M 276 
D/O 6445 D/M 291 
D/O 9210 D/M 307 
D/O 16950 D/M 353 
D/O 25150 D/M 405 
D/O 28920 D/M 466 
Environment: VM/SP,VM/XA,VSE 
Acronym: COSDOM Available: 3/18/88 


Pubs: GH31-0058 Environment: COPICS Base Product 


ss ta Available: 6/24/88 
D/ 2890 D/M 94 
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Service Code: E Test: 2 License: § Pubs: 
5688-013 GDDM Central Slide and Plot Pacers ST 
B/O 11020 B/M 75 D/ 
Service Code: Z Test: 2 License: § Pubs: 
5688-015 Publishing Systems BookMaster R1.2 Acronym: 
*Eublishing Systems BookMaster R2 aeronyal: 
/O 8925 B/M 346 D/ 
Service Code: X Service End Date: 9/30/89 Test: 
5688-019 COPICS Base Product Acronym: 
B/O 4430 B/M 220 
Service Code: E Test: 1 License: § Pubs: 
5688-021 Bar Code/Optical Character Recog.Font Acronym: 
B/Q 1650 
Service Code: H Test: 1 License: § Pubs: 
5688-022 VS COBOL II Library Only Acronym: 
+VS COBOL II mane tn Only R3.1 Acron 
10 B/O 4075 B/M 172 D/ 
15 B/O 5435 B/M 203 D/O 
18 B/O 8155 B/M 238 D/O 
20 B/O 9515 B/M 280 D/O 
30 B/O 13590 B/M 330 D/O 
40 B/Q 21750 B/M 388 D/O 
50 B/O 24470 B/M 485 D/O 
60 B/O 30300 B/M 606 D/O 
+Japanese pang nage Feature Acronym 
No Charge 
Service Code: M Test: 1 License: § 
5688-023 VS COBOL Il Compiler & Library Acronym 
+VS COBOL II Compiler & una ys R3.1 Acron 
10 B/O 8905 B/ 376 D/ 
15 B/ 11870 B/M 443 D/O 
18 B/O 17810 B/M 521 D/O 
20 B/O 20790 B/M 613 D/O 
30 B/O 29700 B/M 721 D/O 
40 B/O 47530 B/M 848 D/O 
50 B/O 61330 B/M 1060 D/O 
60 B/O 76850 B/M 1325 D/O 
+Japanese Pangnage Feature Acronym: 
No Charge 


(cont'd) 


Charges:X/Y where X= License Type 
Y= Charge Type 


B=Basic, D=DSLO, S=Single 
Q=One Time, M=Monthly, I={nitial, 


SH23-6091 Environment: VM,VM/IS,MVS 


sare CSPF 


265 


Available: 11/20/87 
D/M 205 


$C33-0552 Environment: s/370,303X,308X,937X 


BookMaster Available: 
oy la Availabl 


690 


1 License: § 


COPICS 


6/24/88 
e: 3/10/89 

D/M 260 

Pubs: 


Available: 


GC34-5006 Environment: VM/CMS,MVS/TSO 
3/18/88 


GH31-0058 Environment: MVS,VSE+DL/I+CICS 


OCR, ISO 


Available: 3/18/88 


8544-3190 Environment: 3820,3827,3835,3800 


COBOL II 


: COBOL II 


COBOL II 


M=Multi 
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Available: 12/16/88 Variable Charges 
Available: 12/29/89 
D/M 129 

D/M 152 

D/M 179 

D/M 210 

D/M 247 

D/M 290 

D/M 364 

D/M 454 
Available: 6/30/89 


Available: 12/16/88 Variable Charges 


Available: 12/29/89 
D/M 282 
D/M 332 
D/M 391 
D/M 460 
D/M 541 
D/M 636 
D/M 795 
D/M 993 
Available: 6/30/89 


le 
=Annual, P=Primary 


5688-029 


(cont Service Code: M Test: 


5688-029 Numerical Control Toolkit 
10 B 3635 


/O 
15 B/O 4850 
18 B/O 7015 
20 B/O 8105 
30 B/O 11570 
40 B/O 16530 
50 B/O 21330 
60 B/O 27520 
Service Code: Z Test: 
5688-030 NCPG Execution Library 
10 B/O 2020 
15 B/O 2695 
18 B/O 3900 
20 B/O 4500 
30 B/O 6430 
40 B/O 9185 
50 B/O 11850 
60 B/O 15290 
Service Code; E Test: 


5688-035 +X.25 NPSI V3R2 for VSE 
+X.25 NPSI V3R3 for VSE 
+X.25 NPSI V3R3 for MVS 
12> NPSI_ V3R3 for 


B/O 13230 
2 B/O 3965 
3 B/O 2470 
4 B/O 7935 
5 B/O 3965 
Service Code: M Test: 
5688-036 DevelopMate V1R1 for MVS 
30 B/O 30050 
32 B/O 35380 
35 B/O 41620 
38 B/O 48960 
40 B/O 57600 
50 B/O 77760 
0 /O 93420 


6 B 
OS/2 DevelopMate Feature 
B/0 2280 


Service Code: M | Test: 


1 License: § 


/M 330 
B/M 330 
B/M 330 
B/M 330 
B/M 330 
B/M 330 
B/M 330 
B/M 330 


1 License: S$ 


B/M 183 
B/M 183 
B/M 183 
B/M 183 
B/M 183 
B/M 183 
B/M 183 
B/M 183 


B/M 275 
B/M 82 
B/M 51 
B/M 165 
B/M 1 


B/M 626 
B/M 737 
B/M 867 
B/M 1020 
B/M 1200 
B/M 1440 
B/M 1730 


2 License: S 


MVS , VM 


Acronym: 


Pubs: 
Acronym: 


Toolkit Available: 3/25/88 


SH23-6111 Environment: VM/SP,MVS/SP, 
NCPG-XL Available: 3/18/88 


Environment: CAD/CAM 


Acronym: 
Acronym: 
Acronym: 


Acron 


Acronym: 


Acronym: 


Pubs: 


NPSI Available: 6/30/89 

NPSI Available: 9/30/90 

NPSI Available: 5/31/90 

: NPSI Available: 7/31/90 
11900 D/M 247 
3570 D/M 73 
2215 D/M 46 
7140 D/M 149 
3570 D/M 73 


: GC30-3469 Environment: MVS,VM/SP,VM/XA 


Available: 12/28/89 


Available: 12/28/89 


GC26-4641 Environment: MVS,0S/2 EE 
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Variable Charges 


Variable Charges 


Incremental Tier Charges 


Variable Charges 


5688-039 +C/370 Library V1.1 
+C/370 Library V1R1.1 
Reo bibresy V1R2 


O 1545 B/M 52 
15 B/O 1975 B/M 68 
18 B/O 3010 B/M 99 
20 B/O 3530 B/M 115 
30 B/O 8820 B/M 183 
40 B/O 13780 B/M 288 
50 B/O 18590 B/M 344 
60 B/O 22300 B/M 413 
Service Code: M Test: 2 License: § 
5688-040 +C/370 Compiler V1R1 
+C/370 Compiler V1R1.1 
+C/370 a ors V1R2 
10 /9 3320 B/M 110 
1 B/O 4245 B/M 141 
18 B/O 6455 B/M 215 
20 B/O 7570 B/M 252 
30 B/O 18900 B/M 393 
40 B/O 29530 B/M 614 
50 B/O 39850 B/M 738 
60 B/O 47840 B/M 886 
Service Code: M Test: 2 License: § 
5688-041 IBM FAWN 
10 /M 218 D/M 185 
25 B/M 289 D/M 246 
18 B/M 310 D/M 264 
20 B/M 405 D/M 344 
25 B/M 446 D/M 379 
28 B/M 470 D/M 400 
30 B/M 497 D/M 422 
32 B/M 518 D/M 440 
35 B/M 542 D/M 461 
38 B/M 568 483 
40 B/M 580 D/M 493 
50 B/M 653 D/M 555 
60 B/M 784 D/M 666 
Workstation Feature 
B/O 175 
Service Code: E Test: 2 License: 


5688-043 3890/XP BIO I Run Profile 


3985 


D/ 


Service Code: M Test: 2 License: 


Charges:X/Y where X= License Type 
Y= Charge Type 


Acronym: Available: 12/16/88 


Acronym: Available: 6/30/89 
acronym: C/370 Available: 12/15/89 
D/ 1160 D/M 38 
D/O 1480 D/M 50 
D/O 2255 D/M 74 
D/O 2645 D/M 86 
D/O 6615 D/M 137 
D/O 10330 D/M 216 
D/O 13942 D/M 258 
D/O 16725 D/M 309 
Environment: MVS,VM/CMS 
Acronym: Available: 12/16/88 
Acronym: Available: 6/30/89 
Acronym: Available: 12/15/89 
D/ 2490 D/M 81 
D/O 3180 D/M 106 
D/O 4840 D/M 161 
D/O 5675 D/M 189 
D/O 14170 D/M 295 
D/O 22150 D/M 459 
D/O 29887 D/M 553 
D/O 35880 D/M 664 
Environment: MVS,VM 
oc oa: FAWN Available: 9/15/89 
B/ 540 D/A 459 B/P 
B/A 718 D/A 610 B/P 
B/A 961 D/A 817 B/P 
B/A 1258 D/A 1069 B/P 
B/A 1497 D/A 1272 B/P 
B/A 1647 D/A 1400 B/P 
B/A 1798 D/A 1528 B/P 
B/A 1959 D/A 1665 B/P 
B/A 2214 D/A 1882 B/P 
B/A 2492 D/A 2118 B/P 
B/A 2700 D/A 2295 B/P 
B/A 3240 D/A 2754 B/P 
B/A 3890 D/A 3305 B/P 
Acronym: FAWN Available: 9/15/89 


Environment: MVS,VM 


o& Endorse. Acronym: 3890/XP Available: 12/16/88 


Environment: PS/2,PC 


B=Basic, D=DSLO, S=Single, M=Multiple 
O=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 
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Variable Charges 


Variable Charges 


306 D/ 
4070 D/P 
5445 D/P 
7130 D/P 
8505 D/P 
9355 D/P 
10190 D/P 
11105 D/P 
12550 D/P 
14080 D/P 
15300 D/P 
18360 D/P 
22030 D/P 


Variable Charges 
0 P3600 


5688-044 +Realtime ae Services Acronym: Available: 12/29/89 


Service Code: H Service End Date: 12/31/90 Test: 2 License: S Pubs: S16F-1961 Environment: DOS,0S/2 
5688-045 +COBOL Brructus ing Facility V2 Berane: COBOL Available: 10/01/89 Variable Charges 
10 B/O 12370 B/M 521 D/ 9280 D/M 391 
15 B/O 16500 B/M 613 D/O 12360 D/M 460 
18 B/O 24760 B/M 722 D/O 18570 D/M 541 
20 B/0 28890 B/M 849 D/O 21650 D/M 637 
28 B/O 41270 B/M 999 D/O 30940 D/M 749 
30 B/O 41270 B/M 999 D/O 30940 D/M 749 
40 B/D 66050 B/M 1175 D/O 49500 D/M 881 
50 B/O 85210 B/M 1470 D/O 63910 D/M 1100 
60 B/O 106700 B/M 1840 D/O 80025 D/M 1380 
Service Code: M Test: 2 License: § Pubs: SC34-4080 Environment: S/370,MVS/SP,VM/SP 
5688-046 +AIX/370 Network File System cron NFS Available: 3/31/90 Variable Charges 
10 $/0 1980 S/M 79 M/ 1685 M/M 67 
15 $/0 2645 /M 106 M/O 2245 M/M 90 
18 $/0 3965 S/M 159 M/O 3370 M/M 135 
20 $/0 4630 S/M 185 M/O 3930 M/M 157 
30 $/0 6615 S/M 220 M/O 5620 /M 187 
40 $/0 10580 S/M 353 M/O 8990 M/M 300 
50 $/0 13650 S/M 455 M/O 11600 M/M 386 
60 $/0 17550 S/M 585 M/O 14915 M/M 497 
Service Code: M Test: 2 License: S Term: B . Environment: AIX/370 
5688-047 IGES Processor Version 2 Release 1.0 Acronym: IGES Available: 5/27/88 Variable Charges 
10 B/O 3990 B/M 399 
15 B/O 5320 B/M 399 
18 B/G 7595 B/M 399 
20 B/G 730 B/M 399 
30 B/ 12360 B/M 399 
40 B/O 16750 B/M 399 
50 B/O 21610 B/M 399 
60 B/C 27880 B/M 399 
CADAM Exchange Acronym: IGES Available: 5/27/88 - Variable Charges 
10 B/O 5250 B/M §25 
15 B/Q 7000 B/M §25 
20 B/O 11480 B/M §25 
30 B/O 16500 B/M §25 
40 B/Q 22090 B/M 525 
50 B/Q 28490 B/M §25 
60 B/O 36740 B/M 525 
Service Code: E Test: 1 License: S$ Environment: VM,MVS 
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5688-050 Graphics Program Generator V2.1 Acronym: GPG Available: 4/08/88 Incremental Tier Charges 


+Graphics Program Generator V2.2 Acronym: GPG Available: 6/30/89 
O1 B/O 6300 B/M 175 
02 B/O 11550 B/M 321 
03 B/O 12600 B/M 350 
04 B/O 13650 B/M 383 
05 B/O 26250 B/M 724 
06 B/O 15750 B/M 441 
07 B/O 10500 B/M 289 
08 B/O 12600 B/M 352 
Service Code: E Test: 2 License: § Environment: 5080 Graphics System 
5688-052 DITTO for VSE and VM V3R1° net en ya: DITTO Available: 2/28/89 Variable Charges 
10 B/O 892 B/M 35 D/ 803 D/M 32 
15 B/O 1155 B/M 46 D/O 1035 D/M 42 
18 B/O 1785 B/M 71 D/O 1605 D/M 64 
20 B/O 2070 B/M 82 D/O 1860 D/M 74 
30 B/O 3840 B/M 128 D/O 3840 D/M 115 
40 B/O 5130 B/M 171 D/O 4620 D/M 154 
50 B/O 5130 B/M 171 D/O 4620 D/M 154 
60 B/O 5130 B/M 171 D/O 4617 D/M 154 
Service Code: M Test: 2 License: 5S Environment: VSE,VM 
5688-053 pEcuioners Model Transformer Rl Acronym: Available: 6/29/90 
/O 25000 
Service Code: M Test: 2 License: § Environment: MVS/ESA,MVS/XA 
5688-087 VS FORTRAN V2R4 Compiler/Library Acronym: FORTRAN Available: 9/22/89 Variable Charges 
+VS FORTRAN V2R5 oe Saad Cae Acronym: FORTRAN Available: 6/30/90 
10 B/O 595 B/M 390 D/ 4460 D/M 292 
15 B/O 7940 /M 434 D/O 5950 D/M 325 
18 B/O 11900 B/M 482 D/O 8920 D/M 361 
20 B/O 13880 B/M 535 D/O 10410 D/M 401 
30 B/O 19840 B/M 595 D/O 14880 D/M 446 
40 B/O 31750 B/M 743 D/O 23810 D/M 557 
50 B/O 40950 B/M 929 D/O 30710 D/M 696 
60 B/O 51040 B/M 1160 D/O 38280 D/M 870 
Service Code: H Service End Date: 3/31/91 Test: 1 License: S Pubs: GC26-4219 Environment: MVS,VM 
5688-091 MSHF2 Acronym: MSHF2 Available: 10/28/88 
B/O 12600 D/O 9500 
Service Code: M Test: 2 License: 5S Environment: SYS/370 
5688-092 PaSuE rey oo aoe Commands V2 Acronym: ISPC Available: 9/30/88 Variable Charges 
5 B/O 500 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single Parag ahs 
Y= Charge Type O=One Time, M=Monthly, T=tnitial, =Annual, P=Primary 
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5688-092 


(cont d) 18 B/C 800 
20 B/C 900 
30 B/G 1250 
~ 40 B/O 2000 
50 B/O 2500 
60 B/O 3125 
Service Code: E Test: 2 License: 
5688-093 GDDM/graPHIGS peor aeaing Interface V2 
10 B/M 03 D/M 152 
15 B/M 226 D/M 169 
18 B/M 251 D/M 188 
20 B/M 279 D/M 209 
25 B/M 310 D/M 232 
28 B/M 344 D/M 258 
30 B/M 382 D/M 286 
32 B/M 425 D/M 318 
35 B/M 472 D/M 354 
38 B/M 566 D/M 424 
40 B/M 680 D/M 510 
50 B/M 816 D/M 612 
60 B/M 979 D/M 734 


Service Code: E 


5688-094 Executive Decisions/VM 


+Executive Decisions/VM R1.1.1 
1 B/M 533 D 


Ss 


Test: 2 License: § 


0 / /M 400 
15 B/M 709 D/M 532 
18 B/M 759 D/M 569 
20 B/M 994 D/M 746 
30 B/M 1215 D/M 911 
40 B/M 1420 D/M 1065 
50 B/M 1600 D/M 1200 
60 B/M 1920 D/M 1440 
Oprdenat Host Communication Feature 
1 B/M 142 D/M 107 
15 B/M 189 D/M 142 
18 B/M 202 D/M 152 
20 B/M 265 D/M 199 
30 B/M 325 D/M 244 
40 B/M 379 D/M 284 
50 B/M 427 D/M 320 

0 B/M 512 D/M 384 


Workstation Communication Feature 
B/O 100 


Service Code: E 


6 
Workstation Base Feature 
500 


Test: 2 License: § 


Environment: VM,MVS 


mais Ga graPHIGS Available: 11/17/89 
B/ 731 D/A 548 B/P 
B/A 813 D/A 609 B/P 
B/A 903 D/A 677 B/P 
B/A 1505 D/A 1128 B/P 
B/A 1670 D/A 1252 B/P 
B/A 1860 D/A 1395 B/P 
B/A 2065 D/A 1548 B/P 
B/A 2295 D/A 1721 B/P 
B/A 2550 D/A 1912 B/P 
B/A 3060 D/A 2295 B/P 
B/A “4895 D/A 3671 B/P 
B/A 5875 D/A 4406 B/P 
B/A 7050 D/A 5287 B/P 
Pubs: SC33-8190 Environment: MVS,VM 
Acronym: Available: 9/29/89 
Acronym: Available: 12/29/89 
B/ 1325 D/A 994 B/P 
 B/A 1760 D/A 1320 B/P 
B/A 2355 D/A 1765 B/P 
B/A 3085 D/A 2315 B/P 
B/A 4405 D/A 3305 B/P 
B/A 6615 D/A 4960 B/P 
B/A 7940 D/A 5955 B/P 
B/A 9530 D/A 714 B/P 
Acron Available: 9/30/89 
B/ 353 D/ 26 B/P 
B/A 469 D/A 352 B/P 
B/A 628 D/A 471 B/P 
B/A 822 D/A 617 B/P 
B/A 1175 D/A 881 B/P 
B/A 1765 D/A 1325 B/P 
B/A 2120 D/A 1590 B/P 
B/A 2545 D/ 1910 B/P 
Acronym: Available: 9/30/89 
Acronym: Available: 9/30/89 


Environment: VM/SP,VM/XA,0S/2 EE 


5 


-148 


Variable Charges 
5 P 3108 


414 D/ 
4605 D/P 3453 
5115 D/P 3836 
8530 D/P 6397 
9475 D/P 7106 
10530 D/P 7897 
11700 D/P 8775 
13000 D/P 9750 
14440 D/P 10830 
17330 D/P 12997 
27730 D/P 20797 
33280 D/P 24960 
39940 D/P 29955 
Variable Charges 
7500 D/P 5625 
9975 D/P 7480 
13350 D/P 10010 
17475 D/P 13105 
24975 D/P 18730 
37500 D/P 28125 
45000 D/P 33750 
54000 D/P 40500 
Variable Ghat gee 
2000 D/ 500 
2660 D/P 1995 
3560 D/P 2670 
4660 D/P 3495 
6660 D/P 4995 
10000 D/P 7500 
12000 D/P 9000 
14400 D/P 10800 


5688-099 CIM Communications & Data Facility V1R1 Acronym: CIM CDF Available: 6/29/90 Variable Charges 


CIM Communications & Data Facil. V1R1.1 Acronym: CIM CDF Available: 12/31/90 
10 B/M 347 D/M 260 B x" 1250 D/A 937 B/P 7075 D/P 5306 
15 B/M 385 D/M 288 B/A 1390 D/A 1042 B/P 7865 D/P 5898 
18 B/M 428 D/M 321 B/A 1540 D/A 1155 B/P 8740 D/P 6555 
20 B/M 476 D/M 357 B/A 1715 D/A 1286 B/P 9710 D/P 7282 
25 B/M 529 D/M 396 B/A 2380 D/A 1785 B/P 13480 D/P 10110 
28 B/M 588 D/M 441 B/A 2645 D/A 1983 B/P 14980 D/P 11235 
30 B/M 653 D/M 489 B/A 2940 D/A 2205 B/P 16650 D/P 12487 
32 B/M 725 D/M 543 B/A 3265 D/A 2448 B/P 18500 D/'P 13875 
i ie B/M 806 D/M 604 B/A 3625 D/A 2718 B/P 20550 D/P 15412 
38 B/M 896 D/M 672 B/A 4030 D/A 3022 B/P 22835 D/P 17126 
40 B/ 995 D/M 746 B/A 4475 D/A 3356 B/P 25370 D/P 19027 
50 B/M 1245 D/M 933 B/A 7470 D/A 5602 B/P 42320 D/P 31740 
60 B/M 1555 D/M 1166 B/A 10500 D/A 7875 B/P 59480 D/P 44610 
Service Code: E Test: 2 License: § Environment: MVS,VM 
5688-101 +CICS Operating System/2 V1.1 Acronym: CICS 0S/2 Available: 2/24/89 
+CICS Operating System/2 V1.11 Acronym: CICS 08/2 Available: 8/25/89 
+CICS Operator eyet eee V1.20 Acronym: CICS OS/2 Available: 2/23/90 
Service Code: H Service End Date: 8/31/90 Test: 0 License: S Environment: PS/2,XT,AT 
5688-104 PostScript Interpreter for AFP R2 Acronym: Available: 10/28/88 
+PostScript ppher preter for AFP R3 enon Available: 7/21/89 
B/O 10000 B/M 385 D/ 7500 D/M 288 
Service Code: X Service End Date: 12/31/89 Test: 2 License: § Environment: VM,MVS 
5688-108 ape ae System V2 Acronym: AS Available: 6/23/89 Variable phates 
1 B/M 1253 D/M 940 B/ 3111 D/A 2335 B/P 17632 D/P 13220 
15 B/M 1667 D/M 1250 B/A 4138 D/A 3105 B/P 23450 D/P 17590 
18 B/M 1780 D/M 1335 B/A 5523 D/A 4140 B/P 31296 D/P 23470 
20 B/M 2331 D/M 1750 B/A 7234 D/A 5425 B/P 40994 D/P 30750 
30 B/M 2857 D/M 2145 B/A = 10346 D/A 7760 B/P 58625 D/P 43970 
40 B/M 3346 D/M 2510 B/A 15577 D/A 11680 B/P 88265 D/P 66200 
50 B/M 3760 D/M 2820 B/A 18669 D/A 14000 B/P 105790 D/P 79340 
60 B/M 4510 D/M 3385 B/A 22400 D/A 16800 B/P 126950 D/P 95190 
Service Code: E Test: 2 License: § Pubs: GH45-5020 Environment: VM/SP,VM/XA,MVS 
5688-113 GDDM-OS/2 Link V1.0 Acronym: GDDM Available: 3/30/90 
B/O 350 
Service Code: H Service End Date: 11/30/90 Test: 0 License: §S Pubs: §C33-0327 Environment: OS/2 EE 
5688-121 Teleprocessing Network Simulator V3 Acronym: TPNS Available: 6/02/89 Variable Charges 
20 B/O 112320 B/M 1755 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, T=tnitial, =Annual, P=Primary 
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gS atin a OP a he Ais ES, Setli ¥ Bi Os eR 8 te + Rg ae wees, Mba Ua Mi es bk bie ww cE. len hw: ee tek i. tee BE 


5688-321 
(cont d) 


5688-137 


5688-143 


5688-144 


5688-150 


30 B/O 1 
40 B/O 1 
50 B/O 1 
60 B/O 1 


Service Code: E 


Optimization Subroutine Library 
Bf timization. Pe Library 


12320 
32160 
71000 
96560 


B/M 
B/M 
B/M 
B/M 


Test: 2 License: § 


B/C B/M 
30 B/G 43010 B/M 
32 B/O0 53810 B/M 
35 B/C 67230 B/M 
38 B/O 70610 B/M 
40 B/O 74110 B/M 
50 B/O 87530 B/M 
60 B/O 91800 B/M 


Service Code: E 


Relational Base Product 
10 M 4 


Test: 2 License: 


B/ 90 B/A 
15 B/M 550 B/A 
18 B/M 610 B/A 
20 B/M 680 B/A 
25 B/M 750 B/A 
28 B/M 830 B/A 
30 B/M 910 B/A 
32 B/M 1000 B/A 
35 B/M 1100 B/A 
38 B/M 1210 B/A 
40 B/M 1330 B/A 
50 B/M 1460 B/A 
60 B/M 1460 B/A 


Service Code: E 


Plant Operations Interface Program 
B/O 17000 B/M 


Service Code: H Service End Date: 12/31/92 Test: 2 License: §S 
Cross System Product/370 Runtime Service se a 
10 O 17040 B/M 5 D 


Test: 2 License: 


680 


Ss 


S 


Environment: MVS,VM 


: OSL Available: 6/29/90 Variable Charges 
: OSL Available: 10/31/90 

25815 D/M 537 

32257 D/M 672 

40357 D/M 840 

50422 D/M 1050 

52957 D/M 1102 

55582 D/M 1158 

65647 D/M 1215 

68850 D/M 1275 


: GC23-0517 Environment: AIX/370 


COPICS Available: 6/30/90 Variable Charges 


20500 
22600 


Environment: MVS/370,MVS/ESA,MVS 


Acronym: 


B/ / 68 / 
15 B/O 17940 B/M 598 D/O 
18 B/O 18900 B/M 630 D/O 
20 B/O 19890 B/M 663 D/O 
25 B/O 20940 B/M 698 D/O 
28 B/O 22020 B/M 734 D/O 
30 B/O 27830 B/M 773 D/O 
32 B/O 29230 B/M 812 D/O 


COPICS Available: 12/31/90 


Environment: Sys/370 


CSP/370RS Available: 11/30/90 Variable Charges 
15330 D/M 511 


5 

16140 D/M 538 
17010 D/M 567 
17900 D/M 596 
18840 D/M 628 
19810 D/M 660 
25040 D/M 695 
26300 D/M 730 
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35 B/Q 30670 B/M 852 D/O 27600 D/M 766 

38 B/O 32220 B/M 895 D/O 28990 D/M 805 

40 B/O 33840 B/M 940 D/O 30450 D/M 846 

50 B/O 35530 B/M 987 D/O 31970 D/M 888 

60 B/O 37260 B/M 1035 D/O 33534 D/M 931 

Service Code: M Test: 2 License: S Environment: IMS/VS,IMS/ESA 
5688-160 CAD/CATIA Data Exchange Rl Acronym: CAD/CATIA Available: 3/31/90 Variable Charges 

CAD/CATIA Data Exchange R1l.1 Acronym: CAD/CATIA Available: 9/30/90 

10 B/O 3000 B 100 

15 B/O 3840 B/M 128 

18 B/O 5820 B/M 194 

20 B/O 5820 B/M 194 

25 B/O 16950 353 

28 B/O 16950 B/M 353 

30 B/O 16950 353 

32 B/Q 26550 B/M 553 

35 B/O 26550 B/M 553 

38 B/O 26550 B/M 553 

40 B/O 26550 B/M 553 

50 B/O 28860 B/M 601 

60 B/O 31345 B/M 653 

Service Code: H Service End Date: 3/31/93 Test: 2 License: S Pubs: S544-3659 Environment: PS/2,VM,MVS 
5688-163 Relational Vinbeeres | Accounting a COPICS Available: 6/30/90 Variable Charges 

10 B/M 27 B/A 650 B/ 3700 

15 B/M 290 B/A 720 B/P 4100 

18 B/M 330 B/A 800 B/P 4600 

20 B/M 360 B/A 890 B/P 5100 

25 B/M 400 B/A 990 B/P 5600 

28 B/M 440 B/A 1090 B/P 6200 

30 B/M 490 B/A 1200 B/P 6800 

32 B/M 530 B/A 1320 B/P 7500 

35 B/M 590 B/A 1450 B/P 8200 

38 B/M 650 B/A 1600 B/ 

40 B/M 710 B/A 1760 B/P 10000 

50 B/M 780 B/A 1930 B/P 11000 

60 B/M 860 B/A 2120 B/P 12000 

Service Code: E Test: 2 License: S Environment: MVS/370,MVS/ESA,MVS 
5688-164 Relational Material Requirements see COPICS Available: 6/30/90 Variable Charges 

10 B/M 990 B/A 450 B/ 13900 

15 B/M 1100 B/A 2720 B/P 15400 

18 B/M 1220 B/A 3020 B/P 17100 

20 B/M 1350 B/A 3360 B/P 19000 

25 B/M 1500 B/A 3730 B/P 21100 

28 B/M 1650 B/A 4100 B/P 23300 

30 B/M 1820 B/A 4510 B/P 25600 

B/M 2000 B/A 4960 B/P 28100 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type O0=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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5688-164 


(cont d) 35 B/M 2200 B/A 5460 B/P 30900 
38 B/M 2420 B/A 6000 B/P 34000 
40 B/M 2660 B/A — +6600 B/P 37400 
50 B/M 2930 B/A 7260 B/P 41200 
60 B/M 3220. B/A 7980 B/P 45300 
Service Code: E Test: 2 License: § Environment: MVS/370,MVS/ESA,MVS 

5688-165 Relational Bill of Material perenya: COPICS Available: 6/30/90 Variable Charges 
10 B/M 600 B/A 1470 B/ 8400 
15 -B/M 660 B/A 1640 B/P 9300 
18 B/M 740 B/A 1820 B/P 10300 
20 B/M 820 B/A 2020 B/P 11500 
25 B/M 910 B/A 2250 B/P 12700 
28 B/M 1000 B/A 2470 B/P 14000 
30 B/M 1100 B/A 2720 B/P 15400 
32 B/M 1210 B/A 2990 B/P 17000 
35 B/M 1330 B/A 3290 B/P 18600 
38 B/M 1460 B/A ‘3610 B/P 20500 
40 B/M 1600 B/A -3970 B/P 22500 
50 B/M 1760 B/A 4370 B/P 24800 
60 -B/M 1940 B/A 4810 B/P 27300 
Service Code: E Test: 2 License: § Environment: MVS/370,MVS/ESA,MVS 

5688-167 Executive Decisions/MVS R1 a Available: 9/30/90 Variable Charges 
20 B/M 994 D/M 746 B/ 3085 D/A 2315 B/P 17475 D/P 13105 
25 B/M 1215 D/M 911 B/A 4405 D/A 3305 B/P 24975 D/P 18730 
28 B/M 1215 D/M 911 | B/A 4405 D/A 3305 B/P 24975 D/P 18730 
30 B/M 1215 D/M 911 B/A 4405 D/A 3305 B/P 24975 D/P 18730 
32 B/M 1420 D/M 1065 B/A 6615 D/A 4960 B/P 37500 D/P 28125 
35 B/M . 1420 D/M 1065 B/A 6615 D/A 4960 B/P 37500 D/P ~— 28125 
38 B/M 1420 D/M 1065 B/A 6615 D/A 4960 B/P 37500 D/P 28125 
40 ~B/M 1420 D/M 1065 B/A 6615 D/A 4960 B/P 37500 D/P 28125 
50 B/M 1600 D/M 1200 B/A 7940 D/A 5955 B/P 45000 D/P 33750 
60 B/M 1920 D/M 1440 B/A 9530 D/A 7145 B/P 54000 D/P 40500 
Workstation Feature Acronym: Available: 9/30/90 Variable Charges 
Service Code: M Test: 2 License: S Environment: OS/2 EE, MVS, 

5688-170 AD/Cycle TIRS Runtime/370 _ Acronym: TIRS Available: 7/31/90 Variable Charges 
10 B/G 2645 B/M 63 D 1983 D/M 47 . 
15 B/G 3400 B/M 81 D/O 2550 D/M 60 
18 B/O 4450 B/M 106 D/O 3337 D/M 79 
20 B/C 5795 B/M 138 D/O 4346 D/M 103 
25 B/O 7520 B/M 179 D/O 5640 D/M 134 
28 B/C 8650 B/M 206 D/O 6487 D/M 154 
30 B/C 5040 B/M 120 D/O 3780 D/M 90 
32 B/C 11420 B/M 272 D/O 8565 D/M 204 
35 B/C 13150 B/M 313 D/O 9862 D/M 234 
38 B/Q 15120 B/M 360 D/O 11340 D/M 270 
40 B/O 17390 414 D/O 13042 D/M 310 


5-152 


50 B/O 21760 B/M 518 D/O 16320 D/M 388 


60 B/O 27170 B/M 647 D/O 20377 D/M 485 

Service Code: M Test: 2 License: § Environment: VM or MVS 
5688-171 AD/Cycle TIRS Builder/370 Acronym: TIRS Available: 7/31/90 Variable Charges 

10 B/O 10920 B/M 260 D/ 8190 D/M 195 

15 B/O 14150 B/M 337 D/O 10612 D/M 252 

18 B/O 18440 B/M 439 D/O 13830 D/M 329 

20 B/O 23940 B/M 570 D/O 17955 D/M 427 

25 B/O 31120 B/M 741 D/O 23340 D/M 555 

28 B/O 35830 B/M 853 D/O 26872 D/M 639 

30 B/O 41200 B/M 981 D/O 30900 D/M 735 

32 B/O 47460 B/M 1130 D/O 35595 D/M 847 

35 B/O 54390 B/M 1295 D/O 40792 D/M 971 

38 B/O 62580 B/M 1490 D/O 46935 D/M 1117 

40 B/O 72030 B/M 1715 D/O 54022 D/M 1286 

50 B/O 90090 B/M 2145 D/O 67567 D/M 1608 

60 B/O 112550 B/M 2680 D/O 84412 D/M 2010 

. Service Code: M Test: 2 License: S$ Environment: VM or MVS 

5695-002 Alform/CICS/MVS Acronym: Alform Available: 7/31/90 Variable Charges 

10 B/O 2785 B/M 58 

15 B/O 3600 B/M 75 

18 B/O 4705 B/M 98 

20 B/O 6145 B/M 128 

25 B/O 8015 B/M 167 

28 B/O 10415 / 217 

30 B/O 13535 282 

32 B/O 15550 324 

35 B/O 17905 B/M 373 

38 B/O 20545 B/M 428 

40 B/O 23665 B/M 493 

50 B/O 29570 B/M 616 

60 B/O 36960 B/M 770 

Service Code: M Test: 2 License: § Environment: CICS/MVS 
57F1-954 PhoneCommunicator V1.0 Acronym: Available: 12/15/89 

B/O 200 

Service Code: E Test: 0 License: 8S Environment: PS/2,PC AT,PC XT 
57F1-993 Reading ajo a II Single Pack Acronym: Available: 3/09/90 

Service Code: H Service End Date: 3/31/91 Test: 2 License: §$ Environment: PS/2,PC AT,PC XT 
57F1-994 Reading eo ote II School Pack Acronym: Available: 3/09/90 


(cont 'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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57F1-995 




















(cont d) Service Code: H Service End Date: 3/31/91 Test: 2 License: §S Environment: PS/2,PC AT,PC XT 
57F1-995 Reading for Hesnins Level II LAN Pack Acronym: Available: 3/09/90 
B/O 1330 
Service Code: H Service End Date: 3/31/91 Test: 2 License: § Environment: PS/2,PC AT,PC XT 
57F1-996 Reading ae). rae III Single Pak Acronym: Available: 3/09/90 
Service Code: H Service End Date: 3/31/91 Test: 2 License: § Environment: PS/2,PC AT,PC XT 
57F1-997 Reading io III School Pak Acronym: Available: 3/09/90 
Service Code: H Service End Date: 3/31/91 Test: 2 License: § Environment: PS/2,PC AT,PC XT 
57F 1-998 Reading for Meaning Level III LAN Pack Acronym: Available: 3/09/90 
B/O 1330 
Service Code: H Service End Date: 3/31/91 Test: 2 License: § Environment: PS/2,PC AT,PC XT 
57F1-999 Reading oo ie IV Single Pack Acronym: Available: 3/09/90 __ 
Service Code: H Service End Date: 3/31/91 Test: 2 License: S Environment: PS/2,PC AT,PC XT 
57F2-000 Reading oO IV School Pack Acronym: Available: 3/09/90 
Service Code: H Service End Date: 3/31/91 Test: 2 License: S Environment: PS/2,PC AT,PC XT 
57F2-001 Reading for peene Level IV LAN Pack Acronym: Available: 3/09/90 
B/O 1330 
Service Code: H Service End Date: 3/31/91 Test: 2 License: S Environment: PS/2,PC AT,PC XT 
5706-001 +AS/400 CIMS [II Bebe Control sys Acronym: CIMS III Available: 10/28/88 Variable Charges 
D5 B/O 2395 D/O 216 
E5 B/O 3000 D/O 2700 
F5 B/O 3000 D/O 2700 
G5 B/O 4515 D/O 4055 
HS B/O §255 D/O 4735 
J5 B/O 6005 D/O 5400 
K5 B/O 6600 D/O 5940 
Service Code: A Test: 1 License: S Environment: AS/400 
5706-002 +AS/400 CIMS III Financial Management Acronym: CIMS III Available: 10/28/88 Variable Charges 
DS B/O 15320 D/O 13790 
E5 B/O = 19150 D/O 17230 
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G5 B/O 
H5 B/O 
J5 B/O 
K5 B/O 


Service Code: 


19150 
28800 
33560 
38310 
42150 


A Test: 


D/O 17230 
D/O 25920 
D/O 30200 
D/O 34480 
D/O 37930 


1 License: 


5706-003 +AS/400 CIMS III Emp coves Mangecmont 
D5 B/O 12670 D/ 11400 


E5 B/O 15850 D/O 14260 
F5 B/O 15850 D/O 14260 
G5 B/O 23830 D/O 21450 
H5 B/O 27780 D/O 25000 
J5 B/O 31710 D/O 28530 
K5 B/O 34870 D/O 31380 
Service Code: A Test: 1 License: 
5706-004 +AS/400 CIMS III Warehouse Management 
DS B/O 5065 D/O 4555 
ES B/O 6330 D/O 5695 
F5 B/O 6330 D/O 5695 
G5 B/O 9525 D/O 8570 
H5 B/O 11090 D/O 9985 
J5 B/O 12660 D/O 11390 
KS B/O 13940 D/O 12550 
Service Code: A Test: 1 License: 


5706-005 +AS/400 CIMS III Fixed Asset ieee se 
D5 0 3800 D/O 3420 


B/ 0 

E5 B/O 4760 D/O 4280 
F5 B/O 4760 D/O 4280 
G5 B/O 7160 D/O 6440 
HS B/O 8335 D/O 7500 
J5 B/ 9515 D/O 8560 
K5 B/O 10460 D/O 9420 
Service Code: A Test: 1 License: 


5706-006 +AS/400 CIMS IIIl Student Management Sys 
DS B/O 3560 p70 3210 


E5 B/O 4460 D/O 4015 
F5 B/O 4460 D/O 4015 
G5 B/O 6710 D/O 6035 
H5 B/O 7810 D/O 7025 
J5 B/O 8915 D/O 8020 
K5 B/O 9810 D/O 8830 
Service Code: A Test: 1 License: 


Charges:X/Y where a 


License Type 
Charge Type 


B=Basic, D=DSLO, S=Single 


Ss 


Ss 


Ss 


Ss 


Ss 


Environment: 


Acronym: CIMS III 


Environment: 


Acronym: CIMS IIT 


Environment: 


Acronym: CIMS III 


Environment: 


Acronym: CIMS III 


Environment: 


O=One Time, M=Monthly, I=Initial, 


5155 


AS/400 
Available: 10/28/88 


AS/400 


Available: 10/28/88 


AS/400 
Available: 10/28/88 


AS/400 
Available: 10/28/88 


AS/400 


M=Multiple 


=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5706-007 +AS/400 CIMS III Student Grading System 
D5 B/ 3035 D/O 


0 2730 

E5 B/O 3795 3415 

F5 B/O 3795 D/O 3415 

G5 B/O 5705 D/O 5135 

H5 B/O 6645 D/O 5980 

JS B/O 7595 D/O 6835 

K5 B/O 8350 D/O 7515 

Service Code: A Test: 1 License: 
5706-008 +AS/400 CIMS III Student Scheduling Sys 

D5 B/O 5680 D/O 5105 

E5 B/O 7100 D/O 6390 

F5 B/O 7100 D/O 6390 

G5 B/O 10670 D/O 9605 

H5 B/O 12430 D/O 11190 

J5 B/O 14200 D/O 12780 

K5 B/O 15630 D/O 14060 

Service Code: A Test: 1 License: 
5706-009 +AS/400 CIMS III Student Attendance Sys 

DS B/O 4200 D/O 3775 

E5 B/O 5250 D/O 4720 

F5 B/9d 5250 D/O 4720 

G5 B/9 7900 D/O 7110 

H5 B/' 9200 D/O 8280 

J5 B/) 10510 D/O 9450 

K5 B/) 11560 D/O 10400 

Service Code: A Test: 1 License: 
5706-010 OMNILAW 

D5 B/0 3465 

E5 B/0 4325 

F5 B/O 5195 

G5 B/O 6060 

H5 B/O 6930 

J5 B/0 8660 

K5 B/0O 9530 

Service Code: E Test: 0 License: 
5706-011 Law Firm Financial Management 

D5 B/O 3695 

E5 B/O 4620 

F5 B/0 5540 

G5 B/O 6465 

H5 B/O 7390 

J5 B/O 9240 


Ss 


S 


S 


S 


Acronym: CIMS III 


Environment: 


Acronym: CIMS III 


Environment: 


Acronym: CIMS III 


Environment: 


Acronym: OMNILAW 


Environment: 


Acronym: OMNILAW 


5-156 


Available: 


AS/400 


Available: 


AS/400 


Available: 


AS/400 


Available: 


AS/400 


Available: 


10/28/88 


10/28/88 


10/28/88 


9/09/88 


9/09/88 


Variable 


Variable 


Variable 


Variable 


Variable 


Charges 


Charges 


Charges 


Charges 


Charges 


5706-012 


5706-013 


5706-014 


5706-015 


5706-016 


Acronym: OMNILAW : 
5 B sie 


(cont'd) 


Charges 


K5 B/O 10160 

Service Code: E Test: 0 License: Environment: AS/400 
Lawyer Financial Management Acronym: OMNILAW Available: 
D5 B/O 2975 

E5 B/O 3720 

F5 B/O 4465 

G5 B/O 5210 

HS B/O 5955 

J5 B/O 7445 

K5 B/O 8195 

Service Code: E Test: 0 License: Environment: AS/400 
Client Financial Management Acronym: OMNILAW Available: 
D5 B/O 8335 

E5 B/O 10420 

F5 B/O 12500 

G5 B/O 14590 

H5 B/O 16670 

J5 B/O 20840 

K5 B/O 22930 

Service Code: E Test: O License: Environment: AS/400 
Date Commitments Acronym: OMNILAW Available: 
DS B/O 296 

E5 B/O 3710 

F5 B/O 4440 

G5 B/O 5195 

H5 B/O 5930 

J5 B/O 7415 

K5 B/O 8160 

Service Code: E Test: 0 License: Environment: AS/400 
Conflict of Interest Acronym: OMNILAW Available: 
D5 B/O 2960 

E5 B/O 3710 

F5 B/O 4440 

G5 B/O 5195 

H5 B/O 5930 

J5 B/O 7415 

K5 B/O 8160 

Service Code: E Test: 0 License: Environment: AS/400 
Research Available 
D /0 4820 

ES B/O 6030 

F5 B/O 7235 

B=Basic, D=DSLO, S=Single, M=Multiple 


:X/Y where X= License Type 
Y= Charge Type 


O=One Time, M=Monthly, I=initial, 


5-157 


9/09/88 


9/09/88 


9/09/88 


9/09/88 


9/09/88 


=Annual, P=Primary 


Variable 


Variable 


Variable 


Variable 


Variable 


Charges 


Charges 


Charges 


Charges 


Charges 


5706-916 


(cont G5 B/O 8445 
H5 B/O 9650 
J5 B/O 12060 
K5 B/O 13270 
Service Code: E Test: O License: S Environment: AS/400 
5706-017 Library Management Acronym: OMNILAW Available: 9/09/88 Variable Charges 
D5 B/O 4820 
E5 B/O 6030 : 
F5 B/O 7235 
G5 B/O 8445 
H5 B/O 9650 
J5 B/O 12060 
K5 B/O 13270 
Service Code: E Test: O License: S$ Environment: AS/400 
5706-018 Baya sous Chy SUDROT ta, Acronym: OMNILAW Available: 9/09/88 Variable Charges 
E5 B/O 6030 
F5 B/O 7235 
G5 B/O 8445 
H5 B/O 9650 
J5 B/O 12060 
K5 B/O 13270 
Service Code: E Test: 0 License: § Environment: AS/400 
5706-019 nee Se eer Acronym: OMNILAW Available: 9/09/88 Variable Charges 
E5 B/O 3365 
F5 B/O 4040 
G5 B/O 4705 
H5 B/O 5375 
J5 B/O 6725 
K5 B/O 7400 
Service Code: E Test: 0 License: S Environment: AS/400 
5706-020 neee and a Hanarement Acronym: OMNILAW Available: 9/09/88 Variable Charges 
/ 
E5 B/O 2235 
F5 B/O 2675 
G5 B/O 3135 
H5 B/O 3580 
JS B/O 4470 
K5 B/O 4920 
Service Code: E Test: 0 License: §S Environment: AS/400 


5-158 


5706-021 Citent een ake Acronym: OMNILAW Available: 9/09/88 Variable Charges 
E5 B/O 432 
F5 B/O 519 
G5 B/O 606 
H5 B/O 693 
J5 B/O 865 
K5 B/O 951 
Service Code: E Test: 0 License: § Environment: AS/400 
5706-022 Pecounte Me so Acronym: OMNILAW Available: 9/09/88 Variable Charges 
E5 B/O 940 
F5 B/O 1115 
G5 B/O 1310 
B/O 1500 
J5 B/O 1875 
B/O 2060 
Service Code: E Test: 0 License: S Environment: AS/400 
5706-025 AIX/RT ay Ron tase Environment Acronym: COBOL Available: °9/30/88 
Service Code: H Service End Date: 8/31/90 Test: 2 License: § Pubs: SC23-2108 Environment: AIX/RT 
5706-026 AIX/RT VS COBOL Compiler Acronym: COBOL Available: 9/30/88 
B/O 231 
Service Code: H Service End Date: 8/31/90 Test: 2 License: § Pubs: SC23-2108 Environment: AIX/RT 
5706-028 Network Seu Abo MVS Support Acronym: Available: 3/31/90 
Service Code: E Test: 2 License: § Environment: MVS/370,MVS/XA, 
5706-035 AIX PS/2 Bios eao Time Environment Acronym: COBOL Available: 6/30/89 
Service Code: H Service End Date: 12/31/90 Test: 2 License: S Environment: PS/2 
5706-036 AIX PS/2 VS COBOL Compiler Acronym: COBOL Available: 6/30/89 
B/O 2200 
Service Code: H Service End Date: 12/31/90 Test: 2 License: 5 Environment: PS/2 
5706-045 +SYS/36 CIMS III Financial Management Sys Acronym: CIMS Available: 1/27/89 
B/O 11490 D/O 10340 
Service Code: A Test: 1 License: § Environment: SYS/36 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Y= Charge Type O=One Time, M=Monthly, I=initial, A=Annual, P=Primary 
5-159 


5706-046 +SYS/36 CIMS III Employee Management Sys Acronym: CIMS Available: 1/27/89 
B/O 9505 ss D/8 855% as batt 


Service Code: A Test: 1 License: §S Environment: SYS/36 
5706-047 +SYS/36 CIMS III Warehouse pay entory aye Acronym: CIMS Available: 1/27/89 
B/O 3800 D/O 42 
Service Code: A Test: 1 License: § Environment: SYS/36 
5706-048 +SYS/36 CIMS III Fixed Asset Inventory Acronym: CIMS Available: 1/27/89 
B/O 2850 D/O 2565 
Service Code: A Test: 1 License: S Environment: SYS/36 
5706-049 +SYS/36 CIMS III Student Management Sys Acronym: CIMS Available: 1/27/89 
B/O 2657 Dy0 2405 
Service. Code: A Test: 1 License: § Environment: SYS/36 
§706-050 +SYS/36 CIMS Ill Student Grecins System Acronym: CIMS Available: 1/27/89 
B/O 2275 D/O 2050 
Service Code: A Test: 1 License: S Environment: SYS/36 
5706-051 +SYS/36 CIMS III Student Scheduling oye Acronym: CIMS Available: 1/27/89 
B/O 4255 D/O 3830 
Service Coce: A Test: 1 License: S Environment: SYS/36 
§706-052 +SYS/36 CIMS III Student Attendance ays Acronym: CIMS Available: 1/27/89 
B/O 2995 D/O 2830 
Service Code: A Test: 1 License: S — _ Environment: SYS/36 
5706-053 Ada Cross Compiler VM to MV Acronym: — Available: ae ea ce Variable Charges 
sot Cross Compiler VM to v8 V2R1.2 Acronym: Available: 2/02/90 
B/O 18560 B/M 619 
i3 0 18260 B/M 619 
18 B/O 28140 B/M 939 
20 B/O 33070 B/M 1100 
30 B/O 81960 B/M 1705 
40 B/O 128350 B/M 2670 
50  B/O 173300 B/M 3205 
60 B/O 207650 B/M 3845 
Service Code: M Test: 2 License: S Pubs: GC09-1309 Environment: VM/CMS ,MVS 
5706-055 MICRO NO eee Acronym: CADAM Available: 12/16/88 


5-160 


Service Code: X Service End Date: 


12/16/89 Test: 2 License: S 


5706-056 MICRO sans yaaa Ts Interface Acronym: CADAM Available: 12/16/88 
Service Code: X Service End Date: 12/16/89 Test: 2 License: § Pubs: 
5706-057 MICRO MRO ae Design Acronym: CADAM Available: 12/16/88 
Service Code: X Service End Date: 12/16/89 Test: 2 License: S Pubs: SH50-0191 
5706-058 Bhectetcas pepe nae Te Library - Inches Acronym: CADAM Available: 12/16/88 
Roser E Rees attra Library - Mm Acronym: CADAM Available: 12/16/88 
Service Code: X Service End Date: 12/16/89 Test: 2 License: § Pubs: SH50-0190 
5706-059 Geometry pprery Foe oremncen Acronym: CADAM Available: 12/16/88 
Service Code: X Service End Date: 12/16/89 Test: 2 License: § Pubs: SH50-0194 
5706-060 Geometry rary eee - Inches Acronym: CADAM Available: 12/16/88 
Geometry to sa uecuantcel - Mm Acronym: CADAM Available: 12/16/88 
Service Code: X Service End Date: 12/16/89 Test: 2 License: § Pubs: SH50-0192 
5706-061 Geometry ore Hee Inches Acronym: CADAM Available: 12/16/88 
Geometry hie See Mm Acronym: CADAM Available: 12/16/88 
Service Code: X Service End Date: 12/16/89 Test: 2 License: § Pubs: SH50-0195 
5706-064 CAEDS Base for IBM RT Version 3 Acronym: CAEDS Available: 8/26/88 
B/O 3465 
Service Code: C Test: 2 License: § Environment: RT 
5706-065 CAEDS Object Modeler for IBM RT V3 Acronym: CAEDS Available: 8/26/88 
B/O 8545 
Service Code: C Test: 2 License: §S Environment: RT 
5706-066 CAEDS System Modeler for IBM RT V3 Acronym: CAEDS Available: 8/26/88 
B/O 12240 
(cont'd) 
Charges:X/Y where us License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Charge Type 


O=One Time, M=Monthly, I=initial, 


=Annual, P=Primary 
5-161 


Pubs: SH23-0138 Environment: 
SH23-0139 Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 





PS/2,PC 
PS/2,PC 


PS/2,PC 


PS/2,PC 


PS/2,PC 


PS/2,PC 


PS/2,PC 


AT 


AT 


AT 


AT 


AT 


AT 


AT 


5706-067 
(cont d) 


Service Code: C Test: 2 License: 


Ss 


Environment: 


5706-067 CAEDS as ye Finite Element Modeler V3 Acronym: CAEDS 
fl 


5706-068 CAEDS Integrated Finite Element Solver 
. .. BID 7920 


5706-069 
270erG79 
5706-071 
5706-072 
5706-073 


5706-074 


5706-078 


5706-079 


Service Code: C Test: 2 License: 


Test: 2 License: 
CAEDS Dimensioning for IBM RT V3 
B/O 5840 


Service Code: C 


Service Code: C Test: 2 License: 


CAEDS Test Data Analysis V3 for IBM RT 
B/Q 23100 


Service Code: C Test: 2 License: 


CAEDS Material Data System V3 
B/0 5775 


Service Code: E Test: 2 License: 


CAEDS Mold pas Analysis V3 
B/O 23100 


Service Code: E Test: 2 License: 


CAEDS Mold Gooling Analysis V3 
B/O 23100 | 


Service Code: E Test: 2 License: 
CAEDS oe Numerical Control V3 
/0 1 


1310 

3D Feature 
B/O 7620 
Service Code: E Test: 2 License: 


$/38 Application Control System 
/ FP B/0 6000 ?: 


Service Code: C Test: 2 License: 


8/38 Financial penasoment System 
B/Q 3120 


Ss 


Ss 


Ss 


S 


Ss 


Ss 


Ss 


Ss 


Environment: 


Acronym: CAEDS 


Environment: 


Acronym: CAEDS 


Environment: 


Acronym: 


Environment: 


Acronym: CAEDS 


Environment: 


Acronym: CAEDS 


Environment: 


Acronym: CAEDS 


Environment: 


Acronym: CAEDS 
Acronym: 


Environment: 


Acronym: CIMS 


RT 
Available: 


RT 


Available: 


RT 
Available: 


RT 
Available: 


IBM RT 
Available: 


IBM RT 
Available: 


IBM RT 
Available: 


IBM RT 
Available: 
Available: 


RT 


Available: 


8/26/88 


8/26/88 


8/26/88 


8/26/88 


12/30/88 


12/30/88 


12/30/88 


6/30/89 
6/30/89 


8/09/88 


Pubs: GB35-0539 Environment: SYS/38 


Acronym: CIMS 


5-162 


Available: 


8/09/88 


5706-080 


5706-081 


5706-082 


5706-083 


5706-084 


5706-085 


5706-086 


5706-091 


5706-092 


(cont'd) 


Charges 


Service Code: M Test: 2 License: U Term: B 


Plastics Mold Filling Analysis ay) te CAEDS 
01 8/0 23100 S/M 0 M/ 0 
02 $/0 15410 S/M 1290 M/O 26950 
03 S/O 30990 S/M 1040 M/O 21700 


License Type 


B=Basic, D=DSLO, S=Single 
Charge Type 


O=One Time, M=Monthly, T={nitial, 
5-163 


:X/Y where ia 


M=Multi 


SYS/38 


Service Code: C Test: 2 License: § Pubs: GB35-0539 Environment: 

$/38 Employee Management System Acronym: CIMS Available: 8/09/88 
B/O 34000 J 

Service Code: C Test: 2 License: § Pubs: GB35-0539 Environment: SYS/38 

$/38 Warehouse Inventory System Acronym: CIMS Available: 8/09/88 
B/O 7200 

Service Code: C Test: 2 License: S$ Environment: SYS/38 

5/38 Fixed Asset Inventory System Acronym: CIMS Available: 8/09/88 
B/O 7200 

Service Code: C Test: 2 License: § Environment: SYS/38 

8/38 Student Administration System Acronym: CIMS Available: 8/09/88 
B/O 36000 

Service Code: C Test: 2 License: § Environment: SYS/38 

NetView Network Call Accounting Acronym: NetView Available: 3/31/89 
B/O 90000 B/M 1875 D/ 67500 D/M 1405 

Service Code: M Test: 2 License: § Environment: MVS,370,XA,ESA 

NetView Voice Network Design V1.0 Acronym: NetView Available: 3/31/89 
B/O 35000 

Service Code: H Service End Date: 12/31/92 Test: 0 License: § Pubs: GC31-6028 Environment: PS/2,XT,AT 

NetView Voice Facilities Management Acronym: NetView Available: 4/30/90 
B/O 190000 i 3960 D/ 142500 D/M 2970 

Service Code: M Test: 2 License: § Environment: MVS/XA,MVS/ESA 

CAEDS Material Data System neron ya: CAEDS Available: 5/31/89 Incremental Tier Charges 

01 $/0 5780 S/M 0 M/ 0 M/M 0 

02 §/0 3840 S/M 352 M/O 6740 M/M 230 

03 §/0 7740 5S/M 260 M/O 5410 M/M 180 

04 $/0 4570 S/M 150 M/O 3200 M/M 100 

05 §/0 1130 S/M 370 M/O 7720 M/M 260 

06 $/0 8670 S/M 290 M/O 6070 M/M 200 


Environment: MVS/XA 


yet naples 5/31/89 Incremental Tier Charges 
M/M 900 
M/M 730 

le 


=Annual, P=Primary 


5706-092 
(cont d) 


5706-093 


5706-110 


04 S/d 18290 S/M 610 
05 §/G@ 44130 S/M 1480 
06 S/G 34730 S/M 1150 


Service Code: M 


Plastics Mold Cooling Analysis 
01 Ss 100 S/M 


/C@ 23 0 
02 S/C 15410 S/M 1290 
03 S/C 30990 S/M 1040 
04 S/0 18290 S/M 610 
05 S/O0 44130 S/M 1480 
06 _ $/0 34730 S/M 1150 


Service Code: M 


OfficeVision/2 LAN Series Rl 
OfficeVision/2 LAN Series R2 


+0S/2 Sty eater 

+08 /2 eae WT gs nS uester Feature 

+08/2 Office DOS to OS/2 Office Convert 
B/O 540 


Canadian BO Secondaey Language OS/2 
Danish es visa Panguage 0S/2 
Dutch Secondary pan euage 0S/2 
English * secondary Language OS/2 
Finnish Secondary Language 0S/2 
French alt nase vansiase 0S/2 
German Secondary Language O0S/2 

B/O J 150° . 
Icelandic pasar | Language 0S/2 
Itali se d ae OS/2 

alian Secondary Language 

B/O 150 tac 
NOEM CE SER. Cecondery wnaueee OS/2 
Portuguese Secondary Language OS/2 

s B/O 150 

Spanish pecencery cates cee 0S/2 
Swedish Secondary Language 0S/2 

B/O 150 ha 


M/O 
M/O 
M/0O 


Test: 2 License: U Term: B 


M/O 
M/O 


Test: 2 License: U Term: B 


Acronym: 
Acronym: 


Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 


12800 M/M 430 
30900 M/M 1040 
24300 M/M 800 

Environment: MVS/XA 

: CAEDS Available: 
0 M/M 0 
26950 M/M 900 
21700 M/M 730 
12800 M/M 430 
30900 M/M 1040 
2430 M/M 800 


Environment: MVS/XA 


5-164 


Available: 
Available: 


Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 


5/31/89 


9/29/89 
3/31/90 


12/19/89 
12/19/89 
12/19/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 


Incremental Tier Charges 


Service Code: E Test: 2 License: S$ Environment: MVS,VM,0S/400,0S/2 


5706-113 Data Interpretation Sys Host Client Rl Acronym: Available: 9/29/89 Variable Charges 
+Data Interpretation Sys Host Client R1.1 Acronym: Available: 12/31/89 

10 M 474 B/A 175 B/ 6670 

15 B/M 630 /A 1565 B/P 8870 

18 B/M 675 B/A 2095 B/P 11870 

20 B/M 883 B/A 2740 B/P 15535 

30 B/M 1080 B/A 3920 B/P 22200 

40 B/M 1265 B/A 5880 B/P 33335 

50 B/M 1420 B/A 7060 B/P 40000 

60 B/M 1705 B/A 8470 B/P 48000 

PROFS/VM MAIL Acronym: Available: 9/30/89 Variable Charges 

10 B/M 24 B/A 59 B/ 333 

15 B/M 31 B/A 78 B/P 443 

18 B/M 34 B/A 105 B/P 593 

20 B/M 44 B/A 137 B/P 777 

30 B/M 54 B/A 196 B/P 1110 

40 B/M 63 B/A 294 B/P 1667 

50 B/M 71 B/A 353 B/P 2000 

60 B/M 85 B/A 424 B/P 2400 

Service Code: E Test: 2 License: § Environment: MVS,VM,DB2 
5706-115 COPICS Online Routing II Acronym: OLR II Available: 6/30/89 

B/O 23000 B/M 767 

Service Code: M ‘Test: 2 License: § Pubs: GH31-0064 Environment: VSE/SP,MVS/SP 
5706-116 DFSMS/VM Acronym: DFSMS/VM Available: 12/31/89 Variable Charges 

10 4970 B/M 166 D/ 3730 D/M 125 

15 B/O 5520 B/M 184 D/O 4140 D/M 138 

18 6135 B/M 204 D/O 4600 D/M 153 

20 B/ 6815 / 227 D/O 5110 D/M 170 

25 B/O 7575 B/M 252 D/O 5680 D/M 189 

28 B/O 8415 280 D/O 6310 D/M 210 

30 B/O 14960 B/M 312 D/O 11220 D/M 234 

32 B/O 16620 B/M 346 D/O 12465 D/M 260 

35 B/O 18470 B/M 385 D/O 13850 D/M 289 

38 B/Q 20520 B/M 428 D/O 15390 D/M 321 

40 B/O 22800 B/M 475 D/O 17100 D/M 356 

50 B/OQ 30780 B/M 570 D/O 23085 D/M 428 

60 B/O 36990 B/M 685 D/O 27743 D/M 514 

Service Code: M Test: 2 License: § Pubs: GC26-4123 Environment: VM/XA SP,VM/SP HPO 
5706-119 Graduate Placement Acronym: Available: 11/29/88 

B/O 2475 D/O 2025 
Service Code: E Test: 1 License: S Environment: System/36 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, A=Annual, P=Primary 


5-165 


5706-120 
5706-121 
5706-122 
5706-123 


5706-124 


5706-125 


5706-126 


Student Recruitment 
B/O 


Service Code: E 


6400 


D/O 5760 


Test: 1 License: 


Loan and Grant Tracking 
B/O 1640 


Service Code: E 


Registration, Attendance and Gradin 
B/C 7425 D/O 


Service Code: E 


Projected and A 
B/O 


Service Code: E 


Graduate Placem 
DS B/O 
ES B/O 
F5 B/O 
G5 B/O 
H5 B/O 
J5 B/O 
K5 B/O 


Service Code: E 


160 


Test: 


Test: 


D/O —- 1480 


1 License: 


6680 


1 License: 


ctual Payment Sane 
0 D/O 1440 


ent 
33 


Test: 


Test: 


Student Recruitment 
D5 6) 8535 


B/ 
E5 B/O 
F5 B/O 
G5 B/O 
H5 B/O 
J5 B/O 
K5 B/O 


Service Code: E 


10670 
10670 


16040 


18680 
21340 
23470 


Test: 


Loan and Grant Tracking 
D5 0 21 


B/ 90 
E5 B/O 2740 
F5 B/O 2740 
G5 B/O 4125 
H5 B/O 4805 
J5 B/O 5485 
K5 B/O 6030 


1 License: 

D/O 2970 
D/O 3710 
D/O 3710 
D/O §580 
D/O 6500 
D/O 7425 
D/O 8165 
1 License: 

D/O 7680 
D/O 9600 
D/O 9600 
D/O 14440 
D/O 16820 
D/O 19200 
D/O 19206 
1 License: 

D/O 1975 
D/O 2470 
D/O 2470 
D/O 3710 
D/O 4325 
D/O 4940 
D/O 5430 


S 


Ss 


Ss 


Ss 


Ss 


S 


Acronym: 


- Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: VTSS 


Environment: 


Acronym: VTSS 


Environment: 


Acronym: VTSS 


5-166 


Available: 


System/36 


Available: 


System/36 


Available: 


System/36 


Available: 


System/36 


Available: 


AS/400 


Available: 


AS/400 


Available: 


11/29/88 


11/29/88 


11/29/88 


11/29/88 


2/24/89 


2/24/89 


2/24/89 


Variable Charges 


Variable Charges 


Variable Charges 


5706-127 


Attendance and prading 
D 0 9900 D/O 910 


5706-128 


5706-148 +CallPath ike 


5706-151 


5706-152 General Ledger 
B/O 


5706-155 General 7 
DS B/ 


Service Code: E Test: 1. License: § 
Registration 
5 B/ 

E5 B/ 12370 D/O 11130 
F5 B/O 12370 D/O 11130 
G5 B/O 18610 D/O 16750 
H5 B/O 21680 D/O 19510 
J5 B/O 24750 D/O 22270 
K5 B/O 27220 D/O 24500 
Service Code: E Test: 1 License: § 


Projected and Actual Payment racking 
D5 0 2130 D/O 1920 


B/ 1 
E5 B/O 2665 D/O 2400 
F5 B/O 2665 D/O 2400 
G5 B/O 4005 D/O 3605 
HS B/O 4675 D/O 4205 
J5 B/O 5335 D/O 4800 
K5 B/O 5865 D/O 5280 
Service Code: E Test: 1 License: § 
t 
/O 81000 B/M 2250 
Service Code: E Test: 2 License: § 
Student Financial Tracking 
B/O 7220 D/O 6495 
Service Code: E Test: 1 License: § 
3110 D/O 2800 
Service Code: E Test: 1 License: S 
5706-153 Student Accounts i aaa 
B/O 160 D/O 1440 
Service Code: E Test: 1 License: S$ 
5706-154 Vendor Accounts Payable 
B/O 1560 D/O 1405 
Service Code: E Test: 1 License: S 
4150 D/O 3735 
E5 B/O 5190 D/O 4670 


(cont'd) 


Charges :X/Y where a 


License Type 
Charge Type 


B=Basic, D=DSLO, S=Single 


Environment: 


Acronym: VTSS 


Environment: 


Acronym: VTSS 


Environment: 


per nym: CallPath 
D/ 60750 


Environment: 


Acronym: 


Pubs: SC40-1031 Environment: 


Acronym: 


Pubs: S§C40-1030 Environment: 


Acronym: 


AS/400 
Available: 


AS/400 
Available: 


AS/400 
Available: 
D/M 


1690 


CICS/MVS 


Available: 


Available: 


Available: 


2/24/89 


2/24/89 


3/15/90 


5705/89 


System/36 
5/05/89 


System/36 
5/05/89 


Pubs: SC40-1028 Environment: System/36 


Acronym: 


Available: 


5705/89 


Pubs: SC40-1029 Environment: System/36 


Acronym: 


O=One Time, M=Monthly, I={nitial, 


5-167 


Available: 


M=Multiple 


5/05/89 


=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


5706-155 


(cont d) F5 B/O 4720 
G5 B/O 7800 
HS B/O 9090 
JD B/O 10380 
K5 B/O 11410 


Service Code: E 


5706-156 Student Financial Tracking 
DS B/O 9625 
E5 B/O 12030 
F5 B/O 12030 
G5 B/O 18090 
H5 B/O 21070 
J5 B/O 24060 
K5 B/O 26460 
Service Code: E Test: 


5706-157 Student Accounts Pa able 
DS 0 2130 


B/ 
E5 B/O 2665 
F5 B/O 2665 
G5 B/O 4005 
HS B/O 4675 
J5 B/O 5335 
K5 B/O 5865 
Service Code: E Test: 


5706-158 Vendor Accounts Peveus 

D5 B/O 2075 

E5 B/O 2600 

F5 B/O 2600 

G5 B/O 3910 

H5 B/O 4550 

J5 B/O 5195 

K5 B/O 5720 

Service Code: E Test: 
5706-159 Graduate Placement 

DS B/O 249 

E5 B/O 3465 

F5 B/O 3465 

G5 B/O 5205 

H5 B/O 6070 

J5 B/O 6930 

K5 B/O 7620 


Service Code: E 


1 


1 


10270 


Test: 1 License: S 


S 


S 


D/O 8660 
D/O 10830 
D/O 10830 
D/O 16280 
D/O 18960 
D/O 21650 
D/O 21654 
1 License: 
D/O 1920 
D/O 2400 
D/O 2400 
D/O 3605 
D/O 4205 
D/O 4800 
D/O 52802 
License: 
D/O 1870 
D/O 2340 
D/O 2340 
D/O 3520 
D/O 4095 
D/O 4675 
D/O 5145 
License: S 
D/O 2490 
D/O 3115 
D/O 3115 
D/O 4685 
D/O 5460 
D/O 6235 
D/O 6860 


Test: 1 License: § 


Pubs: S§C40-1030 Environment: AS/400 


Acronym: 


Available: 


5/05/89 


Pubs: SC40-1031 Environment: AS/400 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


$C40-1028 Environment: 


$C40-1029 Environment: 


CSAS 


Available: 


Available: 


Available: 


Environment: AS/400 


5-168 


5/05/89 


AS/400 
5/05/89 


AS/400 
2/24/89 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5706-160 


5706-161 


5706-162 


5706-163 


(cont'd) 


Charges:X/Y where Ss 


License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type O=One Time, M=Monthly, t=tnitial, 


5-169 


=Annual, P=Primary 


Student Recruitment Acronym: CSAS Available: 2/24/89 Variable Charges 
DS B/O 7390 D/O 6650 
ES B/O 9240 D/O 8315 
F5 B/O 9240 D/O 8315 
G5 B/O 13890 D/O 12500 
H5 B/O 16190 D/O 14570 
J5 B/O 18480 D/O 16630 
K5 B/O 20320 D/O 18290 
Service Code: E Test: 1 License: S Environment: AS/400 
Registration Attendance and Cane Acronym: CSAS Available: 2/24/89 Variable Charges 
D5 B/O 8315 D/O 480 
E5 B/O 10390 D/O 9355 
F5 B/O 10390 D/O 9355 
G5 B/O 15630 D/O 14060 
H5 B/O 18210 D/O 16390 
J5 B/O 20790 D/O 18710 
K5 B/O 22860 D/O 20580 
Service Code: E Test: 1 License: S Environment: AS/400 
Loan and Grant Tracking Acronym: CSAS Available: 2/24/89 Variabie Charges 
DS B/O 1845 D/O 1660 
E5 B/O 2310 D/O 2075 
F5 B/O 2310 D/O 2075 
G5 B/O 3475 D/O 3125 
H5 B/O 4045 D/O 3640 
J5 B/O 4620 D/O 4155 
K5 B/O 5080 D/O 4570 
Service Code: E Test: 1 License: § Environment: AS/400 
Projected and Actual Payment Tracks Acronym: CSAS Available: 2/24/89 Variable Charges 
DS B/O 1845 D/O 1660 
E5 B/O 2310 D/O 2075 
F5 B/O 2310 D/O 2075 
G5 B/O 3475 D/O 32:25 
H5 B/O 4045 D/O 3640 
J5 B/O 4630 D/O 4155 
K5 B/O 5080 D/O 4158 
Service Code: E Test: 1 License: § Environment: AS/400 
5706-164 Student Financial Tracking Acronym: CSAS Available: 2/24/89 Variable Charges 
D5 B/O 8315 0 7480 
ES B/O 10390 D/O 9355 
F5 B/O 10390 D/O 9355 
G5 B/O 15630 D/O 14060 
5 B/O 18210 D/ 16390 


5706-164 
(cont d) 


5706-165 


J5 B/O 20790 
K5 B/O 22860 


Service Code: E 


General Ledger 
D5 B/O 


3695 
E5 B/O 4620 
F5 B/O 4620 
G5 B/O 6945 
H5 B/O 8095 
J5 B/ 9240 
K5 B/O 10160 
Service Code: E 


Test: 1 License: §S 


Test: 


5706-166 Student Accounts Payable 
DS 0 184% 


B/ 
E5 B/O 2310 
F5 B/O 2310 
G5 B/O 3475 
HS B/O 4045 
J5 B/O 4620 
K5 B/O 5080 


Service Code: E 


Test: 1 License: S 


5706-167 Vendor Accounts Payable 
D5 Oo 1845 


5706-172 


B/ 
E5 B/O 2310 
F5 B/O 2310 
G5 B/O 3475 
HS B/O 4045 
J5 B/O 4620 
K5 B/O 5080 
Service Code: E Test: 


Data Interpretation Sys LAN Services Rl 


D/O 
D/O 


1 License: § 


1 License: S 


18710 
20580 


Data Interpretation Sys LAN Serv Rl.1 


Services Base 
B/M 1280 

Services Extended 
B/M 1565 

711 
71 


123 


Database alee 
Mail perenay 


POR ea 


B/A 
B/A 
B/A 
B/A 
B/A 


3175 
3880 
1765 
176 
305 


Environment: AS/400 


Acronym: CSAS 


Available: 


Environment: AS/400 


Acronym: CSAS 


Available: 


Environment: AS/400 


Acronym: CSAS 


Available: 


Environment: AS/400 


Acronym: 
Acronym: 


Acronym: 
r B/E 18000 

cronym: 
x B/E 22000 

cronym: 
B/E 10000 

ner a: 
B/ 1000 

crouse: 
B/ 1730 


5-170 


Available: 
Available: 


Available: 
Available: 
Available: 
Available: 
Available: 


2/24/89 


2/24/89 


2/24/89 


9/29/89 
13/51/89 


12/31/89 
12/31/89 
12/31/89 
12/31/89 
12/31/89 


Variable Charges 


Variable Charges 


Variable Charges 


5706-174 


C Transformer Development 
B/M 355 
Communications Services 
B/M 213 
Secondary File Services 
B/M 213 
Print Services 
B 213 
Complete Workstation 
B/M 302 
Analysis 
Appl ion D Z = 
plication Development 
r B/M 3 


Data Access 
B 73 


62 
69 
Test: 


Professional CADAM V2R3 
B/O 11000 


acne) 

| B/ 

Desktop Management 
B/M 


Service Code: E 


Service Code: E 


perenye: 
B/A 882 B/ 
so Aaa 
B/A 529 B/ 
peron ye; 
B/A 529 B/ 
a a 
B/A 529 B/ 
pee onye: 
B/A 750 B/ 
eg yt ha 
B/A 88 B/ 
Acron 
B/A 181 B/ 
pcrouym: 
B/A 181 B/ 
yee a 
B/A 154 B/ 
Acron 
B/A 172 B/ 


2 License: § 


5000 
3000 
3000 
3000 
4250 

500 
1025 
1025 

875 


975 


Environment: PS/2 


Acronym: CADAM 


Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 


12/31/89 
12/31/89 
12/31/89 
12/31/89 
12/31/89 
12/31/89 
12/31/89 
12/31/89 
12/31/89 
12/31/89 


Available: 7/07/89 


5706-193 


4680 Pharmacy System 
B/O 9570 


Service Code: C 


5706-196 Transaction Processing Facility Database Acronym: TPF 
20 B 2545 


/0 
25 B/O 2675 
28 B/O 2810 
30 B/O 2950 
32 B/O 3095 
35 B/O 3250 
38 B/O 3415 
40 B/O 3585 
50 B/O 4300 
60 B/O 5160 


Service Code: M 


15 B/O 31350 
18 B/O 36900 
20 B/O 43350 


(cont'd) 


Charges:X/Y where X= License Type 
Y= Charge Type 


Test: 


1 License: 


B/M 
B/M 
B/M 
B/M 


B=Basic, D=DSLO, S=Single 


Test: 2 License: 
5706-200 VM/Software Engineering V2 
10 B/O 26640 


888 
1045 
1230 
1445 


Test: 0 License: § 


S 


Ss 


Environment: AIX/RT 


Acronym: Available: 


Environment: PS/2,PC AT 
Available: 


Pubs: GH19-6652 Environment: System/370 


peron ys VM/SE Available: 

D/ 19980 D/M 666 
D/O 23510 D/M 783 
D/O 27670 D/M 922 
D/O 32510 D/M 1083 


M=Multi 


6/02/89 


4/27/90 


3/31/90 


le 
O=One Time, M=Monthly, I=tnitial, h=Annual, P=Primary 


5-171 


Variable Charges 


Variable Charges 


5706-200 


(cont d) 25 B/O 51000 B/M 1700 D/O 38250 D/M 1275 
28 B/O 60000 _ B/M 2000 D/O 45000 D/M 1500 
30 B/O 63000 B/M 2100 D/O 47250 D/M 1575 
32 B/O 66150 B/M 2205 D/O 49610 D/M 1653 
35 B/O 69450 B/M 2315 D/O 52080 D/M 1736 
38 B/O 72900 B/M 2430 D/O 54670 D/M 1822 
40 B/O 76650 B/M 2555 D/O 57450 D/M 1916 
50 B/O 80400 B/M 2680 D/O 60300 D/M 2010 
60 at 84450 B/M 2815 D/O 63337 D/M 2111 
VM/SE Pus Os Sup ert Acronym: VM/SE Available: 3/31/90 
VM/SE aly SUpboee Acronym: VM/SE Available: 3/31/90 
VM/SE PWS AIX Suppone Acronym: VM/SE Available: 3/31/90 
B/O 00 
Service Code: M Test: 2 License: § Environment: Sys/370 VM/SP 
5706-214 TEE et a os0n Series RT PC Acronym: Interleaf Available: 8/29/89 
Service Code: Z Test: 2 License: § Environment: RT PC 
5706-236 PROLOG for 370 V1 Acronym: PROLOG Available: 12/01/89 Variable Charges 
PROLOG for 370 Runtime Environment at Aue PROLOG Available: 12/31/89 Variable Charges 
10 B/O 6455 B/M 269 D/ 4841 D/M 201 
15 B/O 6815 B/M 284 D/O §111 D/M 213 
18 B/O 7175 B/M 299 D/O 5381 D/M 224 
20 B/O 7535 B/M 314 D/O 5651 D/M 235 
25 B/O 7945 B/M 331 D/O 5958 D/M 248 
28 B/O 8350 B/M 348 D/O 6262 D/M 261 
30 B/O 8810 B/M 367 D/O 6607 D/M 275 
32 B/O 9265 B/M 386 D/O 6948 D/M 289 
35 B/O 9745 B/M 406 D/O 7308 D/M 304 
38 B/O 10270 B/M 428 D/O 7702 D/M 321 
40 B/O 16200 B/M 450 D/O 12150 D/M 337 
50 B/O 18650 | B/M 518 D/O 13987 D/M 388 
21460 B/M 596 D/O 16095 D/M 447 
PROLOG for 370 Development Feature Acronym: PROLOG Available: 12/31/89 Variable Charges 
16970 04 D/ 12727 D/M 303 
15 B/O 17850 B/M 425 D/O 13387 D/M 318 
18 B/O 18820 B/M 448 D/O 14115 D/M 336 
20 B/O 19780 B/M 471 D/O 14835 D/M 353 
25 B/O 20830 B/M 496 D/O 15622 D/M 372 
28 B/O 21920 B/M $22 D/O 16440 D/M 391 
30 B/O 23100 B/M 550 D/O 17325 D/M 412 
32 B/O 24320 B/M 579 D/O 18240 D/M 434 
35 B/O 25580 B/M 609 D/O 19185 D/M 456 
38 B/O 26920 B/M 641 D/O 20190 D/M 480 
40 B/O 28350 B/M 675 D/O 21262 D/M 506 
50 B/O 32590 B/M 776 D/O 24442 D/M 582 


5-172 


60 B/O 


Service Code: M 


37460 B/M 892 
Test: 2 License: § 


5706-239 +Interleaf Pub Series Spanish Dictionary 
B/O 500 


Service Code: Z Test: 2 License: § 


5706-240 +Interleaf Pub Series German Dictionary 
B/O 500 


Test: 2 License: § 
5706-241 +Interleaf Pub Series French Dictionary 
B/O 500 


Service Code: Z 


Test: 2 License: § 


5706-243 +Interleaf Pub Series RT PC Data Export 
B/O 500 


Service Code: Z 


Service Code: Z Test: 2 License: § 


5706-257 une espe 


Service Code: H Service End Date: 
5706-258 


SGML TextWrite 08/2 Edition : 
B/O 1650 


H Service End Date: 
SGML TextWrite Tools OS/2 Edition 
B/O 5445 


Service Code: 
5706-259 


Service Code: H Service End Date: 


5706-274 


Service Code: E Test: 2 License: § 


Acronym: MAPICS/DB 
5 B/A 


12/31/93 Test: 
8/31/92 Test: 


8/31/92 Test: 


7527 Terminal Services Vl : 
B/O 764 


D/O 28095 D/M 669 
Pubs: GH21-1000 Environment: 
Acronym: Interleaf Available: 


Environment: RT PC 


Acronym: Interleaf Available: 


Environment: RT PC 


Acronym: Interleaf Available: 


Environment: RT PC 


Acronym: Interleaf Available: 


Environment: RT PC 


Acronym: Available: 
0 License: § Pubs 
Acronym: SGML Available: 
0 License: S$ Pubs 
Acronym: SGML Available: 
0 License: S Pubs 
Acronym: Available: 


Environment: 7527 DCT 


5706-287 MAPICS/DB MPA Available: 
D / 489 B/P 3555 
E5 B/A 583 B/P 4235 
F5 B/A 660 B/P 4840 
G5 B/A 775 B/P 5620 
H5 B/A 896 B/P 6515 
J5 B/A 1115 B/P 8110 
‘ K5 B/A 1225 B/P 8895 
(cont d) 
Charges:X/Y where a License Type B=Basic, D=DSLO, S=Single, M=Multiple 


= Charge Type 


O=One Time, M=Monthly, I=initial, 


5-173 


VM/SP,VM/XA SYS/370 
8/29/89 


8/29/89 


8/29/89 


8/29/89 


11/22/89 


: G221-2840 Environment: 0S/2 
4/27/90 


: G221-2840 Environment: PS/2 
5/25/90 


: G221-2840 Environment: PS/2 
2/06/90 


3/30/90 Variable Charges 


=Annual, P=Primary 


5706-287 
(cont d) 


5706-291 


5708-AS1 


5709-003 


5709-004 


5709-005 


5709-006 


5709-007 


Service Code: E 
AIX Ada/6000 
E5 B/O 


7000 
FS B/O 14000 
G5 B/O 28000 
Service Code: M - Test: 


Assembly Language 
J B/O° 35115 


Test: 


2 License: S 


D/O 52 
D/O 
D/O 


2 License: § 


210 


B/M 


Service Code: X Service End Date: 


apes RDBMS. 


B/O 1595 
02 B/O 1650 
03 B/O 2255 
Service Code: Z Test: 


+INGRES /APPLICATIONS 
01 B/O 478 


02 B/O ~ 495 
03 B/O 676 


Service Code: Z 


+INGRES/NET 
No Charge 


No 54 
+INGRES/NET 9-16 Users 
No Charge 


Service Code: Z 
+INGRES/STAR 
01 B/O 


02 B/O 
03 B/O 


Service Code: Z 
+INGRES /PCLINK 

01 B/O 

02 B/O 

03 B/O 


Service Code: Z 


Test: 


License: 


License: 


License: 


License: 


License: 


Acronym: AIX 


00 


Acronym: 
64 b/d 1580 


6/03/85 Test: 1 License: § 


Acronym: INGRES 


Acronym: INGRES 


Acronym: INGRES 


Acronym: INGRES 


Acronym: INGRES 


Acronym: INGRES 


5-174 


Environment: 


Environment: 


S Environment: 


Ss Environment: 


S Environment: 


S Environment: 


S Environment: 


AS/400 


Available: 


System/6000 
Available: 
D/M 49 


Pubs: 


Available: 


AIX PS/2 
Available: 


AIX PS/2 
Available: 


Available: 


AIX PS/2 
Available: 


AIX PS/2 
Available: 


AIX PS/2 


6/30/90 


7731/83 


GC21-7801 


6/30/89 


6/30/89 


6/30/89 


6/30/89 


6/30/89 


6/30/89 


Variable Charges 


Environment: 5280 Data 


Incremental Tier 


Incremental Tier 


Incremental Tier 


Incremental Tier 


Incremental Tier 


System 
Charges 


Charges 


Charges 


Charges 


Charges 


5709-008 


5709-009 


5709-011 


5709-012 


5709-013 


5709-015 


5709-016 


5709-017 


5709-018 


5709-019 


(cont'd) 


Charges: 


Y= Charge Type 


O=One Time, M=Monthly, I=initial, 


i aa B90 Pech eees for FORTRAN Acronym: INGRES Available: 
02 B/O 247 
03 B/O 335 
Service Code: Z Test: 0 License: § Environment: AIX PS/2 
+Embedded SQL Preprocessor for Pascal Acronym: INGRES Available: 
01 B/O 242 
02 B/O 247 
03 B/O 335 
Service Code: Z Test: 0 License: §S Environment: AIX PS/2 
+Architecture & bug enec sing - Rendering Acronym: Rendering Available: 
B/O 3465 
Service Code: Z Test: 0 License: § Environment: RT PC 
+Structural Application Acronym: Structural Available: 
B/O 6235 
Service Code: Z Test: O License: § Environment: RT PC 
a at & Eng ancer ine - Energy Acronym: Energy Available: 
Service Code: Z Test: Q License: S Environment: RT PC 
+Architecture & Eng iicering - HVAC Acronym: HVAC Available: 
B/O 2885 
Service Code: Z Test: 0 License: S$ Environment: RT PC 
+Piping Application Acronym: Pipin Available: 
ping PRO 3770 ym ping 
Service Code: Z Test: 0 License: § Environment: RT PC 
+Architecture & Hap ect sns - Power Acronym: Power Available: 
B/O 9240 
Service Code: Z Test: 0 License: § Environment: RT PC 
+Architecture & ors - Lighting Acronym: Lighting Available: 
B/O 6235 
Service Code: Z Test: 0 License: S Environment: RT PC 
CAEDS Base 1 or More CSTUs Acronym: CAEDS Available: 
$/0 9045 S/M 305 M/ 6330 M/M 210 
X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


5-175 


6/30/89 


6/30/89 


12/30/88 


9/22/89 


12/30/88 


12/30/88 


8/11/89 


12/30/88 


12/30/88 


6/30/88 


=Annual, P=Primary 


Incremental Tier Charges 


Incremental Tier Charges 


5709-019 
(cont d) 


5709-020 
5709-021 


5709-022 


5709-023 
5709-024 


5709-025 


Service Code: 


CAEDS Object Modeler 1 to 17+ CSTUs 
1 $/0 8505 S/M 


E 


Test: 


1 


License: U 


/ 0 
2 S/O 5675 S/M 475 
3 $/0 11420 S/M 410 
4 S/O 6730 S/M 225 
5 S/O 16250 S/M 750 


Service Code: 


E 


Term: B 


Test: 1 License: U Term: B 


CAEDS System Modeler 1 to 17+ CSTUs 
8/0 12400 S/M 


CAEDS Graphics Finite Element 1-17+ 
01 B70 12390 S/M 


1 / 4 

2: 8/0 8270 

3 $/0 16640 

4 8/0 9820 

5 8/0 23690 
Service Code: E Test: 


1 


S/M 690 
S/M 600 
S/M 330 
S/M 1095 


License: U 


/ 0 
02 $/0 8260 S/M 690 
03 8/0 16620 S/M 595 
04 $/0 16620 S/M 595 
05 §/0 9810 S/M 325 
06 $/0 23670 S/M 1095 
Service Code: E Test: 1 License: U 


Hf 0 50 0 
2 $/0 6640 S/M 550 
3 $/0 13350 S/M 480 
4 $/0 7880 S/M 270 
5 $/0 19010 S/M 875 
Service Code: E Test: 1 License: U 
CAEDS System Dynamics Analysis 1-17+ 
¥.3 $/0 18900 S/M 0 
Das 4 §/0 12600 S/M 860 
3 $/0 16300 S/M 740 
4 $/0 12575 S/M 415 
5 $/0 30355 S/M 1365 
Service Code: E . Test: 1 License: U 


Ada Compiler VM/CMS 


+Ada Compiler VM/CMS V2R1.2 


Bh 


Acronym: 
Acronym: 


Environment: VM/SP,MVS/XA,MVS/SP 


5-176 


6/30/88 


6/30/88 


6/30/88 


6/30/88 


6/30/88 


12/31/88 
5462480 


CAEDS Available: 
M/M 0 
1420 M/M 330 
7995 M/M 290 
4710 M/M 155 
1380 M/M 525 
Environment: VM/SP,MVS/XA,MVS/SP 
CAEDS Available: 
0 M/M 0 
2070 M/M 485 
11650 M/M 415 
6870 M/M 230 
16580 M/M 770 
Environment: VM/SP,MVS/XA,MVS/SP 
: CAEDS Available: 
0 M/M 0 
2060 M/M 480 
11640 M/M 420 
11640 M/M 420 
6870 M/M 230 
16570 M/M 760 
Environment: VM/SP,MVS/XA,MVS/SP 
: CAEDS Available: 
0 M/M 0 
1660 M/M 390 
9350 M/M 330 
5510 M/M 190 
13310 M/M 610 
Environment: VM/SP,MVS/XA,MVS/SP 
: CAEDS Available: 
0 M/M 0 
3150 M/M 600 
11410 M/M 525 
8800 M/M 285 
21250 M/M 960 
Environment: VM/SP,MVS/XA,MVS/SP 
Available: 
Available: 


Incremental Tier Charges 


Incremental Tier Charges 


Incremental Tier Charges 


Incremental Tier Charges 


Incremental Tier Charges 


Variable Charges 


10 B/O 18560 B/M 619 


15 B/O 18560 B/M 619 
18 B/O 28140 B/M 939 
20 B/O 33070 B/M 1100 
30 B/O 81960 B/M 1705 
40 B/O 128350 B/M 2670 
50 B/O 173300 B/M 3205 
60 B/O 207650 B/M 3845 
Service Code: M Test: 2 License: S Pubs: GC09-1313 Environment: VM/CMS,VM/XA SP 
5709-026 Ada Compiler MVS Acronym: Available: 12/31/88 Variable Charges 
+Ada Compiler MVS V2R1.2 Acronym: Available: 2/02/90 
18 B/OQ 81960 B/M 1705 
20 - B/O 81960 B/M 1705 
30 B/O 81960 B/M 1705 
40 B/O 128350 B/M 2670 
50 B/O 173300 B/M 3205 
60 B/O 207650 B/M 3845 
Service Code: M Test: 2 License: § Pubs: GC09-1309 Environment: MVS 
5709-027 Ada Run-Time Library VM/CMS Acronym: Available: 12/31/88 Variable Charges 
+Ada Run-Time mae VM/CMS V2R1.2 Acronym: Available: 2/02/90 
10 B/O 185 B/M 63 
15 B/O 1855 B/M 63 
18 B/O 2810 B/M 94 
20 B/O 3305 B/M 110 
30 B/O 8195 B/M 173 
40 B/O 12840 B/M 267 
50 B/O 17330 B/M 322 
60 B/O 20840 B/M 386 
Service Code: M Test: 2 License: § Pubs: GC09-1313 Environment: VM/CMS 
5709-028 Ada Run-Time Library MVS Acronym: Available: 12/31/88 Variable Charges 
+Ada Run-Time Babee MVS V2R1.2 Acronym: Available: 2/02/90 
18 B/O 819 B/M 173 
20 B/O 8195 B/M 173 
30 B/O 8195 B/M 173 
40 B/O 12840 B/M 267 
50 B/O 17330 B/M 322 
60 B/O 20840 B/M 386 
Service Code: M Test: 2 License: S$ Pubs: GC09-1309 Environment: MVS 
.5709-029 X-Windows for IBM DOS Acronym: Available: 3/31/89 
B/O 235 
Service Code: H Service End Date: 8/31/90 Test: 2 License: S$ Environment: RT,PS/2,Sys/270 
5709-030 AIX Access for DOS Users Acronym: AIX Available: 3/31/89 


(cont d) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type =One Time, M=Monthly, I=Initial, A=Annual, P=Primary 


S27 


5709-030 


(cont d) B/O 290 
Service Code: H Service End Date: 8/31/90 Test: 2 License: S Pubs: SBOF-1884 Environment: PC XT,AT,PS/2 
5709-031 +Enterprise Management Control Series Acronym: EMCS Available: 8/11/89 Variable Charges 
10 B/A 3600 B/P 27900 
15 B/A 4800 B/P 37200 
18 B/A 5800 B/P 44940 
20 B/A 6300 B/P 48820 
30 B/ 00 B/P 69750 
40 B/A 14400 B/P 111600 
50 B/A 18580 B/P 143920 
60 B/A 23970 B/P 185600 
Service Code: C | Test: 2 License: S Environment: VM,MVS 
§709-032 +EMCS Advanced Function Handscnent Tools Acronym: AFMT Available: 8/11/89 Variable Charges 
10 B/A 2700 /P 20920 
15 B/A 3600 B/P 27900 
18 B/A 4350 B/P 33710 
20 B/A 4730 B/P 36610 
30 B/A 6750 B/P 52310 
40 B/A 10800 B/P 83700 
50 B/A = 13930 B/P 107970 
60 B/A 17970 B/P 139300 
Service Code: C Test: 2 License: S Environment: VM 
5709-035 SYS/36 Cone reuct ice Inventory 5.25" Acronym: CMAS Available: 6/17/88 
Service Code: X Service End Date: 11/30/89 Test: 2 License: S Environment: SYS/36 
5709-036 SYS/36 Property ponesemony 5.25" Acronym: CMAS Available: 6/17/88 
Service Code: X Service End Date: 11/30/89 Test: 2 License: S Environment: SYS/36 
5709-037 SYS/36 ay eet we Service Billing Acronym: CMAS Available: 6/17/88 
Service Code: X Service End Date: 11/30/89 Test: 2 License: S Environment: SYS/36 
5710-CAT Computer Assisted Training 1.2 Acronym: Available: 8/26/83 
B/O 1190 
Service Code: X Service End Date: 7/28/87 Test: 1 License: S Pubs: GB30-2233 Environment: System/36,S/36 PC 
5710-D02 EDX Point of Sale - Hospitality Acronym: Available: 9/20/85 
B/O 19900 


5-178 


5710-D03 


5710-GA4 


5710-GA5 


5710-GA6 


5710-GA7 


5710-GA8 


: : $ Pubs: GB30-2421 Environment: System/36 PC. 


5710-GA9 


5710-RRL 


5710-RTJ 


5712-AAA 


(cont 'd) 


Charges:X/Y where X= 


Service Code: X Service End Date: 9/30/87 


System/38 Hotel Resv. & Guest Acct SysII Acronym: 
4 B/O 87310 = ii 


Service Code: H Test: 2 License: § 


Acronym: 


Public Sector Budgeting / Accounting 
B/O 13200 


Service Code: KX Service End Date: 10/31/89 Test: 1 License: § 


Public Sector ae ay & Personnel Acctg Acronym: 
B/O 335 


Service Code: X Service End Date: 10/31/89 Test: 


Public Sector Acctg Sys - Utility Acct Acronym: 
B/O 10380 m i e os 


Service Code: X Service End Date: 4/30/88 Test: 


Public Sector Budgeting / Accountin Acronym: 
B/O 8170 . . se 


Service Code: X Service End Date: 10/31/89 Test: 


Public Sector et & Personnel Acctg 
B/O 300 


Service Code: KX Service End Date: 10/31/89 Test 


Public Sector Accounting System Acronym: 
0 6375 


Public Sector Accounting System (Source) Acronym: 
B/O 1915 : a 


Service Code: X Service End Date: 12/30/89 Test: 


OFFICE/38 - Worksheet/38 Acronym: 
B/O 3595 


Service Code: X Service End Date: 1/31/87 Test: 


Acronym: 
466 ag 


Service Code: X Service End Date: 


RPS PC Connectivity 
B/O 


9/30/85 Test: 


Customer Information System Acronym: 
B/OQ 27400 B/M 


esign 


2485 


Customer Information System Acronym: 


Y= Charge Type 


Acronym: 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Test: 2 License: 


PSAS 


PSAS 


1 License: 


PSAS 


1 License: 


PSAS 


8 Pubs: GB30-2499 Environment: Series/1 
Available: 9/25/87 


Environment: CPF 


Available: 4/13/84 


Pubs: GB30-2373 Environment: System/36 


Available: 8/17/84 

S Pubs: GB30-2417 Environment: System/36 
Available: 4/19/85 . 

S Environment: System/36 


Available: 10/17/86 


1 License: S Pubs: GB30-2414 Environment: System/36 PC 

PSAS Available: 8/17/84 

1 License 

PSAS Available: 12/19/86 

PSAS Available: 12/19/86 

1 License: S Environment: System/36 PC+COBOL 
Available: 2/10/84 

1 License: S Pubs: GB30-2383 Environment: System/38 
Available: 

1 License: S Environment: 2110 

CIS ADS Available: 1/30/76 

CIS ADS Available: 

M=Multiple 


tnitial, 


5-179 


=Annual, P=Primary 


438 


5712-AAA 
d) 4830 


(cont B/G 


Service Code: E 


B/M 


Test: 0 License: §S 


5712-AAB Distribution Construction Information Acronym: 
B/O 66690 B/M 6060 
Service Code: C Test: 0 License: S Pubs: 
5713-AAK VM Software Engineering - SolutionPac peronym: 
10 B/O 17640 B/M 1470 D/ 
15 B/O 2425 B/M 1470 D/O 
18 B/O 28660 B/M 1470 D/O 
20 B/O 30870 B/M 1470 D/O 
30 B/O 44100 B/M 1470 D/O 
40 B/O 44100 B/M 1470 D/O 
50 B/O 56880 B/M 1470 D/O 
60 B/O 73380 B/M 1470 D/O 


Service Code: X Service End Date: 11/21/88 Test: 


§5713-ABQ PROFESSIONAL CADAM Interactive Solid Dsg Acronym: 
Acronym: 


PROFESSIONAL CADAM Inter. Solids Dsg R3 
B/O 5500 


Service Code: C Test: 0 License: § 


5713-ABW  CADAM (R) Interactive Solids Design R21 Acronym 
01 §/0 7350 S/I 0 $/ 
02 S/O 14650 S/I 0 S/M 
03 $/O 18350 S/I 0 S/M 
04 $/O 11950 S/I 3550 S/M 
05 $/O 15550. S/I 1050 S/M 
Service Code: E Test: 1 License: U Pubs: 
Acronym: 


5713-ACH COPICS Defense apeko Offering 
B/O 202850 


Service Code: H Service End Date: 


5713-ACK CADAM Lathe R21 
$/0 M/O 10500 


Service Code: E Test: 1 License: S Term: B 


5713-ACL +Direct Cutter Location Data Interface 
$/0 10000 M/O 7000 


Test: 


15000 


Service Code: E 1 License: S Term: B 


Pubs: 


1/31/91 Test: 
Acronym: 


Acronym: 


Environment: OS/VS 


DCIS ADS Available: 8/06/82 


GE20-0613 Environment: DOS/OS/IMS/CICS/VS 


VM/SE Available: 11/21/86 Variable Charges 
13230 D/M 1100 

18180 D/M 1100 

21490 D/M 1100 

23150 D/M 1100 

33070 D/M 1100 

33070 D/M 1100 

42660 D/M 100 

55035 D/M 1100 

1 License: § Pubs: G320-0832 Environment: VM 
ISD Available: 9/25/87 

ISD Available: 9/30/88 


GH23-6106 Environment: AIX+5669-193 


: ISD Available: 7/22/88 Incremental Tier Charges 
0 M/0 0 M/I 0 M/M 0 
750 M/O 0 M/I 0 M/M 0 
0 M/O 6245 M/I 0 M/M 0 
450 M/O 8355 M/I 2500 M/M 90 
350 M/0 10900 M/I 720 M/M 250 
SH23-6004 Environment: MVS,VM+GAM/SP+Fortrn 
COPICS Available: 6/24/88 


2 ‘License: S Environment: §/370 


Available: 7/22/88 
Environment: 5668-853 
CADAM Available: 7/28/89 


Environment: VM/SP,VM/HPO,MVS/SP 


5-180 


5713-ACN CADAM CADIMS Acronym: 
$/0 15000 M/O 10500 
Service Code: E Test: 1 License: S Term: B 
5713-ACW COPICS Direct oe Receiving Acronym: 
B/O 2170 
Service Code: M Test: 0 License: S Pubs: 
Acronym: 


5713-ADB +Architecture & BRS neces ~ Graphics 
B/O 3465 


Test: O License: S 
5713-ADH +MICRO ae ae aa R1.3 
+Lighted Program Function Keypad 
B/ 2200 


Service Code: Z 
Acronym: 
Acronym: 


Service Code: X Service End Date: 12/16/89 Test: 


5713-ADM Interface Services/2 Acronym: 
B/O 2750 
Service Code: E Test: 2 License: § Pubs: 
5713-ADQ Definition Services/2 Acronym: 
B/O 4550 
Service Code: E Test: 2 License: § Pubs: 
5713-ADR Build Services/2 Acronym: 
B/O 27500 
Service Code: E Test: 2 License: S Pubs: 
5713-ADS Execution Fee Acronym: 
B/O 6075 
Service Code: E Test: 2 License: §S Pubs: 
5713-ADT CADAM Access pay al 
$/0 24000 S/M 480 M/ 
Service Code: E Test: 1 License: S Term: B 
5713-ADW CADAM AEC Design Base peeouym: 
01 $/0 6000 S/M 165 M/ 
02 $/0 10000 S/M 280 M/O 
; 03 $/0 12000 S/M 335 M/O 
(cont d) 


License Type 


Charges:X/Y where X= 
Y= Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I={nitial, 


CADIMS Available: 7/22/88 


Environment: 5668-853 
COPICS Available: 12/18/87 


SH31-0056 Environment: OS,VSE 


Graphics Available: 12/20/88 


Environment: RT PC 


CADAM 
CADAM 


Available: 12/16/88 
Available: 12/16/88 


0 License: § Pubs: SX23-2006 Environment: PS/2 PC AT 


PlantWorks Available: 6/29/90 
GC28-8250 Environment: PS/2 08/2 
PlantWorks Available: 3/30/90 
GC28-8250 Environment: PS/2 0S/2 
PlantWorks Available: 3/30/90 
GC28-8250 Environment: PS/2 0S/2 
PlantWorks Available: 3/30/90 


GC28-8250 Environment: PS/2 0S/2 


TUE ,GIM Available: 7/22/88 
15400 M/M 340 


Environment: VM/SP,VM/HPO,MVS/SP 


ener AEC ta 7/22/88 Incremental Tier Charges 
0 M/M . 0 
3600 M/M 100 
M=Multiple 


=Annual, P=Primary 
5-181 


5713-ADW 


(one's) gg gig gas gw tate 
. Engineerin ager ht. Design Base Feature aT ia ECDB Available: 12/15/89 Incremental Tier Charges 
01 S70 S/M 160 0 M/M 0 
02 $/0 5000 S/M 200 M40 0 M/M 0 
03 $/0 6000 S/M 240 M/O 10500 M/M 420 
0 870 8000 SM 120 M/O 3600 M/M 294 
+Interference Monee enone Optional Feature a CADAM AEC Available: 8/08/89 Incremental Tier Charges 
Ci S/O 5600 S/M 140 M 0 M/M 0 
02 s$/0 7000 S/M 195 M/O M/M. 0 
04 $70 8000 sit 135 Myo 3500 MIM 98 
+3D Piping Feature Acronym: CADAM AEC Available: 8/08/89 Incremental Tier Charges 
OL $/0 6000 S/M 165 M/ 0 M/M 0 
02 $/0 10000 S/M 280 M/O 0 M/M 0 
03 $/0 12000 S/M 335 M/O 3600 M/M 100 
08 $70 _ 6000 sim (168 M70 300 N/M 120 
+3D Structures Feature neronym: CADAM AEC Available: 8/08/89 Incremental Tier Charges 
01 $/0 5000 S/M 140 M/ 0 M/M 0 
02 $/0 7000 S/M 195 M/O 0 M/M 0 
03 $/0 9000 S/M 250 M/O 2700 M/M 75 
04 $/0 5000 S/M 135 M/O 3500 M/M 95 
05 $/0 4000 S/M 115 M/O 2800 M/M 80 
Service Code: E Test: 1 License: U Term: B Pubs: GH23-6174 
5713-ADX CADAM pEaw ine Compare Acronym: Available: 7/22/88 
$/0 10000 M/O 7000 
Service Code: E Test: 1 License: U Term: B Pubs: SH23-6133 Environment: VM,MVS/SP 
5713-AED Clipboard Acronym: Available: 7/01/88 
No Charge 
Service Code: Z Test: 0 License: §S Environment: Industrial 
5713-AEH Quality Mate Acronym: Available: 7/01/88 
B/O 3800 . 
Service Code: Z Test: 0 License: § Environment: Industrial 
5713-AEL Tool Trak Acronym: Available: 7/01/88 
$ : B/O 3000 
Service Code: Z Test: 0 License: S Environment: Industrial 


5713-AEP +AIX PS/2 yi est Development Toolkit Acronym: AIX PS/2 Available: 3/31/89 


5-182 


5713-AEQ 


5713-AET 


5713-AEW 


Service Code: H Service End Date: : : : 


5713-AEX 


5713-AEY 


5713-AEZ 


5713-AFA 


5713-AFC 


5713~-AFD 


(cont'd) 


Charges: 


Service Code: H Service End Date: 
+AIX PS/2 V1.2 (1-2 User Option) 
+AIX PS/2 V1.2 (1-16 User Option) 

B/O 874 


Service Code: H -Service End Date: 
Service Code: H Service End Date: 


Service Code: H Service End Date: 
+AIX PS/2 TCP/IP V1.2 
B/O 363 


+AIX PS/2 X-Windows 
B/O 235 


Service Code: H Service End Date: 
+AIX PS/2 DOS Merge 
B/O 275 


Service Code: H Service End Date: 
+AIX PS/2 VS Pascal 
B/O 332 


Service Code: H Service End Date: 


+AIX PS/2 VS FORTRAN 
B/O 332 


Service Code: H Service End Date: 


+AIX PS/2 C Language 
B/O 332 


Service Code: H Service End Date: 


+AIX PS/2 Text Formatting System 
B/O 242 


X/Y where X= License Type 
Y= Charge Type 


6/30/91 Test: 
Acronym: 
Acronym: 


12/31/90 Test: 
5713-AER +AIX PS/2 Workstation Host Interface Pgm : : 
B/O 485 


Acronym 


6/30/91 Test: 
+AIX PS/2 INmail/INed/INnet/FTP ; : 
B/O 302 


Acronym 


6/30/91 Test: 
Acronym: 


12/31/90 Test 


Acronym: 


8/31/90 Test: 
Acronym: 


6/30/91 Test: 
Acronym: 


6/30/91 Test: 2 License: § 
Acronym: 


6/30/91 Test: 2 License: S$ 
Acronym: 


6/30/91 Test: 2 License: § 
Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


2 License: 


AIX PS/2 
AIX PS/2 


2 License: 


AIX PS/2 


2 License: 


AIX PS/2 


2 License: 


AIX PS/2 


2 License 


AIX PS/2 


2 License: 


AIX PS/2 


2 License: 


AIX PS/2 


AIX PS/2 


AIX PS/2 


AIX PS/2 


s 
Available: 
Available: 


s 
Available 


S 
Available 


S 
Available: 


s 
Available: 


S 
Available: 


+) 


Available: 


Available: 


Available: 


Available: 


M=Multiple 


5-183 


Environment: 


3/30/90 
3/30/90 


Environment: 


3/31/89 


Environment: 


3/31/89 


Environment: 


3/30/90 


Environment 


3/31/89 


Environment: 


3/31/89 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


Environment: PS/2 


3/31/89 


3/31/89 


3/31/89 


3/31/89 


=Annual, P=Primary 


Pubs: SBOF-1847 Environment: PS/2 


Pubs: SBOF-1845 Environment: PS/2 


Pubs: SBOF-1849 Environment: PS/2 


5713-AFE 
(cont'd) 


5713~-AFE 
5713-AFG 
5713-AFH 
aur ne 


5713-AFL 


5713-AFR 


5713-AGA 


5713-AGL 


Service Code: H Service End Date: 


6/30/91 Test: 2 License: § 


Environment: PS/2 


+AIX PS/2 Uearaetty Services Acronym: AIX PS/2 Available: 3/31/89 
B/O 02 
Service Code: H Service End Date: 6/30/91 Test: 2 License: S Pubs: SBOF-1837 Environment: PS/2 
+AIX PS/2 Network File System V1.2 Acronym: Available: 3/30/90 
B/O — 485 
Service Code: X Service End Date: 12/31/89 Test: 2 License: §S Environment: PS/2,PC 
+AIX PS/2 oO oe Extensions Acronym: AIX PS/2 Available: 3/31/89 
Service Code: H Service End Date: 6/30/9] Test: 2 License: § Pubs: SBOF-1833 Environment: PS/2 
+AIX PS/2 BO en ees Computing Facility Acronym: AIX/TCF Available: 3/30/90 
Service Code: H Service End Date: 12/31/90 Test: 2 License: S Environment: PS/2 
+AIX/370 Advanced Interactive Executive ecEayym: AIX/370 Available: 3/31/90 Variable Charges 
10° §/0 29760 S/M 1190 M/ 25290 M/M ~~ 1011 
15 $/0 39690 S/M 1585 M/O 33730 M/M 1347 
18 $/0 50710 S/M 2025 M/O 43100 M/M 1721 
20 §/0 56220 S/M 2245 M/O 47780 M/M 1908 
30 $/0 82680 S/M 3305 M/O 70270 M/M 2809 
40 §/O 158750 S/M 5290 M/O 134900 M/M 4498 
50 $/O0 204800 S/M 6825 M/O 174050 M/M 5802 
60 $/O 264000 S/M 8800 M/O 224400. M/M 7480 
Service Code: M Test: 1 License: S Term: B Environment: AIX/370,AIX PS/2 
TSOESNEE iO Erorece! Device Driver Acronym: ORACLE Available: 6/30/89 Incremental Tier Charges 
02 © B/O 225 
03 B/O 300 
Service Code: Z Test: 0 License: S Environment: AIX/RT 
Toarenee BO ans Acronym: ORACLE Available: 7/25/89 Incremental Tier Charges 
02 B/O 385 
03 B/O 1155 
Service Code: Y Test: 0 License: § Environment: AIX/RT 
Lotus 1-2-3/M Acronym: Lotus Available: 3/23/90 Variable Charges 
+Lotus wae yi Acronym: Lotus Available: 6/30/90 
10 _B/ 583 D/M 437 B/ 2710 D/A 2030 B/P 15360 D/P 11520 


5-184 


5714-AA4 


5714-BA1 


5714-CBl 


5714-CV2 


5714-CV9 
(cont'd) 


Charges 





15 B/M 583 D/M 437 B/A 2710 D/A 2030 B/P 15360 D/P 11520 
18 B/M 583 D/M 437 B/A 2710 D/A 2030 B/P 15360 D/P 11520 
20 B/M 583 D/M 437 B/A 2710 D/A 2030 B/P 15360 D/P 11520 
25 B/M 695 D/M 521 B/A 3235 D/A 2430 B/P 18330 D/P 13750 
28 B/M 765 D/M 574 B/A 3560 D/A 2670 B/P 20180 D/P 15130 
30 B/M 833 D/M 625 B/A 3875 D/A 2910 21960 D/P 16470 
32 B/M 908 D/M 681 B/A 4225 D/A 3170 23930 D/P 17950 
35 B/M 1025 D/M 769 B/A 4770 D/A 3580 B/P 27030 D/P 20270 
38 B/M 1150 D/M 863 B/A 5355 D/A 4020 B/P 30330 D/P 22750 
40 B/M 1250 D/M 938 B/A 5820 D/A 4365 B/P 32970 D/P 24730 
50 B/M 1500 D/M 1125 B/A 6985 D/A 5240 B/P 39560 D/P 29670 
60 B/M 1800 D/M 1350 B/A 8380 D/A 6285 B/P 47470 D/P 35600 
Service Code: E Test: 2 License: § Pubs: GH20-7262 Environment: MVS/SP,XA,ESA,VM/SP6 
SYS/38 ae ad Process. Acronym: FTPS/38 Available: 11/30/88 
FTPS/38 oer pea. Acronym: FTPS/38 Available: 11/25/88 
+FTPS/38 3890/3892 Feature Acronym: FTPS/38 Available: 3/31/89 
B/O 31000 
Service Code: M Test: 2 License: § Environment: SYS/38 
BASIC Acronym: Available: 6/21/83 -— 
B/O 4360 B/M 247 D/ 3835 D/M  ~——217 
Service Code: M Test: 1 License: § Environment: System/38 
COBOL aed Available: 8/31/83 
-B/O 8725 B/M 333 D/ 7675 D/M 293 
Service Code: M Test: 1 License: 5 Pubs: GC21-7764 Environment: System/38 
Cryptographic Facilit Acronym: Available: 9/30/85 
eae B/O 6060 . B/M 302 m 
Service Code: M Test: 1 License: § Pubs: 8C21-8026 Environment: System/38 
Conversion Reformat Utility Pcl onym: Available: 9/30/82 
B/O 727 B 24 D/ 639 D/M 19 
Service Code: M Test: 1 License: § Pubs: GC21-7779 Environment: System/38 
° Acronym: PROD AID Available: 12/30/80 


$/3 CCP to S/38 Conversion 
B/O 3400 


Service Code: X Service End Date: 11/02/83 Test: 


0 License: 5S Pubs: GC21-7772 Environment: System/38 





System/36 to S/38 Conversion Aid 1.2.0 Acronym: 
B/O 727 


:X/Y where oS License Type 


Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Available: 6/18/85 


M=Multi 


le 
tnitial, 


=Annual, P=Primary 


9*1685 


5714-DCT 
(cont d) 


5714-DCT 
5714-DD1 
5714-D41 
5714-D42 
5714-D43 
5714-D44 
5714-D45 
5714-D46 
5714-D47 


5714-D48 


Service Code: M Test: 1 License: I Pubs: 

Language Dictionaries Acronym: 

Pa B/O 235 207 as 

Service Code: M Test: 1 License: S Pubs: 
Distributed Data Management Acron 
B/O 4240 B/M 264 D/ 

Service Code: M Test: 1 License: § Pubs: 
Customer Service Billing Distribution Acron 
B/O 6035 B/M 20 D/ 


Service Code: X Service End Date: 


Accounts Receivable Distribution 
B/O 5270 B/M 


Service Code: X Service End Date: 


Inventory Control Distribution 
B/O 5655 B/M 


Service Code: X Service End Date: 


Sales Analysis Distribution 
B/O 4895 


Service Code: X Service End Date: 


Pannen a aiesg 


Service Code: X Service End Date: 


Service Code: X Service End Date: 


Service Code: D 


Accounts Fayeuse Distribution 
B/ 3235 B/M 


Service Code: D 


Test: 


5/31/86 Test: 


Acron 
181 D/ 


5/31/86 Test: 


Acronym: 
196 D/O 


5/31/86 Test: 

Acronym: 
167 D/o- 
5/31/87 Test: 


Acronym: 

404 d/o 
5/31/86 Test: 
Inv Mgmt Prod Rep & Ord Val Eval Improve Acronym: 
en B/O 10990 B/M B84 D/O. 


5/31/87 Test: 
General oa Distribution / Media perouya 
B/ 3235 B/M 111 D/ 


Test: 1 License: I Pubs: 


Acronym: 
111 D/o- 


1 License: I Pubs: 


GC21-8025 
OFFICE/38 


GCO09-1021 


: DDM 


3725 
GC21-7728 


: DMS/38 
4525 


1 License: 
: DMS/38 
3950 


Environment: $/36+S/38 
Available: 6/22/84 


Environment: 5714-WP2 
Available: 12/31/86 
D/M 233 


Environment: System/38 
Available: 2/30/81 
D/M 155 


I Pubs: GH30-0130 
Available: 2/30/81 
D/M 134 


1 License: I Pubs: GH30-0130 

DMS/38 Available: 2/30/81 
4245 D/M 148 

1 License: I Pubs: GH30-0130 

DMS/38 Available: 2/30/81 
3665 D/M 126 

1 License: I Pubs: GH30-0130 

DMS/38 Available: 11/24/82 
8730 D/M 302 

1 License: I Pubs: GH30-0595 

DMS/38 Available: 2/30/81 
8235 D/M © 287 

1 License: I Pubs: GH30-0080 

DMS/38 Available: 2/30/81 
2435 D/M 83 

GH30-0710 Environment: System/38 

DMS /38 Available: 2/30/81 
2435 D/M 83 


GH30-0710 Environment: System/38 


5-186 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


System/38 
System/38 
System/38 
System/38 
System/3e 


System/38 


5714-D49 


5714-GP1 


5714-MG1 


5714-M4A 


5714-M4B 


5714-M4G 


5714-M41 


5714-M42 


5714-M43 


5714-M44 


Charges:X/Y where X= 


Payroll Distribution 
B/O 4130 B/M 
Service Code: D Test: 


Business Graphics Utility 

B/O 2425 B/M 
Test: 
Pete SYS/38 Migration Aid 


+AS/400 eisi ee epeee es Aid R8.3 
B/O 310 D/O 


Service Code: M 


Service Code: H Service End Date: 


Data Collection yen Support 
B/O 5590 B/M 


Service Code: X Service End Date: 


Material seamen’ Plannin 
B/ 8440 B/ 


Service Code: X Service End Date: 


Capacity Requirements Plannin 
i B/G 8310 B/M 


Service Code: X Service End Date: 


Production Control and Costin 
_ B/O B/ 


8440 

Service Code: X Service End Date: 
Payroll Manufacturing 

B/O 4320 B/M 
Service Code: X Service End Date: 
Accounts Eayeone 

B/ 3385 B/M 
Service Code: X Service End Date: 
Accounts Receivable 

B/O 3385 B/M 


Service Code: X Service 


License Type 
Y= Charge Type 


1 License: I 


1 License: § 


End Date: 


3 D/O" 
Pubs: 
ve Be 
Pubs: 
Acconya: 
2025 
6/30/90 Test: 
198 BNB™ 
3/04/88 Test: 
300 BB" 
3/04/88 Test: 
296 BB 


3/04/88 Test: 


292 


3/04/88 Test: 


155 


3/04/88 Test: 


iy 


118 


3/04/88 Test: 


Acro 


3/04/88 Test: 


118 


B=Basic, D=DSLO, S=Single, 
O=One Time, M=Monthly, I=tnitial, 


oar) a 


sey ae 


DMS/38 Available: 9/30/81 
3095 D/M 106 
GH30-0710 Environment: System/38 
OFFICE/38 Available: 6/22/84 
2125 D/M 112 ; 
GCO9-1060 Environment: System/38 
Available: 6/24/88 
Available: 10/27/89 

0 License: §S Environment: AS/400 
MAPICS Available: 10/30/80 

4185 D/M 150 

1 License: [I Pubs: GH30-0709 Environment: 
MAPICS Available: 10/30/80 

6335 D/M 224 

1 License: I Pubs: GH30-0709 Environment: 
MAPICS Available: 8/30/81 

6235 D/M 221 

1 License: I Pubs: GH30-0482 Environment: 
MAPICS Available: 10/30/80 

6335 D/M 225 

1 License: I Pubs: GH30-0709 Environment: 
MAPICS Available: 10/30/80 

3235 D/M 115 

1 License: I Pubs: GH30-0710 Environment: 
MAPICS Available: 10/30/80 

2545 D/M 89 

1 License: I Pubs: GH30-0710 Environment: 
MAPICS Available: 10/30/80 

2545 D/M 87 

1 License: I Pubs: GH30-0708 Environment: 

=Multiple 


5-187 


=Annual, P=Primary 


System/38 


System/38 


System/38 


System/38 


System/38 


System/38 


System/38 


5714-M45 


5714-M46 


5714-M47 


5714-M48 


5714-M49 


5714-M7A 


5714-M7B 


5714-M7G 


5714-M7H 


5714-M7J 


Inventory Management 
B/O 4385 B/M 


Service Code: X Service End Date: 


Product Data Handeenent 
B/O 7580 B/M 


Service Code: X Service End Date: 


General hodger 
B/ 3385 B/M 
Service Code: X Service End Date: 


Sales Analysis 
B/O 4320 B/M 


Service Code: X Service End Date: 
Order Entry and Invoicing 
B/O 5120 B/M 
Service Code: X Service End Date: 
Data Collection Spares Support 
B/O 6560 | B/M 


Service Code: E Test: 1 Licens 
Material Sar eT Plannin 

B/ 10200 B/ 
Service Code: E Test: 1 Licens 
Capacity Requirements Plannin 

B/ 9475 B/ 


Test: 1 Licens 


MAPICS II Financial Analysis Rl 
B/O 8745 B/M 


Service Code: E 


Service Code: E Test: 1 Licens 


MAPICS II Master Prod Sched Plan Rl 
B/O 1 B/M 


4580 


Service Code: E Test: 1 Licens 


3/04/88 Test: 1 License: 


3/04/88 Test: 1 License: I 
: MAPICS 


Acronym: 

156 D/ 
Acronym: 
269 b/d 

Acron 

118 D/ 
3/04/88 Test: 
pereuye: 

153 D/ 
3/04/88 Test: 
aoe 

179 D/ 
3/04/88 Test: 
aay Aas 

329 D/ 
e: § Pubs: 

Acron 

513 D/ 
e: § Pubs: 

Acron 

474 D/ 
e: § Pubs: 
ner on ye: 

437 D/ 
e: § Pubs: 
Acronym: 
693 d/o. 
e: § Pubs: 


MAPICS 
3285 


MAPICS 
5680 


2545 


1 License: 


MAPICS 
3235 


1 License: 


MAPICS 
4020 


1 License: 


MAPICS II 
5775 


GH30-9037 


: MAPICS II 
8975 


GH30-9037 


: MAPICS II 
8345 


GH30-9037 


7690 
SB30-3279 


12830 
SB30-3285 


5-188 


Available: 10/30/80 
D/M 115 
I Pubs: GH30-0708 Environment: System/38 


Available: 1/30/79 
D/M 200 


Pubs: GH30-0709 Environment: System/38 
Available: 10/30/80 
D/M 89 


I Pubs: GH30-0710 Environment: System/38 
Available: 10/30/80 
D/M 113 


I Pubs: GH30-0708 Environment: System/38 


Available: 10/30/80 
D/M 132 


I Pubs: GH30-0708 Environment: System/38 
Available: 12/31/85 


Environment: System/38 
Available: 12/31/85 


Environment: System/38 
Available: 12/31/85 


Environment: System/38 
Available: 7/27/86 


Environment: System/38 
Available: 7/27/86 


Environment: System/38 


5714-M7K 


5714-M7L 


5714-M7N 


5714-M7P 


5714-M7X 


5714-M71 


5714-M72 


5714-M73 


5714-M74 


5714-M75 


Charges 


Charge Type 


O=One Time, M=Monthly, I= 


MAPICS II Purchasin say) ta Available: 
B/O 1377 B/M 688 D/ 12120 

Service Code: E Test: 1 License: §& Pubs: GH30-9039 Environment: 

MAPICS II Forecasting Release 1 nerouye: Available: 
B/O 13940 B/M 661 D/ 12260 

Service Code: E Test: 1 License: § Pubs: SB30-3402 Environment: 

MAPICS II ri haptee Management for Proce netonya: Available: 
B/O 25350 B/M 1265 D/ 22310 

Service Code: E Test: 1 License: § Pubs: GH30-9039 Environment: 

MAPICS II Location/Lot Hana peuent acronym L/LM Available: 
B/O 7220 /M 360 D/ 6355 

Service Code: E Test: 1 License: § Pubs: GH30-9039 Environment: 

$/38 MBEICS Ores Applic. pueport.., a) eoeer II Available: 

$/38 MAPICS II Extended Environ. AUBPE porenya: MAPICS II Available: 
B/O 6335 B/M 6 D/ 5580 

Service Code: E Test: 1 License: S$ Pubs: GH30-9037 Environment: 

Production Control and Costin precuym: MAPICS II Available: 
B/O 10705 B/ 538 D/ 9425 

Service Code: E Test: 1 License: 5S Pubs: GH30-9037 Environment: 

Payroll a MAPICS II Available: 
B/O 5530 B/M 278 D/ 4870 

Service Code: E> Test: 1 License: 5S Pubs: GH30-9036 Environment: 

Accounts Peyeete arene; MAPICS II Available: 
B/ 4075 B/M 202 D/ 3590 

Service Code: E Test: 1 License: S Pubs: GH30-9036 Environment: 

Accounts Receivable per onye: MAPICS II Available: 
B/O 4075 B/M 202 D/ 3590 

Service Code: E Test: 1 License: § Pubs: GH30-9037 Environment: 

Inventory Management as al MAPICS II Available: 
B/O 7285 B/M 367 D/ 6410 

Service Code: E Test: 1 License: § Pubs: GH30-9037 Environment: 

:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


tnitial, 


5-189 


3/27/87 


System/38 
7/27/86 


System/38 
3/27/87 


System/38 
3/27/87 


System/38 
12/31/85 
10/30/87 


System/38 
12/31/85 


System/38 
12/31/85 


System/38 
12/31/85 


System/38 
12/31/85 


System/38 
12/31/85 


System/38 


=Annual, P=Primary 


5714-M76 


5714-M77 


5714-M78 


5714-M79 


5714-PC1 


5714-PL1 


5714-RC1 


5714-RG1 


5714-SS81 


§714-UT1 


“Product Data Hanagement 
B/O 11230 


B/M 565 


Service Code: E Test: 1 License: S 


4660 
Test: 


General nec aee 
 ~&B/ B/M 233 
Service Code: E 1 License: § 


Sales Analysis 
B/O 5325 


Test: 1 


B/M 


License: S 


266 
Service Code: E 


Order Entry and Invoicing 

B/O 6990 | B/M 354 

Service Code: E Test: 1 License: § 

PC Su oh 12790 
Ee B/O 1i95 D/O 1060 

PC SEPPOe a Expansion Concurrent Users 
B/O 423 6) 372 


Service Code: M Test: 1 License: §S 
PL/I 

B/O 11880 B/M 634 
Service Code: M Test: 1 License: S 


Remote Job Entry Facility 
B/O 6060 


B/M 223 


Service Code: M Test: 1 License: S 
RPG III 

B/O 3390 . B/M 129 
Service Code: M Test: 1 License: S 


Control proaren re Facility 1.8 
B/ 26670 B/M 


Test: 1 


1050 
Service Code: M License: S 


Interactive Data Base Utilities 1.7.0 
B/O 3635 B/M 148 


5-190 


Aeron ya: MAPICS II Available: 12/31/85 
 dD/ 9880 

Pubs: GH30-0937 Environment: System/38 
Borenym: MAPICS II Available: 12/31/85 

D/ 4095 

Pubs: GH30-9036 Environment: System/38 
peronym: MAPICS II Available: 12/31/85 

D/ 4680 

Pubs: GH30-9035 Environment: System/38 
Berens: MAPICS II Available: 12/31/85 

D/ 6160 | 

Pubs: GH30-9036 Environment: Systm/38 
Acronym: Available: 11/30/85 
Acronym: Available: 11/30/85 

Environment: $/38+PC,XT,AT, PPC 

perenyme Available: 6/22/84 

D/ 10450 D/M 558 

Pubs: GC21-8017 Environment: System/38 
ACE CRyE: RJEF Available: 8/31/83 

D/ 5335 D/M 196 

Pubs: GC21-7916 Environment: System/38 
Acronym: | Available: 8/31/83 

D/o- 2980 D/M 113 

Pubs: GC21-7762 Environment: System/38 
Acronym: CPF Available: 9/30/85 

D/ 23460 D/M 882 

Pubs: GC21-7729 Environment: System/38 
ne eonea Rae 8/31/83 

D/ 3195 D/M 129 


Service Code: M Test: 1 License: § Pubs: GC21-7761 Environment: System/38 














5714-UT2 Advanced Printer Functions 5224 Acronym: Available: 6/21/83 
B/O 1450 D/O 1275 
Service Code: M Test: 1 License: § Environment: System/38+5224/5225 
5714-WP1 OFFICE/38 Administrative Mgmt Acronym: Available: 5/31/83 
B/O 1815 D/O 1595 
Service Code: M Test: 1 License: S Environment: System/38 
5714-WP2 OFFICE/38 Text Management ev Aap Available: 7/31/83 
B/O 217 B/M 80 D/ 1910 D/M 70 
Service Code: M Test: 1 License: §S Environment: System/38 
5714-WP3 OFFICE/38 Personal Services / 38 Acronym: Available: 9/27/85 
8 8 M 25 
B/O 9700 B/M 485 D/O 530 D/ 4 
Service Code: M Test: 1 License: S Pubs: GC09-1071 Environment: System/38 
5714-WS1 Work Station Search Facility Acronym: WSF/38 Available: 3/30/81 
B/O 1000 
Service Code: D Test: 1 License: S Pubs: GH30-0458 Environment: System/38 
5714-XE1 GER CR( OS Tarte Segge Made Easy Acronym: AME Available: 11/05/82 
Service Code: X Service End Date: 11/30/83 Test: 1 License: $ Pubs: GB30-1952 Environment: System/38 
5714-XR1 Display Information Alpha Search a a DIF Available: 11/30/78 
B/O 4130 B/M 143 D/ 3095 D/M 106 
Service Code: X Service End Date: 5/31/87 Test: 1 License: I Pubs: GH30-0145 Environment: System/38 
5714-007 DataInterchange pyeren/ 3s acronym: Available: 9/29/89 
B/A _1705 D/A 1500 B/ 12370 D/P 10890 
GEIS eoumun scat ton Bedute D/A ak Acrer : on DyPe e651 9/30/89 
evenness aaa soa 7 Module Acton en Sy beer 9/30/89 
CDC Regine: commun eaten aaa Sie mary) : ee avgiiable: 9/30/89 
snmeaiens 1) Gaede) noante ay en DP ssi 9/30/89 
Rieine chee commun tcet sen poaute — ey) a ve DP gai 9/30/89 
Western a reader ies Communication Mod sly? ta Available: 9/30/89 
B/A 32 D/A 116 B/ 968 D/P 851 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, =Annual, P=Primary 


§-191 


5715-AC1 
(cont d) 


5715-AC1 
5715-BC1 
5715-CA1 


5715-CV1 


Service Code: M Test: 2 License: §S Environment: System/38 
Asynchronous Communications Acronym: Available: 7/30/81 
B/O 727 
Service Code: X Test: 1 License: I Pubs: GC34-0430 Environment: Sys/23 Datamaster 
Binary Synchronous Communications Acronym: Availabie: 7/30/81 
~B/O | 1025 


Service Code: X Service End Date: 9/30/83 Test: 
Client a wa ee Acronym: 
B/O 230 


Service Code: E Test: 1 License: I Pubs : 
BASIC 5110/5120 to Sys/23 Conversion Aid Acronym: 
B/O 1055 


Service Code: E Test: 1 License: I Pubs: 


1 License: I Pubs: GC34-0431 Environment: Sys/23 Datamaster 
Available: 5/28/82 


GB30-2796 Environment: Sys/23 Datamaster 
Available: 7/30/81 


GC34-1693 Environment: Sys/23 Datamaster 


5715-RG2. Business Report ape Development Acronym: BRADS III Available: 10/29/82 


5715-SP1 
5715-WP1 
5715-WP2 
5719-AM2 


5719~-AM4 


Service Code: X Service End Date: 10/28/83 Test: 


Print Spool j Acronym: 
B/O 2121 

Service Code: X Service End Date: 9/30/84 Test: 

Word / Text Processing Acronym: 
B/O 606 

Service Code: E Test: 1 License: I Pubs: 

Word Processing II Acronym: 
B/O 1025 


Service Code: X Service End Date: 9/30/84 Test: 


RPS Indexed Access Method V2 Acronym: 
B/O 1455 B/M 75 

Service Code: X Service End Date: 9/30/85 Test: 

EDX Indexed Access Method V2.1 Acronym: 
B/O 1600 B/M 75 

Service Code: M Test: 1 License: § Pubs: 


1 License: I Pubs: G280-0237 Environment: Sys/23 Datamaster 
Available: 9/28/82 


1 License: I Pubs: GC34-0500 Environment: Sys/23 Datamaster 
Available: 7/30/81 


GC34-0417 Environment: Sys/23 Datamaster 
Available: 9/30/82 


1 License: I Pubs: GC34-0497 Environment: Sys/23 Datamaster 
IAM-V2RPS Available: 5/03/83 


1 License: § _ Pubs: GC34-0395 Environment: Series/1 
IAM Available: 9/30/86 


SC34-0771 Environment: Series/1 


5-192 


5719-ASA 


5719-AS6 


5719-AS7 


5719-CA1 


5719-CB5 


5719-CB6 


5719-CB7 


5719-CB8 


5719-CF2 


5719-CM2 





Charges:X/Y where a 


EDX Macro Assembler 
B/O 1230 B/M 


Service Code: C Test: 


RPS Program Preparation Subsystem V6 
B/O 6680 B/M 380 


Service Code: X Service End Date: 


Service Code: X Service End Date: 


System/370 Channel Attachment 
B/O 1815 B/M 


Service Code: X Service End Date: 


EDX COBOL Compiler & Resident Lib 
B/O 6570 B/M 


Service Code: X Service End Date: 
EDX COBOL Transient Library V2 
B/O 839 B/M 


Service Code: X Service End Date: 

RPS COBOL Compiler & Resident Lib 
B/O 6570 B/M 

Service Code: X Service End Date: 


RPS COBOL Transient Library V2 
B/O 839 B/M 


Service Code: X Service End Date: 


Service Code: X Service End Date: 


050 


Service Code: X Service End Date: 


License Type B=Basic 


= Charge Type 


1 License: § 


Acronym: 


29 


9/30/85 Test: 
RPS Program Preparation Subsystem 7.2 
B/O 9215 B/M 


657 


3/31/88 Test: 


Acronym: 

48 = 
9/30/83 Test: 
V2 Acronym: 
242 ae 
6/30/85 Test: 

~ Acronym: 

28 i 
6/30/85 Test: 
V2 Acronym: 
242 a 


4/30/85 Test: 
Acronym: 


26 


4/30/85 Test: 


EDX Communications Facility V2.1 ; 
B/O 3490 B/M 


Acron 
246 ae 


3/31/88 Test: 


RPS Communications Manager V2 : 
B/O 7 B/M 


Acron 
575 "" 


4/30/85 Test: 


D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Acronym: 


tnitial, 


Acronym: PPS 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


Environment: Series/1 


Available: 6/30/79 

Available: 8/31/83 

Ss Pubs: GC34-0461 Environment: Series/1 
Available: 10/31/86 

S) Pubs: GC34-0614 Environment: Series/1 
Available: 8/30/79 

s Pubs: GC34-0217 Environment: Series/1 
Available: 6/30/81 

s Pubs: GC34-0388 Environment: Series/1 
Available: 6/30/81 

s Pubs: GC34-0389 Environment: Series/1 
Available: 9/30/81 

S) Pubs: GC34-0390 Environment: Series/1 
Available: 9/30/81 

S Pubs: GC34-0391 Environment: Series/1 
Available: 12/31/84 

i} Environment: 5719-HD2 

Available: 4/29/83 


) Environment: Series/1+5719-AS6 


M=Multiple 


5-193 


=Annual, P=Primary 


5719-CN1 a a aes Acronym: Available: 6/16/86 











Service Code: X Service End Date: 3/31/88 Test: 1 License: S Pubs: G520-0102 Environment: RPS and DOS 
5719-CSO RPS Prog Comm en Preparation Facil Acronym: Available: 5/30/78 
= B/O 729 B/M 15 
Service Code: X Service End Date: 4/30/85 Test: 1 License: S Pubs: GC34-0183 Environment: Series/1 
5719-CS2 RPS Prog Comm eubeye Extend Exec support Acronym: Available: 8/30/79 
B/O 1670 B/M 7 
Service Code: X Service End Date: 4/30/85 Test: 1 License: § Pubs: GC34-0186 Environment: Series/1 
5719-CX1 EDX System/370 Channel Attachment Acronym: Available: 11/30/80 
B/O 3935 B/M 155 
Service Code: E Test: 1 License: §S Pubs: SC34-1701 Environment: Series/1 
5719-EAB Series/1 EDX C Run-Time Library Acronym: Available: 5/02/89 
B/O 3000 B/M 175 . 
Service Code: H Service End Date: 12/31/90 Test: 1 License: S Environment: EDX 
5719-EAC Series/1 EDX Token-Ring Interface rem Acronym: Available: 6/30/89 
B/O 3925 B/M 59 
Service Code: H Service End Date: 12/31/90 Test: 1 License: § Environment: Series/1 
5719-EM1 Series/1 pupae /Ouspyt Executive V1.1 Acronym: Available: 3/15/88 
Service Code: X Service End Date: 1/01/89 Test: 1 License: S Pubs: SC34-0726 Environment: EDX or RPS+S/1-XT 
5719-FO2 FORTRAN IV Compiler & Obj Sup Lib V2 Acronym: _ Available: 6/30/79 
B/O 1145 B/M 29 
Service Code: C Test: 1 License: § Pubs: GC34-0306 Environment: EDX/RPS 
5719-FO4 FORTRAN IV Realtime Subrou Lib V2 Acronym: Available: 11/30/78 
. B/O 404 B/M 11 
Service Code: C Test: 1 License: S. Pubs: GC34-0140 Environment: RPS 
5719-GP1 7361 Fastdraft System Acronym: Available: 6/29/84 
B/I 1290 B/M 193 : 
Service Code: X Service End Date: 1/15/86 Test: 2 License: § Pubs: GC34-0513 Environment: 7361+3101+3251. 


5719-HD1 RPS X.25 / High-Level Data Link Control Acronym: X.25/HDLC Available: 9/06/83 


5-194 


B/O 3490 B/M 218 


Service Code: X Service End Date: 8/30/85 Test: 1 License: §S Pubs: GCO9-1026 Environment: Series/1 
5719-HD2 EDX X.25 HDLC Communications Support Acronym: X.25/HDLC Available: 10/18/83 
/0O 3835 B/M 224 
Service Code: X Service End Date: 10/31/85 Test: 1 License: § Pubs: GC09-1026 Environment: EDX Version 4 
5719-LMA +Macro Library V6.1 Acronym: EDX Available: 5/02/89 
B/O 6445 B/M 429 i, 
Service Code: H Service End Date: 12/31/90 Test: 1 License: § Environment: Series/1 
5719-LM2 RPS Mathematical & Functional Subroutine Acronym: Available: 2/30/78 
B/O 700 B/M 15 
Service Code: C Test: 1 License: §S -Pubs: GC34-0138 Environment: Series/1 
5719-LM3 EDX Math & Functional Subroutine Library Acronym: Available: 6/30/79 
B/O 700 B/M 15 
Service Code: C Test: 1 License: S Pubs: GC34-0137 Environment: Series/1 
5719-MS2 EDX Muleapye Terminal Manager V2 Acronym: MTM Available: 3/15/88 
/0 1010 _ B/M 37 
Service Code: X Service End Date: 9/15/88 Test: 1 License: § Pubs: GC34-1700 Environment: Series/1 
5719-MT1 RPS partes Terminal Manager V3 Acronym: MIM Available: 3/15/88 
/0 1045 B/M 49 
Service Code: X Service End Date: 9/15/88 Test: 1 License: §S Pubs: GC34-0456 Environment: Series/1 
5719-PC4 RPS V4 with Command Language Acronym: Available: 4/30/79 
B/O 3725 B/M 100 
RPS V4 without Command a) Acronym: Available: 
B/O 2475 B/ 75 
Service Code: C Test: 1 License: § Pubs: GC34-0202 Environment: Series/1 
5719-PCS RPS Ver 5 with Command hanguage Acronym: Available: 2/30/81 
B/O 5700 B/ 236 
Service Code: X Service End Date: 9/30/83 Test: 1 License: § Pubs: GC34-0351 Environment: Series/1 
5719-PC6 RPS Version 6 Acronym: Available: 9/06/83 
B/O 9525 B/M 708 
RPS Mulrdproeceesns w/ Command as St Acronym: MPF Available: 4/30/83 
/O 5775 B/M 34 
Service Code: X Service End Date: 9/30/85 Test: 1 License: S Pubs: GC34-0471 Environment: Series/1 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


5-195 


5719-PC7 


5719-PJ7 


5719-PL2 


5719-PL4 


5719-PL5 


5719-PL6 


5719-RJ1 


5719-RJ6 


5719-RM1 


5719-RM6 


Series/1 Realtime Programming Syst V7.2 Acronym: 
B/O 9775 B/M 698 

Series/1 Realtime Programming Syst V7.2 Acronym: 
B/O 13970 BM 997 


Series/1 Realtime Programming Syst V7.2 Acronym: 
B/O 17460 . ByM : 1240 as 
Service Code: X Service End Date: 3/31/88 Test: 


Realtime Programming System V7.2 Acronym: 
B/O - 3550 stag 


Service Code: X Service End Date: 1/01/89 Test: 


RPS PL/I Compiler & Resident Lib Ver 2 Acronym: 
B/O 10360 B/M 281 

Service Code: C Test: 1 License: § Pubs: 

Acronym: 


RPS PL/I Transient Library V2 
B/O 1905 B/M 50 


Service Code: C Test: 1 License: S 


EDX PL/I Compiler & Resident EEDEery Acronym: 
B/O 10360 B/M 81 

Service Code: C Test: 1 License: S Pubs: 

EDX PL/I Transient Library Acronym: 
B/O 1905 B/M 50 

Service Code: C Test: 1 License: S Pubs: 

Acronym: 


EDX Advanced Remote Job Entry 
B/O 1460 B/M 90 
Service Code: X Service End Date: 4/30/85 Test: 


RPS Advanced Remote Job Entry Acronym: 
B/O 1460 B/M 


49 
Service Code: X Service End Date: 4/30/85 Test: 


EDX Remote Manager 1.2 : 
B/O 2790 B/M 184 


Service Code: X Service End Date: 3/31/88 Test: 


Acronym: 


RPS Remote Manager Acronym: 


Base OS 
Uniproc 


Multiproc 


1 License: S 


Available: 


1 License: § 


Available: 10/31/86 
Available: 10/31/86 
Available: 10/31/86 


Pubs: GC34-0615 Environment: Base OS, 9762,9763 
3/15/88 


Pubs: GC34-0614 Environment: Series/1-PC (4950) 


Available: 11/30/79 


GC34-0281 Environment: Series/1 
Available: 11/30/79 


Pubs: GC34-0282 Environment: Series/1 


Available: 


6/30/80 


GC34-0145 Environment: Series/1 


Available: 


6/30/80 


GC34-0146 Environment: Series/1 


ARJE 


1 License: S 
ARJE 


1 License: § 


Available: 


1 License: §S 


Available: 


5-196 


Available: 


Available: 


4/05/83 


Pubs: GC34-0458 Environment: S/1+MVS,VM,DOS/VSE 
6/25/82 


Pubs: GC34-0459 Environment: Series/1 
9/30/86 


Pubs: GL23-0138 Environment: DSX+HCF+NCCF+NPDA 
9/30/83 


5719-SM1 


Service Code: X Service End Date: A : : : 


5719-SM2 


5719-SX2 


(5719-THA 


5719-THB 


5719-THC 


EDX to sae manera (R) Controllers : 
B/O 550 


5719-THD 


5719-TR1 


5719-TR6 


5719-UT4 


(cont'd) 


Charges:X/Y where = 


B/O 2540 B/M 
Service Code: X Service End Date: 


RPS Sort/Merge 
[B58 


184 
9/30/85 Test: 


Acronym: 
438 


B/M 13 
4/30/85 Test 


EDX Sort/Merge Acronym: 
B/O- y 


501 


Service Code: X Service End Date: 


B/M 15 
6/30/85 Test: 


EDX Systems Network Architecture RJE Acronym: 
B/O 1395 B/M 47 


Service Code: X Service End Date: 6/30/85 Test: 


EDX to Texas Instruments (R) Controllers Acronym: 
B/O 5500 


Service Code: X Service End Date: 8/30/86 Test: 


EDX to Gould Modicon MICRO tm Controlirs ‘Acronym: 
B/O 5500 


Service Code: X Service End Date: 8/30/86 Test: 


Acronym 


Service Code: X Service End Date: 8/30/86 Test: 


EDX to General Electric Series 6 tm Supt Acronym: 
B/O 5500 


Service Code: X Service End Date: 8/30/86 Test: 


EDX Transaction Processing System 1.2 Acronym: 
B/O 4525 B/M 325 


Service Code: KX Service End Date: 3/31/88 Test: 


RPS Transaction Processing System 1.2 Acronym: 
B/O 4525 


Service Code: X Service End Date: 


EDX Utilities V2 
B/O | 1305 


3/31/88 Test: 


Acronym: 


B/M 34 


= Charge Type 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=tnitial, 


1 License: 


1 License 


1 License: 


SNA 


1 License: 


S5TI,TI520 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


5 Environment: DSX+HCF+NCCF+NPDA 


Available: 


S Pubs 
Available: 


S Pubs: 


Available: 


s Pubs: 


Available: 


S Pubs: 


Available: 


S) Pubs: 


Available: 


Ss Pubs: 


Available: 


s Pubs: 


Available: 


5 Pubs: 


6/30/79 


GC34-0239 
9/30/79 


GL23-0015 
6/30/81 


SC34-0402 
8/10/84 


GC34-0099 
8/10/84 


GC34-0099 
8/10/84 


GC34-0099 
8/10/84 


GC34-0099 
9/30/86 


$C34-0605 


Available: 10/10/86 


Environment: 
Environment: 
Environment: 
Soe onmenys 
Environment: 
Environment: 
Environment: 


Environment: 


Series/1 
Series/1 
Series/1 
eee 
5719-CF1 
iediede 
5719-CF1 


Series/1 


FS) Pubs: SC34-0603 Environment: Series/1 


Available: 


M=Multiple 


5-197 


5730/80 


=Annual, P=Primary 


5719-11 











(cont'd) Service Code: C Test: 1 License: § Pubs: GC34-0354 Environment: Series/1 
5719-U11 Energy Facility Control Power Mgmt Acronym: FC/PM1 Available: 10/30/77 
. B/O 6515 B/M ee 236 o 
Service Code: C Test: 1 License: S Pubs: GC34-0063 Environment: Series/1 
5719-U12 Ener Facility Control Power Mgmt Acronym: FC/PM2 Available: 11/30/77 
or B/O 741990 B/M ee 393 ei / / 
Energy 3 Special Feature Acronym: FC/PM3 Available: 
B/O 3315 B/M 107 
Service Code: C Test: 1 License: § Pubs: GH30-0094 Environment: Series/1 
5719-U13 Energy Facility Control Power Mgmt Acronym: FC/PM4 Available: 4/30/79 
=. B/O 712980 B/M . 471 hata 
Service Code: C Test: 1 License: S Pubs: GH30-0500 Environment: Series/1 
5719-U14 Energy Facility Control Power Mgmt Acronym: FC/PM2M Available: 6/30/78 
sa B/O 2 5860 B/M ss 193 a 
Energy Special Feature Acronym: FC/PM3 Available: 
B/O 2875 B/M 94 
. Service Code: C Test: 1 License: S Pubs: GH30-0094 Environment: Series/1 
§719-U15 Energy Facility Control Power Mgmt Acronym: FC/PM4M Available: 12/30/78 
= B/O . 7330 B/M 238 sis / 
Service Code: C Test: 1 License: § Pubs: GH30-0500 Environment: Series/1 
§719-XJ5 Event Driven Executive V5.2 Acronym: EDX Available: 3/15/88 
B/O 1045 
Service Code: X Service End Date: 1/01/89 Test: 1 License: § Pubs: GC34-0099 Environment: Series/1-PC (4950) 


5719-XS4 EDX iene yam TT and Emulator vane 4 Acronym: 


2645 B/M 


Service Code: X Service End Date: 6/30/85 Test: 


5719-XS6 +Basic Supervisor and Emulator V6.1 Acronym: 
B/O 3755 B/M 271 

Service Code: H Service End Date: 12/31/90 Test: 

5719-XT1 EDX MAP tm Application Server Acronym: 
B/O 5455 B/M 388 

Service Code: M Test: 1 License: S Pubs: 


Available: 7/31/83 


1 License: S Environment: Series/1 
EDX Available: 5/02/89 
1 License: § Environment: Series/1 


Available: 10/31/86 


SL23-0150 Environment: XHCS 


5-198 


5719-XT2 RPS MAP tm Communications Server Acronym: Available: 10/31/86 
B/O 11510 B/M 821 
Service Code: M Test: 1 License: 5 Pubs: SL23-0148 Environment: XHCS 
5719-XT4 EDX Primary SNA 1.1 Acronym: Available: 3/31/87 
B/O 4170 B/M 297 
Service Code: M Test: 1 License: § Environment: Series/1 
5719-XT5 EDX NO is Utility 1.0 Acronym: Available: 3/31/87 
Service Code: M Test: 1 License: S Environment: Series/1 
5719-XX5 EDX Program Preparation Facility V4 Acronym: Available: 7/31/83 
B/O 4085 B/M 258 
Service Code: X Service End Date: 6/30/85 Test: 1 License: § Environment: Series/1 
Acronym: EDX Available: 5/02/89 


344 


5719-XX7 +Program pecperarion Peet ty V6.1 : 
B/ 5155 /M 


Service Code: H Service End Date: 12/31/90 Test: 


5719-XX9 EDX Systems Network Architecture V2R1 Acronym: 
B/O 3490 B/M 249 
Service Code: M Test: 1 License: § Pubs: 
5726-AS1 Assembler & Macro Processor Acron 
B/O 4000 165 D/ 
. Service Code: X Service End Date: 2/21/86 Test: 
5726-BAl BASIC Acronym: 
B/O 1900 B/M 76 D/o- 
Service Code: X Service End Date: 2/21/86 Test: 
5726-BA2 BASIC Subset Acronym: 
B/O 471 
Service Code: A Test: 1 License: § Pubs: 
5726-CB1 COBOL perenya 
B/O 3900 B/M 160 D/ 


Service Code: X Service End Date: 
(cont 


Charges:X/Y where X= License Type 
Y= Charge Type 


2/21/86 Test: 
qesne a Client Account & Financial Reporting Sys Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, T={nitial, 


1 License: § 
EDX Available: 


Environment: Series/1 


12/04/87 


$C34-0773 Environment: Series/1 


Available: 3/30/78 
3000 D/M 124 
1 License: § Pubs: GC21-7840 Environment: System/34 


Available: 2/09/82 
1425 D/M 57 


1 License: §S 
WSU 


Pubs: GC21-7841 Environment: System/34 
Available: 8/30/81 . 


GC21-9035 Environment: System/34 
Available: 2/09/82 
M 120 


2925 D/ 
1 License: § Pubs: GC21-7745 Environment: System/34 
CAFRS Available: 9/30/81 


M=Multiple 
=Annual, P=Primary 


5-199 


3726-921 


(cont 4100 


Test: 


B/O 


Service Code: C 


B/M 220 


1 License: 


Pubs: GH30-0230 Environment: System/34 


5726-C22 Client Recount & Financial Repost yea Acronym: 


/0 8970 B/ 


Service Code: X Service End Date: 6/03/85 Test: 1 License: I 


D/ 


CAFRS 
6725 


5726-DM5 Over-the-Counter Inv & Accts Rec Inquiry Acronym: DMAS II 
B/O 2255 


Service Code: C Test: 


5726-D4A Billing Distributors 
B/O 2585 B/M 


Service Code: X Service End Date: 


161 


5726-D4B Accounts Receivable Distributors 
B/O 1650 B/M 86 


Service Code: X Service End Date: 


5726-D4C Inventory Control Distributors 
B/O 2365 B/M 


147 
Service Code: X Service End Date: 


5726-D4D Sales Analysis Distributors 
B/O 2150 


B/M 133 
Service Code: X Service End Date: 


5726-D4E Billing Lumber Dealers 
B/O 2400 


B/M 


Service Code: X Service End Date: 


125 


5726-D4F Accounts Receivable Lumber Dealers 
B/O 1650 B/M 103 


Service Code: X Service End Date: 


5726-D4G Inventory Control Lumber Dealers 
B/O 2150 B/M 133 
Service Code: X Service End Date: 

5726-D4H Sales Analysis Lumber Dealers 
B/O 2150 B/M 133 


1 License: § 


“Available: 11/30/78 
D/M 236 


Available: 


3/30/80 


Pubs: GB30-2501 Environment: System/34 
Available: 10/30/78 


Acronym: 


Acronym: 


6/03/85 Test: 


Acronym: 


6/03/85 Test: 


Acronym: 


6/03/85 Test: 


Acronym: 


6/03/85 Test: 


Acronym: 


6/03/85 Test: 


Acronym: 


6/03/85 Test: 


Acronym: 


DMAS 


6/03/85 Test: 1 License: I 


DMAS 


1 License: 


DMAS 


1 License: 


DMAS 


1 License: 


LDMAS 


1 License: 


LDMAS 


1 License: 


LDMAS 


1 License: 


LDMAS 


5-200 


Available: 


I Pubs: 


Available: 


I Pubs: 


Available: 


I Pubs: 


Available: 


I Pubs: 


Available: 


I Pubs: 


Available: 


I Pubs: 


Available: 


6/30/78 


GH30-0093 
9/30/78 


GH30-0093 
9/30/78 


GH30-0093 
8/30/78 


GH30-0166 
8/30/78 


GH30-0166 
8/30/78 


GH30-0166 
8/30/78 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Pubs: GH30-0230 Environment: System/34 


Pubs: GH30-0093 Environment: System/34 


System/34 


System/34 


System/34 


System/34 


System/34 


System/34 


5726-D6A 


5726-D6B 


5726-D6C 


5726-D68 


5726-EM1 


5726-E31 


5726-E32 


5726-E33 


5726-FOl 


5726-F11 


Charges:X/Y where ae 


Student 


Service Code: X Service End Date: 6/03/85 Test: 


General Hedger Distributors Acronym: 
B/ 1520 B/M 70 

Service Code: C Test: 1 License: I Pubs: 

Accounts yh Sia Distributors Acronym: 
B/ 1520 B/M 70 

Service Code: C Test: 1 License: I Pubs: 

Payroll Distributors Acronym: 
B/O 1900 B/M 92 

Service Code: C Test: 1 License: I Pubs: 

Acronym: 


Sales Analysis Food Distributors 
B/O 2150 B/M 113 
Service Code: X Service End Date: 6/03/85 Test: 


3270 Device Emulation on S/34 
B/O 5500 B/M 223 


2/21/86 Test: 


Records School Administration 
B/O 3745 B/M 181 


Code: X Service End Date: 


Service Code: X Service End Date: 


Acronym: 


Service 7/15/83 Test: 


Student yi ae School Administration Acronym: 
B/O 4130 B/M 201 


Service Code: X Service End Date: 7/15/83 Test: 

Student ache School Administration Acronym: 
B/O 4955 B/M 242 

Service Code: X Service End Date: 7/15/83 Test: 


FORTRAN IV 


Acronym: 
B/O 222 d/o 


2/21/86 Test: 


5400 B/M 
Service Code: X Service End Date: 


Customer Information File Banking 
B/O B/M 


4000 254 


Service Code: X Service End Date: 


= Charge Type 


ae 


Acronym: 


6/03/85 Test: 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=tnitial, 


1 License: 


DFAS 


I Pubs: GH30-0166 Environment: System/34 


Available: 


GH30-0219 Environment: 


DFAS 


Available: 


GH30-0219 Environment: 


DFAS 


Available: 


GH30-0219 Environment: 


FDMAS 


1 License: 


4125 
1 License: 
SAS 


1 License: 
SAS 


1 License: 
SAS 


1 License: 


4050 
1 License: 
CIF 


1 License: 


M=Multiple 


5-201 


Available: 


I Pubs: 


Available: 
D/M 167 


S Pubs: 


Available: 


I Pubs: 


Available: 


I Pubs: 


Available: 


I Pubs: 
Available: 
D/M 16 


S Pubs: 
Available: 


I Pubs: 


5/30/78 


System/34 
4/30/78 


System/34 
5/30/78 


System/34 
6/30/78 


GH30-0156 Environment: System/34 


2/09/82 


GC21-7807 Environment: System/34 


9/30/78 


GH30-0410 
9/30/78 


GH30-0414 
9/30/78 


GH30-0415 


2/09/82 
: / 


GC21-7685 
8/30/78 


G360-0050 


=Annual, P=Primary 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


System/34 
eyatenys* 
System/34 
System/34 


System/34 





5726-F12 Demand Deposit Accounting Banking Acronym: DDA Available: 8/30/78 

















3600 B/M 226 . 
Service Code: X Service End Date: 6/03/85 Test: 1 License: I Pubs: G360-0050 Environment: System/34 
5726-F13 Savings Becountine Banking -Acronym: Available: 12/30/78 
B/O 3550 B/M 222 
Service Code: X Service End Date: 6/03/85 Test: 1 License: I Pubs: G360-0050 Environment: System/34 
5726-F14 Installment Loan Accounting Banking Acronym: Available: 10/30/79 
B/O 4100 B/M 257 
Service Code: X Service End Date: 6/03/85 Test: 1 License: I Pubs: G360-0050 Environment: System/34 
5726-G21 Public Bud eting & Accounting Appl Govt Acronym: PBA Available: 9/30/78 | 
B70 4820 ByM 566 D/ 11120 D/M 423 
Service Code: X Service End Date: 6/03/85 Test: 1 License: I Pubs: GH30-0229 Environment: System/34 
5726-H14 General teh ee cconnee Payable Hosts Acronym: HFMS Available: 6/30/78 
B/ 2520 B/M 29 : 
Service Code: D Test: 1 License: I Pubs: GH30-0407 Environment: System/34 
5726-H15 Medical Group Hana pement System Acronym: MGMS Available: 11/30/78 
B/O 3900 B/M 210 
Service Code: C Test: 1 License: I Pubs: GH30-0228 Environment: System/34 
5726-H16 Medical Group Management System II ser enym: MGMS II Available: 12/30/78 
~ B/O 11890 B/M 452 D/ 8925 D/M 338 
Service Code: X Service End Date: 6/03/85 Test: 1 License: I Pubs: GH30-0228 Environment: System/34 
5726-K11 aac and Mailing List 7) aa Acronym: Available: 10/30/78 
/0 2950 B/ 158 . 
Service Code: C Test: 1 License: I Pubs: GH30-0454 Environment: System/34 
5726-M4A Data mohieceson syetom Support Mfg a MAPICS Available: 12/30/78 
B/O 5215 B/M 210 D/ 3940 D/M 158 
Service Code: X Service End Date: 6/28/85 Test: 1 License: I Pubs: GH30-0221 Environment: System/34 
5726-M4B Material yt eae ea Plannin perouye: MAPICS Available: 3/30/79 
B/ 8120 B/M 330 D/ 6085 D/M 246 
Service Code: X Service End Date: 6/28/85 Test: 1 License: I Pubs: GH30-0221 Environment: System/34 


5-202 


5726-M4G 


5726-M41 


5726-M42 


5726-M43 


5726-M44 


5726-M45 


5726-M46 


5726-M47 


5726-M48 


5726-M49 


5726-M6A 
(cont d) 


Charges:X/Y where X= 


Capacity Requirements Plannin 
y sf B/G 7112 B/H 


Service Code: X Service End Date: 


Production Control and Costin 
B/O 8120 B/ 


Service Code: X Service End Date: 


Payroll Distributors Mfg MAPICS 
B/O 4590 B/M 


Service Code: X Service End Date: 


Accounts Ay ade 
B/ 


3385 B/M 


Service Code: X Service End Date: 


Accounts Receivable 
B/O 3385 B/M 


Service Code: X Service End Date: 


Inventory Management 
B/O 


4660 B/M 


Service Code: X Service End Date: 


Product Data nea se nent 
B/O 7740 B/M 


Service Code: X Service End Date: 


General Ledger 
B/O 


3385 B/M 


Service Code: X Service End Date: 


Sales Analysis 
B/O 


4450 B/M 


Service Code: X Service End Date: 


Order Entry and Invoicing 
B/O 4985 B/M 


Service Code: X Service End Date: 


Revenue Accounting Construction A/R 


License Type 
Y= Charge Type 


288 sy) 
6/28/85 Test: 
330 "By 
6/28/85 Test: 
184 "BY 
6/28/85 Test: 
36 "By 
6/28/85 Test: 
136 Acro” 
6/28/85 Test: 
Cay) i 
6/28/85 Test: 
300 "Bye" 
6/28/85 Test: 
36 "BB" 
6/28/85 Test: 
a1 BR" 
6/28/85 Test: 
204 soy, 
6/28/85 Test: 
Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, T=initial, 


MAPICS 
5340 


1 License: 


: MAPICS 


6085 


1 License: 


: DFAS II 
3440 


1 License: 


: DFAS IT 
2545 


1 License: 


: MAPICS 


2545 
1 License: 


MAPICS 
3340 


1 License: 


MAPICS 
5530 


1 License: 

DFAS II 
2545 

1 License: 


MAPICS 
3340 


1 License: 


MAPICS 
3740 


1 License: 
CMAS/34 


M=Multiple 


5-203 


Available: 1/30/81 
D/M 215 


I Pubs: GH30-0221 
Available: 2/28/79 
D/M 246 


I Pubs: GH30-0221 
Available: 11/30/78 
D/M 137 


I Pubs: GH30-0221 
Available: 10/30/78 
D/M 99 


I Pubs: GH30-0221 
Available: 12/30/78 
D/M 99 


I Pubs: GH30-0221 
Available: 11/30/78 
D/M 136 


I Pubs: GH30-0221 
Available: 11/30/78 
D/M 223 


I Pubs: GH30-0221 
Available: 10/30/78 
D/M 99 


I Pubs: GH30-0221 
Available: 11/30/78 
D/M 136 


I Pubs: GH30-0221 
Available: 11/30/78 
D/M 150 


I Pubs: GH30-0221 
Available: 9/30/81 


=Annual, P=Primary 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


System/34 


System/34 


System/34 


System/34 


System/34 


System/34 


System/34 


System/34 


System/34 


System/34 


5726-M6A 





(cont ‘d) B/O 4515 B/M 181 D/O 3380 D/M 134 
Service Code: X Service End Date: 12/18/87 Test: 1 License: I Pubs: GH30-0707 Environment: System/34 
5726-M61 Job Costing - Construction Acronym: CMAS/34 Available: 5/30/78 
B70 1580 B/M 74 
Service Code: C Test: 1 License: I Pubs: GH30-0707 Environment: System/34 





5726-M62 Accounts Payable - Construction SPM Acronym: CMAS/34 Available: 5/30/78 
B/ 1965 B/M 93 














Service Code: C Test: 1 License: I Pubs: GH30-0707 Environment: System/34 
5726-M63 Payroll - Construction Acronym: CMAS/34 Available: 5/30/78 
B/O 2725 B/M 130 
Service Code: C Test: 1 License: I Pubs: GH30-0707 Environment: System/34 
5726-M64 General i - Construction Acronym: CMAS/34 Available: 4/30/78 
B/ 1580 B/M 74 
Service Code: C Test: 1. License: I Pubs: GH30-0707 Environment: System/34 
5726-M66 Job Costing - Construction ae ron ym: CMAS/34 Available: 5/30/79 
B70 2850 B/M 117 D/ 2135 D/M 86 
—_ Service Code: X Service End Date: 12/18/87 Test: 1 License: I Pubs: GH30-0707 Environment: System/34 
5726-M67 General Wi: tea - Construction merouym: emneioe Available: 5/30/79 
B/ 2850 B/M 117 D/ 213 D/M 86 
Service Code: X Service End Date: 12/18/87 Test: 1 License: I Pubs: GH30-0707 Environment: System/34 
5726-M68 Accounts Payable Acronym: CMAS/34 Available: 5/30/79 
B b 3875 B/M 157 D/ 2905 D/M 117 
Committed Cost / Cost History Feature Acronym: CMAS/34 Available: 
B/O 1730 B/M 70 D/ 1300 D/M 51 
Service Code: X Service End Date: 12/18/87 Test: 1 License: I Pubs: GH30-0707 Environment: System/34 
5726-M69 Payroll and Labor Costing - Construction nerouye: CMAS/34 Available: 5/30/79 
B/O 5145 B/M 209 D/ 3860 D/M 155 . 
Service Code: X Service End Date: 12/18/87 Test: 1 License: I Pubs: GH30-0707 Environment: System/34 
5726-RG1 RPG II acronye: Available: 2/09/82 
~s B/O 1300 B/M 52 D/ 975 D/M 39 
Service Code: X Service End Date: 2/11/86 Test: 1 License: § Pubs: GC21-7669 Environment: System/34 


5-204 


5726-RG2 


5726-SS1 


5726-SS82 


5726-T21 


5726-UT1 


5726-UT2 


5726-XA7 


5726-XP1 


5727-AP1 


5727-AP6 


(cont'd) 


Charges 


RPG II Subset Acronym: Available: 6/30/81 
B/O 326 
Service Code: A Test: 1 License: § Pubs: GC21-9034 Environment: System/34 
System Buppert Program Reronya SSP Available: 2/09/82 
/0 4500 B/M 187 D/ 3375 D/M 140 
Interactive Communications Feature saa) a ICF Available: 2/09/82 
B/O 3700 B/M 151 D/ 2775 D/M 
3600 4700 Finance Communication Acron FSF Available: 2/09/82 
B/O 6200 B/M 254 D/ 4650 D/M 190 
Service Code: X Service End Date: 2/21/86 Test: 1 License: § Pubs: GC21-7702 Environment: System/34 
System SuppOre ree Subset Preconfig Acronym: SSP Available: 6/30/81 
/0 1090 
Service Code: A Test: 1 License: S$ Pubs: GC21-9032 Environment: System/34 
Motor Freight Revenue Accounting Acronym: MFAS Available: 12/30/78 
B70 9735 M 509 
Service Code: X Service End Date: 7/15/83 Test: 1 License: I Pubs: GH30-0413 Environment: System/34 
Utilities Ber Onym: DFU Available: 2/09/82 
B/O 1600 B/M 64 D/ 1200 D/M 48 
Service Code: X Service End Date: 2/21/86 Test: 1 License: S Pubs: GC21-7659 Environment: System/34 
Utilities Subset Acronym: SEU Available: 6/30/81 
B/O 399 
Service Code: A Test: 1 License: §S Pubs: GC21-9033 Environment: System/34 
Financial appa treree Brice - Retail Acronym: RMAS Available: 12/30/81 
B/ 5400 /M 226 
Service Code: E Test: 1 License: §S Pubs: GH30-0136 Environment: System/34 
Job Analysis System ect Ma CPM Available: 9/30/78 
B/O 6165 B/M 249 D/ 4630 D/M 185 
Service Code: X Service End Date: 6/03/85 Test: 1 License: S Pubs: GH30-0511 Environment: System/34 
5224 / 5225 Advanced Printer Function Acronym: APF/36 Available: 1/31/84 
B/O 848 D/O 744 
Service Code: X Service End Date: 12/31/85 Test: 1 License: §S Pubs: GC21-7981 Environment: System/36 
Advanced Printer Program Acronym: Available: 6/30/84 
B/O 338 D/O 254 
:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Y= Charge Type 


O=One Time, M=Monthly, I=tnitial, 


=Annual, P=Primary 
5-205 


5727~AP6 
(cont d) 


5727-AS1 
5727-AS6 
5727-BAl1 
(5727-BA6 
5727-BG1 
5727-BG6 
5727-BR1 
5727-CB1 
5727-CB6 


5727-D81 


Service Code: X Test: 0 License: S Environment: System/36 
Assembler and Macro Processor Acron Available: 

B/O 5815 B/M 330 D/ 5115 
Service Code: X Service End Date: 7/01/83 Test: 1 License: § Pubs: GC21-7893 Environment: System/36 
Assembler and Macro Processor Acronym: Available: 7/19/85 

B/O 2325 D/O 1740 
Service Code: X Service End Date: 6/30/90 Test: 0 License: S Pubs: G580-0570 Environment: System/36 PC 
BASIC Acron Available: 7/01/83 

B/O 1935 B/M 107 D/ 1695 
Service Code: A Test: 1 License: § Pubs: GC21-9011 Environment: System/36 
BASIC Acronym: Available: 7/19/85 

B/O 485 D/O 363 
Service Code: X Service End Date: 6/30/90 Test: 0 License: §S Pubs: G580-0570 Environment: System/36 PC 
Business Graphics Uetieeies (ee Acronym: Available: 1/28/86 

B/O 970 /O0 852 
Service Code: A Test: 1 License: § Pubs: G580-0454 Environment: S$/36(5360/2) 
Business Graphics Dedbivies( oe Acronym: Available: 2/28/86 

B/O 387 D/O 290 
Service Code: A Service End Date: 6/30/90 Test: 1 License: S Pubs: G580-0454 Environment: S/36 PC 5364 
Business a A Develop Syst Acronym: BRADS Available: 10/28/83 

B/ 2695 
Service Code: B Test: 1 License: §S Pubs: GH30-2576 Environment: System/36 
COBOL i) and Library aera ya: Available: 7/01/83 

/0 3030 B/M 199 D/ 2665 

Service Code: A Test: 1 License: § Pubs: GC21-9009 Environment: System/36 
COBOL Acronym: Available: 7/19/85 

B/O 1210 D/O 908 ie 
Service Code: X Service End Date: 6/30/90 Test: 0 License: § Pubs: G580-0570 Environment: System/36 PC 
Development Support Utility Acronym: Available: 1/21/86 

B/O 1210 B/M 83 D/ 1065 


5-206 


Service Code: A Test: 1 License: Environment: System/36 
5727-DS6 Development Support Utility Acronym: Available: 1/21/86 
B/O : 485 D/O 363 a 
Service Code: M Service End Date: 6/30/90 Test: 0 License: S Environment: System/36 5360/62 
5727-D4A Cross Application Spec Support meron yi. CASS Available: 2/02/88 
B/O 117 /M 127 D/ 1210 
Service Code: B Test: 1 License: Pubs: GH30-0690 Environment: S$/36,8S/36 PC+DMAS 
5727-D41 Distributors Mgt Acctg - Billing poronya: DMAS Available: 2/02/88 
B/O 3875 B/M 281 D/ 2905 
Service Code: B Test: 1 License: Pubs: GH30-0690 Environment: CASS 
5727-D42 Distributors Mgt Acctg - Accts Rec pa A DMAS Available: 2/02/88 
B/O 3390 B/M 196 D/ 2545 
Service Code: B Test: 1 License: Pubs: GH30-0690 Environment: CASS 
5727-D43 Distributors Mgt Acctg - Inv Ctrl ss DMAS Available: 2/02/88 
B/O 3875 B/M 258 D/ 2905 
Service Code: B Test: 1 License: § Pubs: GH30-0690 Environment: CASS 
5727-D44 Distributors Mgt Acctg - Sales analysts ee Ma DMAS Available: 2/02/88 
B/O 3875 B/M 58 D/ 2905 
Service Code: B Test: 1 License: Pubs: GH30-0696 Environment: CASS 
5727-D45 Distributors Mgt Acctg - Purchasing Acronym: DMAS Available: 2/02/88 
B/O 5455 B/M 541 D/ 4085 
Service Code: B Test: 1 License: Pubs: GH30-0696 Environment: CASS 
5727-D46 Distributors Mgt Acctg - Inv Mgmt Acronym: DMAS Available: 2/02/88 
B/O 6665 B/M 448 D/ 4995 
Service Code: B Test: 1 License: § Pubs: GH30-0690 Environment: CASS+5727-D43 
5727-D47 Distributors Mgt Acctg - Gen Ledger AcE On ya DMAS Available: 2/02/88 
B/O 3390 B/M 196 D/ 2545 
Service Code: B Test: 1 License: § Pubs: GH30-0696 Environment: CASS 
5727-D48 Distributors Mgt Acctg - Accts Pay ey DMAS Available: 2/02/88 
B/O 3390 B/M 196 D/ 2545 
Service Code: B Test: 1 License: S Pubs: GH30-0696 Enyironment: CASS 





License Type 


B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type 


O=One Time, M=Monthly, I=initial, A=Annual, P=Primary 
5-207 


Charges:X/Y where a 


5727-D49 


5727-EP1 


5727-EP6 


5727-FOl 


5727-F06 


5727-LC1 


5727-LC6 


5727-MA1 


5727-MG1 


5727-M4A 


Distributors Mgt Acctg - Bayer Acron 
B/O - 3875 /M 266 D/ 

Service Code: B Test: 1 License: S Pubs: 
3278 Emulation via PC Acron 
B/O 2720 B/M 180 D/ 

Service Code: M Test: 1 License: S Pubs: 

Acronym: 


3278 Emulation via PC 
B/O 1090 817 


D/O 


Service Code: M Service End Date: 


FORTRAN IV Acronym: 
B/O 3390 B/M 191 D/ 

Service Code: A Test: 1 License: §S Pubs: 

FORTRAN IV Acronym: 
B/O 1350 D/O 1015 


Service Code: X Service End Date: 


Test: 1 License: S 
SYS/36 LAN Communication 
8) 841 


System/36 PC 
sd B/O 


Service Code: A 


Service Code: 


System/34 to 
y / BY 


M Service End Date: 


System/36 Migration Aid 
is) i 


Service Code: X 
AS/400 SYS/36 Migration Aid 
+AS/400 SYS/36 Migration Aid R5.3 
B/O 155 D/O 


Service Code: H Service End Date: 


1015 


Data Collection oo Support Acton 
B/O 5500 B/M 317 D/ 


: DMAS 


6/30/90 Test: 


6/30/90 Test: 
System/36 Local Area Network Communicatn meron ym: 
B/O 1115 B/M 89 D/ 


Acronym: 


poe Network Communic Acronym: 


6/30/90 Test: 
Acronym: 


Service End Date: 12/31/85 Test: 


Acronym: 
Acronym: 


6/30/90 Test: 


Available: 2/02/88 


2905 
GH30-0696 Environment: CASS 


Available: 12/31/86 
2390 


$C09-1086 Environment: System/36 5360/2 
Available: 12/31/86 


1 License: § Pubs: SC09-1086 Environment: System/36 PC 


Available: 7/01/83 
2975 
GC21-0910 Environment: System/36 
Available: 7/19/85 


0 License: § Pubs: G580-0570 Environment: System/36 PC 


foren Ring Available: 6/30/87 


Environment: S/36+AT in a T-R net 


SYS/36 Available: 10/30/87 
Token-Ring Available: 10/30/87 


Environment: SYS/36 5363 OR 5364 
5/16/83 


1 License: S 


Available: 


0 License: I Pubs: GC21-9058 Environment: System/34+System/36 


Available: 6/24/88 

Available: 10/27/89 

Environment: AS/400 
9/30/83 


0 License: S 
MAPICS Available: 
4130 


5-208 


5727-M4B 


5727-M4G 


5727-M4X 


5727-M41 


5727-M42 


5727-M43 


5727 -M44 


5727-M45 


5727-M46 


5727-M47 


Charges 


Service Code: X Service End Date: 


6/26/87 Test: 1 License: § 


5-209 


Pubs: GH30-9002 Environment: CASS 


GH30-9002 Environment: CASS 


GH30-9002 Environment: CASS 


Material Roquscements Prana ies ncnonya: MAPICS Available: 9/30/83 
B/ 8505 B/ 485 D/ 6370 
Service Code: X Service End Date: 6/26/87 Test: 1 License: § Pubs: 
Capacity Requsrencnts Plannin nceonya: MAPICS Available: 9/30/83 
B/ 7450 B/ 428 D/ 5595 
Service Code: X Service End Date: 6/26/87 Test: 1 License: § Pubs: 
Cross Application System Support Acronym: CASS Available: 9/30/83 
B/O 2300 Bye 139 d/o 1720 / 
Service Code: X Service End Date: 6/26/87 Test: 1 License: §S Pubs: GH30-9002 
Production Control and Costin a al MAPICS Available: 9/30/83 
B/O 8505 B/ 485 D/ 6370 
Service Code: X Service End Date: 6/26/87 Test: 1 License: S Pubs: GH30-9002 
Payroll Boron ye: MAPICS Available: 9/30/83 
B/O 4800 B/M 278 D/ 3600 
Service Code: X Service End Date: 6/26/87 Test: 1 License: S Pubs: GH30-9001 
Accounts payepre gc ho MAPICS Available: 9/30/83 
B/ 3555 B/M 206 D/ 2670 
Service Code: X Service End Date: 6/26/87 Test: 1 License: §S Pubs: GH30-9001 
Accounts Receivable oe fa MAPICS Available: 9/30/83 
B/O 3555 B/M 206 D/ 2670 
Service Code: X Service End Date: 6/26/87 Test: 1 License: S Pubs: GH30-9001 
Inventory Management acEouym MAPICS Available: 9/30/83 
B/O 4665 B/M 270 D/ 3500 
Service Code: X Service End Date: 6/26/87 Test: 1 License: §S Pubs: GH30-9002 
Product Data Management Acronym: MAPICS Available: 9/30/83 
B/O 7740 B/M 446 b/d 5800 
Service Code: X Service End Date: 6/26/87 Test: 1 License: § Pubs: GH30-9002 
General eo Acronym: MAPICS Available: 9/30/83 
B/ 3555 B/M 206 D/O 2670 
Service Code: X Service End Date: 6/26/87 Test: 1 License: § Pubs: GH30-9001 
:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


System/36+MAPICS 


CASS 


CASS 


CASS 


CASS 


CASS 


CASS 


CASS 


5727-M48 
S7O7=HED 
5727-M6A 
5727-M6X 
5727-M66 
5727-M67 


5727-M68 


5727-M69 
5727-M7A 


5727-M7B 


Service Code: E 


Sales Analysis acronym: 
B/O 4665 B/M 271 D/ 

Service Code: X Service End Date: 6/26/87 Test: 

Order Entry and Invoicing Acronym: 
B/O §225 B/M 300 D/ 

Service Code: X Service End Date: 6/26/87 Test: 

Revenue Prcount ins a al 
B/O 4735 B/M 249 D/ 

Service Code: B Test: 1 License: § Pubs: 

Cross Application System Support Acronym: 

B/O 199% BM 112 d/o, 

Service Code: B Test: 1 License: S Pubs: 
Job Costin Acron 
ByO 2990 B/M 174 D/ 

Service Code: B Test: 1 License: S$ Pubs: 

General neceee Acronym: 
. B/ 2990 B/M 174 D/ 

Service Code: B Test: 1 License: S Pubs: 

Accounts payanie scronyms 
 B/ 4060 B/M 235 D/ 

Committed Cost / Cost History Feature — sa a 
B/O 2200 B/M 127 D/ 

Service Code: B Test: 1 License: § Pubs: 

Payroll And Labor Costing ocrony™: 
B/O 5395 B/M 310 D/ 

Service Code: B Test: 1 License: § Pubs: 

Data Collection Ser ooya: 
B/O 6270 B/M 312 D/ 

Service Code: E Test: 1 License: § Pubs: 

Material Requisencote rennoe | peronyn: 
B/ 9760 B/ 488 D/ 

Test: 1 License: § Pubs: 


5-210 


MAPICS Available: 
3500 

1 License: S Pubs: 

MAPICS Available: 
3915 

1 License: §S Pubs: 

CMAS Available: 
3545 

GH30-9003. Environment: 

CASS Available: 
1490 

GH30-9003 Environment: 

: CMAS Available: 

2240 

GH30-9003 Environment: 

CMAS . Available: 
2240 

GH30-9003 Environment: 

CMAS Available: 
3045 

CMAS Available: 
1640 

GH30-9003 Environment: 

CMAS Available: 
4045 

GH30-9003 Environment: 

MAPICS Il Available: 
§515 

GH30-9006 Environment: 

MAPICS II Available: 
8585 

GH30-9006 Environment: 


9/30/83 


GH30-9000 Environment: CASS 
9/30/83 


GH30-9001 Environment: CASS 
10/28/83 


System/36+CASS 
10/23/87 


S/36,S/36 PC,+CMAS 
10/28/83 


CASS 
10/28/83 


CASS 
10/28/83 


CASS 
10/28/83 


CASS 
3/31/85 


CASS 
3/31/85 


CASS 


5727-M7G 


Capacity Requirements Plannin : 
B/O 9 B/H 


5727-M7H 


5727-M7J 


5727-M7K 


5727-M7L 


5727-M7N 


5727-M7P 


5727-M7X Cross Application System Support 
B/O 292% ByM 


Pubs: GH30-9004 Environment: System/36,8/36 PC 
5727-M71 ate 01 tate Ty) and Cee 


5727-M72 


Charges:X/Y where ca 


Service Code: E 


Capacity Requirements Plannin 
: ? B/O 7605 B/H 


Service Code: E 


Master Production Schedule Planning 
B/O 14570 B/M 


Service Code: E 


casas 7 


Service Code: E 


Forecastin 
B7O 


Service Code: E 


Inventory Management for Process 
B/O 25360 


- Service Code: E 


060 
Test: 


Test: 


Test: 


12165 
Test: 


13940 
Test: 


Test: 


Location/Lot Mane souent 
B/O 5325 


Service Code: E 


Service Code: E 


Service Code: E 


Payroll 
7 B/O 


Service Code: E 


Test: 


Test: 


10240 
Test: 


5290 


Test: 


License Type 
Charge Type 


451 


1 License: 


380 


1 License: 


728 


1 License: 


B/M 


1 License: 


608 


B/M 696 


1 License: 


B/M 1265 


1 License: 


B/M 266 


1 License: 


145 


1 License: 


B/ 515 


1 License: 


B/M 263 


1 License: 


Ss 


Ss 


S) 


Ss 


S 


S) 


S 


iS) 


Ss 


S 


Acron 
D/O. 
Pubs: 

Acronym: 
D/O 


Pubs: 


Acronym: 
D/O. 
Pubs: 


Acron 
D/ 


Pubs: 


Acronym: 
D/O. 
Pubs: 


Acron 
D/ 


Pubs: 
Acronym: 

D/o- 

Pubs: 


eo 


Acron 
D/ 


Pubs: 


Acronym: 
D/O. 
Pubs: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


MAPICS II 
7970 
GH30-9006 
MAPICS II 
6685 
GH30-9006 


MAPICS II 
12820 


GH30-9005 


: MAPICS II 


10705 
GH30-9006 


MAPICS II 
12260 


GH30-9004 


: MAPICS II 


22310 
GH30-0998 
MAPICS II 
4680 
GH30-9006 


MAPICS II 
2575 


: MAPICS If 


9015 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Available: 


3/31/85 


CASS 
3/31/85 


CASS 
12/31/85 


System/36 
9/30/85 


CASS 
3/31/85 


CASS 
3/31/86 


System/36 
3/31/86 


System/36 
10/23/87 


3/30/85 


GH30-9006 Environment: CASS 


MAPICS ITI 
4240 


Available: 


9/21/84 


GH30-9004 Environment: CASS 


M=Multi 


5-211 


le 


=Annual, P=Primary 


5727-M73 
5727-74 
5727-M75 
5727-M76 
5727-M77 
5727-M76 
5727-M79 
5727-081 
5727-086 
5727-QU1 


5727-QU6 


Accounts payabte Acron 
B/ 3900 B/M 194 D/ 
Service Code: E Test: 1 License: § Pubs: 
Accounts Receivable Acronym: 
B/O 3900 B/M 194 D/ 
Service Code: E Test: 1 License: § Pubs: 
Inventory Management ay) A 
B/O 6970 B/M 347 D/ 
Service Code: E Test: 1 License: § Pubs: 
Product Data Hanae cnent neronym: 
B/O 10730 B/M §35 D/ 
Service Code: E Test: 1 License: § Pubs: 
General 9: toe ps 
B/ 4455 B/M 222 D/ 
Service Code: E Test: 1 License: S Pubs: 
Sales Analysis mcr ony: 
B/O 5090 B/M 256 D/ 
Service Code: E Test: 1 License: § Pubs: 
Order Entry and Invoicing a Ga 
B/O 6690 B/M 333 D/ 
Service Code: E Test: 1 License: §S Pubs: 
Office Management Epecee Acronym: 
B/O 235 D/O 2075 
Service Code: X Service End Date: 12/31/85 Test: 
Office Management System Acronym: 
B/O 942, D/O 708 i 
Service Code: X Service End Date: 6/30/86 Test: 
Query/36 Acronym: 
2: B/0 1145 B/M 77 b/d 
Service Code: A Test: 1 License: § Pubs: 
Query/36 Acronym: 


: MAPICS II Available: 9/21/84 


3435 
GH30-9004 Environment: CASS 
MAPICS II Available: 9/21/84 
3435 


GH30-9005 Environment: CASS 
MAPICS II Available: 9/21/84 
6130 


GH30-9006 Environment: CASS 
MAPICS II Available: 3/31/85 
9440 


GH30-9006 Environment: CASS 
MAPICS II Available: 9/21/84 
3915 


GH30-9004 Environment: CASS 
MAPICS II Available: 3/31/85 
4475 


GH30-9005 Environment: CASS 
MAPICS II Available: 3/31/85 
5880 


GH30-9004 Environment: CASS 
OMS /36 Available: 1/31/84 


1 License: §S - Pubs: G580-0454 Environment: Upgrade to PS/36 
Available: 7/19/85 


0 License: S Pubs: G580-0570 Environment: System/36 PC 


Available: 7/31/85 
1010 


G580-0454 Environment: System/36 
Available: 7/19/85 


5-212 


Service Code: E 


B/O 459 D/O 344 


Service End Date: 


6/30/90 Test: 0 License: S 


Pubs: G580-0570 Environment: System/36 PC 


5727-RG1 RPG II menanye: Available: 7/01/83 
B/O 970 B/M 52 D/ 848 
Service Code: A Test: 1 License: § Pubs: GC21-9008 Environment: System/36 
5727-RG6 RPG II ; Acronym: Available: 7/19/85 
B/O 387 D/O 290 
Service Code: X Service End Date: 6/30/90 Test: 0 License: § Pubs: G580-0570 Environment: System/36 PC 
5727-SS1 System Support Program 1.5.1 Acronym: SSP Available: 7/31/85 
ByO 4410 B/M 295 d/o 3875 
SSP ma vi peocgee B/M - sey) saad Available: 7/01/83 
SSP sola 7 [see soap cations pee 3G say ta Mee Available: 7/01/83 
SSP 3270 ig gues se a a ee Available: 7/01/83 
SSP Bue AS eceeace RJE aha sa0 Acronym: Penne Available: 7/01/83 
SSP Data Ct eekaaee cy aa for BONAR Acronym: DES Available: 7/01/83 
SSP ao age File Sir guid ia pes) rie Available: 7/01/83 
SSP Communications & System gt may Ma C&SM Available: 5/31/84 
; B/O 00 B/ 57 D/ 963 
SSP Distributed Data Management neronym: Available: 
0 2755 B/M 181 D/ 2425 
System Suppere dete Acronym: Available: 
SSP auromarac ae Acronym: Available: 12/31/85 
SSP sae ise Support B/M i Acroay pe Available: 2/21/86 
SSP Tape SUPPOSE ee B/M as ey Nk a Available: 2/21/86 
SSP Peo ee io ot ihe Available: 2/21/86 
SSP cactial Visg 3278 Emulation on PC macy Available: 2/21/86 
/O 2475 B/M _ 164 D/ 2175 
SSP Advanced Peer-to-Peer See Acron Available: 
B/O. 1650 | : _ ,,210 D/ 1450 
SSP Interactive Communications Upline Acron Available: 
B/O 1430 B/ 126 D/ 1260 
SSP Interactive Communications Upline Berna Available: 
B/O 1760 B/M 157 D/ 1545 
SSP External Disk Support Acronym: Available: 
; No Charge 
(cont d) 
Charges:X/Y where se License Type B=Basic, D=DSLO, S=Single, M=Multiple 


O=One Time, M=Monthly, I=initial, 
5-213 


Charge Type =Annual, P=Primary 


5727-§S1 
(cont d) 


5727-SS6 


5727-TX1 Text aes, 9 ig en 


5727-UT1 


SSP Software Distribution SunpOne 
B/O = 2205 B/ 145 


Test: 1 License: S 


SYS/36 System Support Program 5.1 


Service Code: A 


System/36 Sys Support Prog. 5363 Unit 
yeton/30 2ys Suppegy Pros 

SSP 
SSP 


3270 Device Emulation 
B/O 1210 
Hetete e Session Remote Job Entry 
/0 1585 


SSP Communications and System Mgt 

B/O 826 D/O 619 
SSP Distributed Data Management 

B/O 2060 D/O 1545 


SSP 
SSP 
SSP 
SSP 
SSP 
SSP 
ey SSP Rey Feat. 9084 fo 

: ar xr 5363 
SYS/36 Tape Support 


sais NF aaa 
(5204) 3278 Emulation on PC 
0 992 

Display Station Pass-Through 

B/O 412 
yererecrive CoegunTcantone Upline 
povanees shal a al Networking 
Software Distribution 

B/O 1650 


Interactive Communications Finance 


275 


Service Code: M Service End Date: 


D/O 1595 


Service Code: X Service End Date: 12/31/85 Test: 
5727-TX6 Text Heparceese ee 
/0 27 


D/O 
Service Code: X Service End Date: 


Utilities 
B/O 


544 


727 B/M 39 


Acron 
D/ 


Pubs: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 


6/30/90 Test: 
Acronym: 


Acronym: 


6/30/86 Test: 
Acronym: 
D/d- 


1935 


GC21-9021 Environment: System/36 5360/2 


SSP 
SSP 
SSP 
SSP 
SSP 
SSP 
SSP 


SSP 
SSP 
SSP 
SSP 
SSP 
SSP 
SYS/36 


0 License: 
TS /36 


1 License: 


0 License: 


635 


5-214 


Available: 


S Pubs: G580-0570 Environment: Sys/36 #9084 
Ss Pubs: G580-0454 Environment: System/36 


Ss Pubs: G580-0570 Environment: System/36 PC 


Available: 10/31/87 
Available: 1/31/87 
Available: 7/19/85 
Available: 7/19/85 
Available: 7/19/85 
Available: 7/19/85 
Available: 7/19/85 
Available: 2/28/86 
Available: 7/19/85 
Available: 7/19/85 
Available: 7/19/85 
Available: 7/19/85 
Available: 7/19/85 
Available: 10/30/87 
Available: 10/30/87 
Available: 1/31/84 
Available: 7/19/85 
Available: 7/01/83 


5727-UT6 


5727-WP1 


5727-WP2 


5727-WP3 


5727-WP6 


5727-WP7 


(cont ‘d) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I={nitial, =Annual, P=Primary 


Service Code: A Test: 1 License: §S Pubs: 

Utilities Acronym: 
B 290 D/O 217 

Service Code: X Service End Date: 6/30/90 Test: 

seas cee iat 9s ts B/M - avi fie 

Service Code: A Test: 1 License: § Pubs: 


DisplayWrite/36 hea Dictionaries 1.5. Acronym: 
B/O 145 D/O 126 

ESD HAYMES Cele French I Dictionary 
° 


arge 
Diep reye stereos Fretich II (Canada) Dictn Acronym: 


° rag fee 
Diep rayne ce) 3° panish Dictionary Acronym: 
No Charge 
DisplayWrite/36 ftalian Dictionary Acronym: 
No Charge 
DisplayWrite/36 Danish Dictionary Acronym: 
No Charge 
DisplayWrite/36 German Dictionary Acronym: 
D layW ae 736 8 dish D A 
isplayWrite wedis ictionary cronym: 
; - is B 2/36 cad que 126 P A 
isplayWrite orwegian Dictionar cronym: 
; cs e B 2 136 58, D/O 126 x os 
isplayWrite utc ictionar cronym: 
r B/O 145 D/O f 126 sia 
DisplayWrite/36 Icelandic Dictionary Acronym: 
B/O 145 D/O 126 
Service Code: A Test: 1 License: § Pubs: 
Personal Services / 36 1.5.1 Acron 
B/O 3635 B/M 245 D/ 
Service Code: A Test: 1 License: S Pubs: 


DisplayWrite/36 English Dictionaries 1.5 Acronym: 
ae da B/O 970 D/O 727 ee 


Service Code: A Service End Date: 


DW/36 Lan Mane Dictionaries Acronym: 
o Charge 

DW/36 English Dictionaries Acronym: 
No Charge 

DW/36 French I Dictionary Acronym: 


Charge Type 


Acronym: 


6/30/90 Test: 


GC21-7895 Environment: 


QO License: 


2125 


G580-0454 Environment: 


G580-0454 Environment: 


Available: 
3195 
G580-0454 Environment: 
Available: 
1 License: S Pubs: 
Available: 
Available: 
Available: 
M=Multiple 


5-215 


Available: 


5 Pubs: 


Available: 


Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 


System/36 
7/19/85 


G580-0570 Environment: System/36 PC 
7/31/84 — 


System/36 
7/31/85 
7/31/85 
7/31/84 
7/31/84 


DisplayWrite/36 
7/31/85 


DisplayWrite/36 
7/31/85 


G580-0454 Environment: DisplayWrite/36 
7/19/85 
7/19/85 
7/19/85 


Kage ciel ee Diabet pisters ie ada ad ds ks tue Se A 


$727 YE? 


(cont No Chere: . 
DW/36 French 1 ictionary (Canada) Acronym: Available: 7/19/85 
o Charge 
DW/36 dared esha Acronym: Available: 7/19/85 
lo Charge 
DW/36 Tee) fen Dictionary Acronym: Available: 7/19/85 
o Charge 
DW/36 Dee pices onary Acronym: Available: 7/19/85 
-No Charge 
DW/36 Dutch Dictionary Acronym: Available: 7/19/85 
DW/36 German Pict souary Acronym: Available: 7/19/85 
o Charge 
DW/36 Icelandic Neg Acronym: Available: 7/19/85 
DW/36 aes faa peeceonery Acronym: Available: 7/19/85 — 
DW/36 Swedish Dictionary Acronym: Available: 7/19/85 
B/O 107 
Service Code: E. Service End Date: 6/30/90 Test: 0 License: § Pubs: G580-0570 Environment: System/36 PC 
5727-WP8 Personal Services / 36 1.5.1 Acronym: Available: 3/31/86 
B/O 2720 D/O 2040 
Service Code: E Service End Date: 6/30/90 Test: 0 License: S Pubs: G580-0570 Environment: System/36 PC 
5727-WS1 PC Support/36 1.5.1 Acronym: Token-Ring Available: 7/31/85 
B/O 848 B/M 57 D/ 744 
PC Support/36 Token-Ring Workstatn Feat Acronya: ‘Available: 
0 1815 B/M 121 D/ 1595 
PC Support/36 Expansion Additional Users Acronym: Available: 
B/O 423 B/M 29 D/ 372 
Service Code: M Test: 1 License: L Term: T Pubs: G580-0454 Environment: 5727-LC1+S/36+AT 
5727-WS6 PC Support) 2° ee ip oy Acronym: Token-Ring Available: 7/19/85 
PC Support/36 Token-Ring Workstatn Feat Acronym: Available: 6/30/87 
B/O 727 D/O 544 
PC BUPPOE ©) 30 Expansion Bar} ees ere Acronym: Available: 6/30/87 
PC Support/36 Expansion Feature II Acronym: Available: 8/26/88 
B/O 380 D/O 284 
Service Code: M Service End Date: 6/30/90 Test: 0 License: S Term: T Pubs: G580-0570 Environment: 5727-LC6+5364 
Acronym: BMAS Available: 8/16/83 


5727-XB2 General ar ie 
B/ 2390 
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Service Code: B Test: 1 License: §S Pubs: GB30-2733 Environment: System/36 


5727-XB3 Accounts Fete eo 390 Acronym: BMAS Available: 8/16/83 
Service Code: B Test: 1 License: § Pubs: GB30-2744 Environment: System/36 
5727-XB4 Accounts Receivable Acronym: BMAS Available: 8/16/83 
B/O 2390 
Service Code: B Test: 1 License: § Pubs: GB30-2722 Environment: System/36 
5727-XB5 Payroll Acronym: BMAS Available: 68/16/88... . ° | 
B/O 2390 
Service Code: B Test: 1 License: § Pubs: GB30-2755 Environment: System/36 
5727-XB6 oan. yaaa), Acronym: BMAS Available: 8/16/83 
Service Code: B Test: 1 License: § Pubs: GB30-2711 Environment: System/36 
5727-XB7 Billing Acronym: BMAS Available: 8/16/83 
B/O 2390 
Service Code: B Test: 1 License: § Pubs: GB30-2700 Environment: System/36 
Piet aaRt WOrk eration seeree recy Ace ee ee ae ee 
Service Code: B Test: 1 License: §S Pubs: G580-0212 Environment: System/36,S/36 PC 
5727-aPY Federal W-2 Mag Media Reporting Sys/36 Acronym: = Available: 11/29/88 
1988 Tax 96" aa Feature Sys/36 Acronym: Available: 11/29/88 
Service Code: X Service End Date: 3/31/89 Test: 0 License: §S Environment: Sys/36,5360/5362 
5727-ZPZ Federal W-2 Mag Media Reporting Sys/38 Acronym: Available: 11/29/88 
1988 Tax Bio” epee ee Feature Sys/38 Acronym: Available: 11/29/88 
Service Code: X Service End Date: 3/31/89 Test: 0 License: S Environment: Sys/38 
5727-001 SYS/36 yo BOL Operations Acronym: Available: 7/22/88 
Service Code: X Service End Date: 6/30/89 Test: 0 License: § Environment: SYS/36 
B27 902) S18/20 Syat amen dee ten and Tap lomentatton “Aerpaye  *" ~ iavad labher wuaeyee eee 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, A=Annual, P=Primary 


5-217 


5727-902 
(cont d) B/O = 721 
Service Code: X Service End Date: 6/30/89 Test: 0 License: S Environment: SYS/36 
§727-003 SYS/36 eG eos OFfice Support Acronym: Available: 7/22/88 
Service Code: X Service End Date: 6/30/89 Test: O License: S Environment: SYS/36 
5727-004 SYS/36 ie eae Data Communication Acronym: Available: 7/22/88 
Service Code: X Service End Date: 6/30/89 Test: 0 License: S Environment: SYS/36 
5727-006 SYS/36 Education Series Acronym: Available: 7/22/88 
B/O 2555 
Service Code: X Service End Date: 6/30/89 Test: 0 License: S$ | Environment: SYS/36 
5727- 007 +Workfolder emer cht wa Facility Acronym: Available: 9/29/89 
B/O 20790 B/M 1155 
Service Code: M Test: 2 License: §S Pubs: SC38-2007 Environment: SYS/36 
5727-008 DataInterchange Pye conlse Acron Available: 9/29/89 
B/A- 90 D/A 871 B/ 7260 D/P 6385 
GEIS Communication Module Acromye Available: 9/30/89 
3 D/A 82 . 676 D/P 595 
McDonnell ouglas Communication Module heronym: Available: 9/30/89 
B/A 93 D/A 82 676 D/P 59 . 
CDC Redinet Communication Module Acronym: Available: 9/30/89 
B/A 92 D/A 82 676 D/P 59 
Stenting /Orqernet Cooma cat aA Module heronge: Available: 9/30/89 
B/A 92 D/A 82 676 D/P 59 
TranSettlement/Transend Comm. Mod. Acronym: Available: 9/30/89 
B/A 92 A 82 B/ 676 D/P 595 
Kleinschmidt Communication Module Acronym: Available: 9/30/89 
82 B 676 D/P 595 
Western Union/EasyLink Communication Mod sso ha Available: 9/30/89 
B/A 93 D/A 82 B/ 676 D/P 595 
Service Code: M Test: 2 License: §S Environment: System/36 
5727-009 Federal OF hikes eens Reporting Sys/36 Acronym: Available: 11/29/88 
Acronym: Available: 11/29/88 


1988 Tax Year Update Feature Sys/36 
B/O 135 


Service Code: X Service End Date: 3/31/89 Test: 0 License: § Environment: 5363/5364/PC 


5727-039 Federal W-2 Mag Media Reporting AS/400 Acronym: Available: 11/29/88 
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B/O 575 
1988 Tax Year Update Feature AS/400 
B/O 125 


Service Code: X Service End Date: 


Acronym: Available: 


3/31/89 Test: 0 License: § 


11/29/88 


Environment: AS/400 


11/29/88 
12/09/88 
10/27/89 


Environment: AS/400 


8/26/88 
12/09/88 
10/27/89 


Variable Charges 


Environment: AS/400 


1/26/90 Variable Charges 


11/25/88 


Variable Charges 
10/27/89 


5728-BAl Federal W-2 Mag Media Reporting AS/400 Acronym: Available: 
+AS/400 BASIC dad Acronym: BASIC Available: 
+AS/400 BASIC R2 Acronym: BASIC Available: 
D5 B/O 1385 D/O 1215 
ES B/O 2310 D/O 2025 
F5 B/O 4155 D/O 3655 
G5 B/O 5540 D/O 4875 
HS B/O 6930 D/O 6090 
J5 B/O 8315 D/O 7315 
K5 B/O 9700 D/O 8535 
Service Code: X Service End Date: 3/31/89 Test: 0 License: § 
5728-CB1 COBOL/400 Acronym: COBOL/400 Available: 
+COBOL/400 R1.2 Acronym: COBOL/400 Available: 
+COBOL/400 R2 Acronym: COBOL/400 Available: 
DS B/O 1385 D/O 1215 
E5 B/O 2310 D/O 2025 
F5 B/O 4155 D/O 3655 
G5 B/O 5540 D/O 4875 
H5 B/O 6930 D/O 6090 
J5 B/O 8315 D/O 7315 
K5 B/O 9700 D/O 8535 
Service Code: H Service End Date: 6/30/90 Test: 2 License: S 
5728-CF1 +Point-of-Sale Communications geet Acronym: Available: 
DS B/O 1730 D/O 1520 
E5 B/O 2885 D/O 2540 
F5 B/O 5195 D/O 4570 
G5 B/O 6930 D/O 6095 
H5 B/O 8660 D/O 7620 
J5 B/O 10390 D/ 9145 
K5 B/O 12120 D/O 10660 
Service Code: E Test: 2 License: §S Pubs: GC21-9881 Environment: AS/400 
5728-CM1 +Communications Utilities Acronym Available: 
+Communications Utilities R2 Acronym: Available: 
D5 B/O 2885 D/O 2540 
E5 B/O 4850 D/O 4265 
F5 B/O 8660 D/O 762 
GS B/O 11550 D/O 10160 
H5 B/O 14430 D/O 12700 
J5 B/O 17320 D/O 15240 
: K5 B/O 20200 D/O 17780 
(cont d) 
Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Charge Type 


O=One Time, M=Monthly, i=tnitial, 
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=Annual, P=Primary 


5728-CM1 
(cont d) 


Service Code: H Service End Date: 6/30/90 Test: 


5728-CR1 +AS/400 Cryptographic Support Acronym: 
+AS/400 Cryprostepare Support R2 Acronym: 
DS /O 075 D/O 1825 
E5 B/O 3465 D/O 3045 
F5 B/O 6235 D/O 5480 
G5 B/O 8315 D/O 7315 
H5 B/O 10390 D/O 9145 
J5 B/O 12470 D/O 10970 
K5 B/O 14550 D/O 12800 
Service Code: H Service End Date: 6/30/90 Test: 
5728-CX1 C/400 Acronym: 
D5 — B/O 1385 D/O 1215 
E5 B/O 2310 D/O 2025 
F5 B/O 4155 D/O 3655 
G5 B/O 5540 D/O 4875 
H5 B/O 6930 D/O 6090 
J5 B/O 8315 D/O 7315 
K5 B/O 9700 D/O 8535 
Service Code: M Test: 1 License: § Pubs: 
5728-DB1 AS/400 SYS/38 Utilities Acronym: 
+AS/400 SYS/38 Utilities R1.2 Acronym: 
+AS/400 SYS/38 Utilities R2 Acronym: 
D5 B/O 4905 D/O 4315 
E5 B/O 4905 D/O 4315 
F5 B/O 4905 D/O 4315 
G5 B/O 4905 D/O 4315 
H5 B/O 4905 D/O 4315 
J5 B/O 4905 D/O 4315 
K5 B/O 4905 D/O 4315 
Service Code: H Service End Date: 6/30/90 Test: 
5728-DCT +AS/400 Language Dictionaries Acronym: 
+AS/400 Language Dictionaries R1.2 Acronym: 
+AS/400 Language Dictionaries R2 Acronym: 
D5 B7O 346 D/O 304 
ES B/O 346 D/O 304 
F5 B/O 346 D/O 304 
G5 B/O 346 D/O 304 
H5 B/O 346 D/O 304 
J5 B/O 346 D/O 304 
K5 B/O 346 D/O 304 





Service Code: H Service End Date: 6/30/90 Test: 


2 License: § Environment: AS/400 


Available: 11/25/88 Variable Charges 
Available: 10/27/89 


2 License: § Environment: AS/400 
C/400 Available: 1/26/90 Variable Charges 


GC09-1304 Environment: AS/400 . 
Available: 8/26/88 Variable Charges 


Available: 12/09/88 
Available: 10/27/89 


2 License: §S Environment: AS/400 


Dictionary Available: 5/16/89 Variable Charges 
Dictionary Available: 12/09/88 
Dictionary Available: 10/27/89 


2 License: § Environment: AS/400 
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5728-DS1 AS/400 Business Graphics Utility Acronym: Graphics Available: 8/26/88 Variable Charges 


+AS/400 Business Graphics Utility R1.2 Acronym: Graphics Available: 12/09/88 
+AS/400 Business urapEnce Utility R2 Acronym: Graphics Available: 10/27/89 
DS B/O 138 D/O 1215 
E5 B/O 2310 D/O 2025 
F5 B/O 4155 D/O 3655 
G5 B/O 5540 D/O 4875 
H5 B/O 6930 D/O 6090 
J5 B/O 8315 D/O 7315 
K5 B/O 9700 D/O 8535 
Service Code: H Service End Date: 6/30/90 Test: 2 License: §S Environment: AS/400 
5728-D4X +Cross Application Systems Support Acronym: DMAS Available: 6/16/89 Variable Charges 
+Cross Application Systems Support R1.1 Acronym: DMAS Available: 7/28/89 
+Cross Application Systems Support R2 Acronym: DMAS Available: 3/30/90 
+Cross Application ae SY i R3 ner ona: DMAS Available: 12/31/90 
D5 B/O 69 B/ 87 D/ 609 
E B/O 865 B/M 87 D/O 762 
F5 B/O 1035 B/M 87 D/O 693 
G5 B/O 1210 B/M 87 D/O 1065 
H5 B/O 1385 B/M 87 D/O 1035 
J5 B/O 1730 B/M 87 D/O 1520 
K5 B/O 1905 B/M 87 D/O 1675 
Service Code: E Test: 2 License: § Environment: AS/400 
5728-D41 +AS/400 DMAS Billing Acronym: DMAS Available: 6/16/89 Variable Charges 
+AS/400 DMAS Billing R1.1 Acronym: DMAS Available: 7/28/89 
+AS/400 DMAS Billing R2 Acronym: DMAS Available: 3/30/90 
+AS/400 DMAS ae R3 Acronym: DMAS Available: 12/31/90 
D5 B/O 2425 B/M 306 D/ 2130 
E5 B/O 3030 B/M 306 D/O 665 
F5 B/O 3635 B/M 306 D/O 3200 
G5 B/O 4240 B/M 306 D/O 3730 
H5 B/O 4850 B/M 306 D/O 4265 
J5 B/O 6060 B/M 306 D/O 5335 
K5 B/O 6670 B/M 306 D/O 5870 
Service Code: E Test: 2 License: §S Environment: AS/400 
5728-D42 +AS/400 DMAS Accounts Receivable Acronym: DMAS Available: 11/23/88 Variable Charges 
+AS/400 DMAS Accounts Receivable R1.1 Acronym: DMAS Available: 6/16/89 
+AS/400 DMAS Accounts Receivable R2 Acronym: DMAS Available: 3/30/90 
+AS/400 DMAS Accounts Receivable R3 Acronym: DMAS Available: 12/31/90 
D5 B/O 2160 B/M 273 D/ 1900 
E5 B/O 2705 B/M 273 D/O 2380 
F5 B/O 3250 B/M 273 D/O 2860 
G5 B/O 3780 B/M 273 D/O 3330 
H5 B/O 4325 B/M 273 D/O 3810 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


5-221 


5728-D42 
(cont d) 


J5 B/O 
K5 B/O 


Service Code: 


E 


5410 
5955 


B/M 
BM 


273 
273 


Test: 2 License: S 


5728-D43 +AS/400 DMAS Inventory Control 


5728-D44 


§728-D45 


5728-D46 


+AS/400 DMAS Inventory Control R1.1 
+AS/400 DMAS Inventory Control R2 
Teer toe a eke eT poner R3 


B/ 25 /M 
E5 B/O 3030 B/M 
F5 B/O 3635 B/M 
G5 B/O 4240 B/M 
H5 B/O 4850 B/M 
J5 B/O 6060 B/M 
K5 B/O 6670 B/M 


Service Code: 


E 


Test: 2 License: 


+AS/400 DMAS Sales Analysis 
+AS/400 DMAS Sales Analysis R1.1 
+AS/400 DMAS Sales Analysis R2 
+AS/400 DMAS Sales Analysis R3 
D5 0 2425 B/M 


B/ 
E5 B/O 3030 B/M 
F5 B/O 3635 B/M 
G5 B/O 4240 B/M 
H5 B/0 4850 B/M 
J5 B/O 6060 B/M 
K B/O 6670 B/M 


Service Code: 


E 


s 


Test: 2 License: $ 


+AS/400 DMAS Purchasing 
+AS/400 DMAS Purchasing R1.1 
+AS/400 DMAS Purchasing R2 


+AS/400 DMAS Purchasing R3 
D5 B/O 337 


/ 5 B/M 
ES B/O 4215 B/M 
F5 B/O 5065 B/M 
G5 B/O 5910 B/M 
H5 B/O 6750 B/M 
J5 B/O 8445 B/M 
K5 B/O 9285 B/M 


Service Code: 
+AS/400 DMAS Inventory Management 


E 


Test: 2 License: S$ 


+AS/400 DMAS Inventory Management R1.1 


+AS/400 DMAS Inventory Management R2 
+AS/400 DMAS Inventory Management R3 


D/O 4760 
D/O 5240 
Environment: 


Acronym: DMAS 
Acronym: DMAS 


cronym: DMAS 
Acronym: DMAS 
D/ 2130 
D/O 2665 
D/O 3200 
D/O 3730 
D/O 4265 
D/O 5335 
D/O 5870 
Environment: 


Acronym: DMAS 
Acronym: DMAS 
Acronym: DMAS 
neron : DMAS 


/ 2130 
D/O 2665 
D/O 3200 
D/O 3730 
D/O 4265 
D/O 5335 
D/O 5870 

Environment 


Acronym: DMAS 

Acronym: DMAS 

Acronym: DMAS 

neronym: DMAS 
D/ 


2970 

D/O 3710 
D/O 4460 
D/O 5200 
D/O 5945 
D/O 7430 
D/O 8170 

Environment: 

Acronym: DMAS 
Acronym: DMAS 
Acronym: DMAS 
Acronym: DMAS 


5-222 


AS/400 


Available: 
Available: 
Available: 
Available: 


AS/400 


Available: 
Available: 
Available: 
Available: 


: AS/400 


Available: 
Available: 
Available: 
Available: 


AS/400 


Available: 
Available: 
Available: 
Available: 


11/23/88 
6/16/89 
3/03/90 

12/31/90 


11/23/88 
6/16/89 
3/03/90 

12/31/90 


/23/88 
6/16/89 
3/03/90 
2/31/90 


11/23/88 
6/16/89 
3/03/90 

12/31/90 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5728-D47 


5728-D48 


5728-D49 


-+AS/400 DMAS General Ledger R3 
D5 B/O 2160 B 


DS B/O 4155 B/ 
E5 B/O 5195 B/ 
F5 B/O 6235 B/ 
G5 B/O +7275 B/ 
H5 B/ 8315 B/ 
J5 B/O 10390 B/ 
K5 B/O 11430 B/ 


Service Code: E 


+AS/400 DMAS General Ledger 
+AS/400 DMAS General Ledger R1 
+AS/400 DMAS General. Ledger R2 


| 


B/ /M 
E5 B/O 2705 B/M 
F5 B/O 3250 B/M 
G5 B/O 3780 B/M 
HS B/O 4325 B/M 
J5 B/O 5410 B/M 
K5 B/O 5955 B/M 


Service Code: E 


+AS/400 DMAS Accounts Payable 
+AS/400 DMAS Accounts Payable 
+AS/400 DMAS Accounts Payable 
+AS/400 DMAS Accounts Payable 

D5 B/O 216 B 


/ 0 
E5 B/O 2705 B/M 
F5 B/O 3250 B/M 
G5 B/O 3780 B/M 
H5 B/O 4325 B/M 
J5 B/O 5410 B/M 
K5 B/O 5955 B/M 


Service Code: E 


+AS/400 DMAS Payroll R1.1 

+AS/400 DMAS Payroll R2 

+AS/400 DMAS Payroll R3 
D5 B/O 2425 


B/ 
E5 B/O 3030 B/ 
F5 B/O 3635 B/ 
G5 B/O 4240 B/ 
H5 B/O 4850 B/ 
J5 B/O 6060 B/ 
K5 B/O 6670 B/ 


Service Code: E 


5728-FNT Advanced Function Printing Fonts 


(cont d) 


Charges:X/Y where a 


= Charge Type 


Test: 2 License: 


Test: 2 License: 


Test: 2 License: 


Test: 2 License: § 


License Type B=Basic, D=DSLO, S=Single 
e Time, M=Monthly, I=initial, 


3655 

D/O 4570 

/ 3655 

D/O 6400 

D/O 5480 

D/O 9145 

D/O 10060 

Environment: AS/400 

Acronym: DMAS Available: 
Acronym: DMAS Available: 
Acronym: DMAS Available: 
Available: 


Acronym: DMAS 
D/ 


1900 
D/O 2380 
D/O 2860 
D/O 3330 
D/O 3810 
D/O 4760 
D/O 5240 
Environment: AS/400 
Acronym: DMAS Available: 
Acronym: DMAS Available: 
Acronym: DMAS Available: 
Acronym: DMAS Available: 
D/ 1900 
D/O 2380 
D/O 2860 
D/O 3330 
D/O 3810 
D/O 4760 
D/O 5240 
Environment: AS/400 
Acronym: DMAS Available: 
Acronym: DMAS Available: 
ner aye: DMAS Available: 
D/ 2130 
D/O 2665 
D/O 3200 
D/O 3730 
D/O 4265 
D/O 5335 
D/O 5870 
Environment: AS/400 
Acronym: AFP Available: 
M=Multiple 


5-223 


11/23/88 
6/16/89 
3/03/90 

12/31/90 


11/23/88 
6/16/89 
3/03/90 

12/31/90 


6/16/89 
3/03/90 
12/31/90 


10/27/89 


=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


5728-FNT 
(cont d) 


5728-L01 +AS/400 Hotel 
D5 0 


Sonoran Serif 

B/O 1000 D/O 
Sonoran Serif Headliner 

B/O 400 D/O 
Sonoran Sans Serif 

B/O 1000 D 
Sonoran Sans Serif Headliner 

B/O 400 : D 


Sonoran Sans Serif Condensed 
B/O 1200 


D/O 
Sonoran Sans Serif Expanded 
0 1200 D/O 
Monotype Garamond 
1000 D/O 
Century Schoolbook 
B/O 1000 D/O 
Pi and Specials 
750 D/O 
ITC Souvenir 
B/O 1000 D/O 
ITC Avant Garde Gothic 
B/O 1000 D/O 
Mathematics and Science 
B/O 1300 D/O 
DATA1 
B/O 400 D/O 
APL2 
B/O 400 D/O 
Optical Character Recognition 
-B/O 1000 - D/O 


Service Code: M 


B/ 40 
E5 B/O 33000 
F5 B/O 39600 
G5 B/Q 46200 
H5 B/O 52800 
J5 B/O 66000 
K5 B/O 72600 


5728-M3B Material Requirements peenne 
DS 3/6 75 B/ 
E5 B/O 6640 B/M 
F5 B/O 7850 B/M 
G5 B/O 9055 B/M 
H5 B/O 10385 B/M 


880 
352 
880 
352 

1055 
1055 
880 
880 
660 
880 
880 
1140 

352 
352 
880 


Test: 2 License: 


S 


Reservations & Guest Acctg 
26400 


Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 


AFP 


Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 


Environment: AS/400 


Acronym: 


D/O 


Hotel 


9135 


5-224 


Available: 


: H Service End Date: 12/31/90 Test: 2 License: S$ 
Available: 


10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 
10/27/89 


10/07/88 


Environment: AS/400 


8/26/88 


Variable Charges 


Variable Charges 


5728-M3G 


5728-M3K 


5728-M3L 


J5 B/O 11340 B/M 652 D/O 9975 
K5 B/O 14145 B/M 652 D/O 12445 
Service Code: E Test: 2 License: § Environment: 
Capacity poaaEremeues Acronym: MAPICS 
D5 B/ 5435 B/ 628 D/ 4780 
E5 B/O 400 B/M 628 D/O 5625 
F5 B/O 7485 B/M 628 D/O 6590 
G5 B/O 8695 B/M 628 D/O 7655 
HS B/O 9900 B/M 628 D/O 8715 
J5 B/O 12430 B/M 628 D/O 10935 
K5 B/O 13570 B/M 628 D/O 11935 
Service Code: E Test: 2 License: S Environment: 
5728-M3H Financial Analysis acronym: MAPICS 
DS B/O 4470 B/M 519 D/ 3935 
E5 B/O 5315 B/M 519 D/O 4670 
F5 B/O 6160 B/M 519 D/O 5415 
G5 B/O 7245 B/M 519 D/O 6370 
H5 B/O 8210 B/M 519 D/O 7215 
J5 B/O 10265 B/M 519 D/O 9030 
K5 B/O 11155 B/M 519 D/O 9820 
Service Code: E Test: 2 License: § Environment: 
5728-M3J Master Production Schedule Planning acronym: MAPICS 
D5 B/O 8575 B/M 990 D/ 7545 
E5 B/O 10145 B/M 990 D/O 8920 
F5 B/O 11835 B/M 990 D/O 10410 
G5 B/O 13765 B/M 990 D/O 12110 
H5 B/O 15700 B/M 990 D/O 13810 
J5 B/O 19675 B/M 990 D/O 17310 
K5 B/O 21390 B/M 990 D/O 18825 
Service Code: E Test: 2 License: § Environment: 
Purchasin Acronym: MAPICS 
B/0 7245 B/M 833 D/ 6370 
E B/O 8575 B/M 833 D/O 7545 
F5 B/O 10020 B/M 833 D/O 8815 
G5 B/O 11590 B/M 833 D/O 10200 
HS B/O 13285 B/M 833 D/O 11685 
J5 B/O 16665 B/M 833 D/O 14650 
K5 B/O 18170 B/M 833 D/O 15985 
Service Code: E Test: 2 License: § Environment: 
Forecastin Acronym: MAPICS 
DS . B7O 8330 . B/M 953 D/ 9780 
E5 B/O 9780 B/M 953 D/O 8610 


(cont'd) 


Charges:X/Y where = 


License Type 
Charge Type 


AS/400 


Available: 8/26/88 


AS/400 
Available: 8/26/88 


AS/400 
Available: 93/30/88 


AS/400 
Available: 9/30/88 


AS/400 
Available: 9/30/88 


B=Basic, D=DSLO, S=Single, M=Multiple 


O=One Time, M=Monthly, lJ=initial, 
5-225 


=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


Variabie Charges 


Variable Charges 


5728-M3L 
(cont d) 


5728-M3N 


5728-M3P 


5728-M3X 


5728-M31 


F5 B/O 
G5 B/O 
HS B/O 
J5 B/O 
K5 B/0 


Service Code: E 


Inventory Management for Process 
D5 B/O 8330 B 


11470 
13285 
15215 
19080 
20815 


B/M 953 
B/M 953 
B/M 953 
B/M 953 
B/M 953 


Test: 2 License: § 


rf /M 953 
E B/O 9780 B/M 953 
F5 B/O 11470 B/M 953 
G5 B/O 13285 B/M 953 
H5 B/O 15215 B/M 953 
J5 B/O 19080 B/M 953 
K5 B/O 20815 B/M 953 


Service Code: E 


Location/Lot Management 
D5 0 3140 


Test: 2 License: S 


B/ B/M 362 
E5 B/O 3745 B/M 362 
F5 B/O 4350 B/M 362 
G5 B/O 5070 B/M 362 
H5 B/O 5800 B/M 362 
J5 B/O 7245 B/M 362 
K5 B/O 7820 B/M 362 


Service Code: E 


Cross Application Support 
DS PPS O 2 ss 


Test: 2 License: S 


7 0 B/M 242 
E B/O 2415 B/M 242 
F5 B/O 2900 B/M 242 
G5 B/O 3380 B/M 242 
H5 B/O 3865 B/M 242 
J5 B/O 4830 B/M 242 
K5 B/O 5175 B/M 242 


Service Code: E 


Production Control & HOpEsnS 
D5 0 6040 /M 


Test: 2 License: S 


B/ 4 700 
E5 B/O 7125 B/M 700 
F5 B/O 8330 B/M 700 
G5 B/O 9780 B/M 700 
H5 B/O 11110 B/M 700 
J5 B/O 13880 B/M 700 
K5 B/O 15065 B/M 700 


Service Code: E 


Test: 2 License: S 


D/O 10090 
D/O 11685 
D/O 13385 
D/O 16780 
D/O 18320 
Environment: 
perenne MAPICS 
D/ 7325 
D/O 8610 
D/O 10090 
D/O 11685 
D/O 13385 
D/O 16780 
D/O 18320 
Environment: 
Acronym: MAPICS 
D/ 2760 
D/O 3295 
D/O 3825 
D/O 4470 
D/O 5095 
D/O 6370 
D/O 6875 
Environment: 
Acronym: MAPICS 
D/ 1810 
D/O 2120 
D/O 2545 
D/O 2965 
D/O 3405 
D/O 4250 
D/O 4555 
Environment: 
Acronym: MAPICS 
D/ §315 
D/O 6260 
D/O 7325 
D/O 8610 
D/O 9780 
D/O 12215 
D/O 13260 
Environment: 


5-226 


AS/400 


Available: 


AS/400 


Available: 


AS/400 


Available: 


AS/400 


Available: 


AS/400 


9/30/88 


9730/88 


8/26/88 


8/26/88 


Variable 


Variable 


Variable 


Variable 


Charges 


Charges 


Charges 


Charges 


5728-M32 


5728-M33 Accounts payable 
D5 B 2 


Payroll 

D5 B/O 
E5 B/O 
F5 B/O 
G5 B/O 
H5 B/O 
J5 B/O 
K5 B/O 


Service Code: 


/ 295 
E5 B/O 2655 
F5 B/O 3140 
G5 B/O 3625 
HS B/O 4105 
JS B/O 5190 
K5 B/O 5750 
Service Code: E Test: 


5728-M34 Accounts Receivable 
DS ‘@) 229 


5728-M35 


5728-M36 


(cont'd) 


B/ 5 
E5 B/O 2655 
F5 B/O 3140 
G5 B/O 3625 
H5 B/O 4105 
J5 B/O 5190 
K5 B/O 5750 
Service Code: E Test: 


Inventory Management 
DS 0 


B/ 4105 
E B/O 4830 
F5 B/O 5675 
G5 B/O 6520 
HS B/O 7485 
J5 B/O 9420 
K5 B/O 10235 
Service Code: E Test: 
Product Data peneyonere 
DS B/O 6280 
E5 B/O 7365 
F5 B/O 8695 
G5 B/O 10145 
H5 B/O 11590 


Charges:X/Y where X= 


License Type 
Charge Type 


E Test: 


acronym MAPICS 
D/ 60 


B/M 360 27 
B/M 360 D/O 3295 
B/M 360 D/O 3825 
B/M 360 D/O 4470 
B/M 360 D/O 5095 
B/M 360 D/O 6370 
B/M 360 D/O 6875 
2 License: § Environment: 
Acronym: MAPICS 
B/M 266 D/ 2015 
B/M 266 D/O 340 
B/M 266 D/O 2760 
B/M 266 D/O 3185 
B/M 266 D/O 3605 
B/M 266 D/O 4560 
B/M 266 D/O 5060 
2 License: § Environment: 
Acronym: MAPICS 
B/M 266 D/ 2015 
B/M 266 D/O 340 
B/M 266 D/O 2760 
B/M 266 D/O 3185 
B/M 266 D/O 3605 
B/M 266 D/O 4560 
B/M 266 D/O 5060 
2 License: § Environment: 
ecreuym: MAPICS 
B/M 470 D/ 3605 
B/M 470 D/O 4250 
B/M 470 D/O 4995 
B/M 470 D/O 5735 
B/M 470 D/O 6590 
B/M 470 D/O 8280 
B/M 470 D/O 9005 
2 License: § Environment: 
pags a MAPICS 
725 D/ 5525 
B/M 725 D/O 6480 
B/M 725 D/O 7655 
B/M 725 D/O 8920 
725 D/O 10200 


Available: 8/26/88 


AS/400 
Available: 8/26/88 


AS/400 
Available: 8/26/88 


AS/400 
Available: 8/26/88 


Available: 8/26/88 


B=Basic, D=DSLO, S=Single, M=Multiple 


O=One Time, M=Monthly, I=initial, 
§-227 


=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5728-M36 
(cont d) 


5728-M37 


5728-M38 


5728-M39 


5728-M6A 


5728-M6X 


J5 B/O 14490 B/M 725 
K5 B/O 15755 B/M 725 
Service Code: E Test: 2 License: 
General Ledger 

DS B/6 2655 B/M 301 
E5 B/O 3140 B/M 301 
F5 B/O 3625 B/M 301 
G5 B/O 4225 B/M 301 
HS B/O 4830 B/M 301 
J5. B/O 6040 B/M 301 
K5 B/O 6670 B/M 301 
Service Code:.E Test: 2 License: 
Sales Analysis 

D5 B/O 3020 B/M 350 
E5 B/O 3625 B/M 350 
F5 B/O 4225 B/M 350 
G5 B/O 4830 B/M 350 
H5 B/O 5555 B/M 350 
J5 B/O 7005 B/M 350 
K5 B/O 7590 B/M 350 
Service Code: E Test: 2 License: 
Order Entry & Invoicing 

D5 B/O 3985 B/M 459 
E5 B/O 4590 B/M 459 
F5 B/O 5435 B/M 459 
G5 B/O 6400 B/M 459 
H5 B/O 7245 B/M 459 
J5 B/O 9055 B/M 459 
K5 B/O 10005 B/M 459 
Service Code: E Test: 2 License: 
AS/400 CMAS Revenue serount 

D5 B/M 454 B/ 423 
E5 B/M 454 B/A 533 
F5 B/M 454 B/A 638 
G5 B/M 454 B/A 742 
H5 B/M 454 B/A 852 
J5 B/M 454 B/A 1060 
K5 B/M 454 B/A 1165 
Service Code: E Test: 2 License: 
AS/400 CMAS Cross Bp ecauacy Support 
DS B/M 28 B/A 269 


S 


S) 


Ss 


s 


Ss 


D/O 12740 
D/O 13870 
Environment: 
Acronym: MAPICS 
D/ 2340 
D/O 2760 
D/O 3185 
D/O 3715 
D/O 4250 
D/O 5315 
D/O 5865 
Environment 
sce a MAPICS 
D/ 655 
D/O 3185 
D/O 3715 
D/O 4250 
D/O 4890 
D/O 6160 
D/O 6680 
Environment: 
Acronym: MAPICS 
D/ 3500 
D/O 4030 
D/O 4780 
D/O 5625 
D/O 6370 
D/O 7970 
D/O 8810 
Environment 
Acronym: CMAS 
D/ 374 
D/A 467 
D/A 561 
D/A 654 
D/A 748 
D/A 935 
D/A 1025 
Environment: 


Acronym: CMAS 
D/ 236 


5-228 


AS/400 
Available: 8/26/88 Variable 
: AS/400 
Available: 8/26/88 Variable 
AS/400 
Available: 8/26/88 Variable 
: AS/400 
Available: 9/29/89 Variable 
B/P 3285 D/P 289 
B/P 4105 D/P 3610 
B/P 4930 D/P 4335 
B/P 5750 D/P 5000 
B/P 6470 D/P 5785 
B/P 8220 D/P 7230 
B/P 9045 D/P 7955 
AS/400 
Available: 9/29/89 Variable 
B/P 2065 D/P 1820 


Charges 


Charges 


Charges 


Charges 


Charges 


5728-M66 


5728-M67 


5728-M68 


5728-M69 


Charges:X/Y where X= 


E5 B/M 286 B/A 335 D/A 297 B/P 2585 D/P 
F5 B/M 286 B/A 401 D/A 352 B/P 3105 D/P 
G5 B/M 286 B/A 467 D/A 412 B/P 3602 D/P 
H5 B/M 286 B/A 533 D/A 473 B/P 4140 D/P 
J5 B/M 286 B/A 671 D/A 588 B/P 5175 D/P 
K5 B/M 286 B/A 737 D/A 649 B/P 5690 D/P 
Service Code: E Test: 2 License: § Environment: AS/400 

AS/400 CMAS II Job Costing ncrouy a: CMAS II Available: 9/29/89 
DS B/M 347 B/A 324 D/ 286 B/P 2505 D/P 
ES B/M 347 B/A 407 D/A 357 B/P 3135 D/P 
F5 B/M 347 B/A 489 D/A 429 B/P 3760 D/P 
G5 B/M 347 B/A 566 D/A 500 B/P 4385 D/P 
H5 B/M 347 B/A 649 D/A 572 B/P 5020 D/P 
J5 B/M 347 B/A 814 D/A 715 B/P 6275 D/P 
K5 B/M 347 B/A 891 D/A 786 B/P 6905 D/P 
Service Code: E Test: 2 License: § Environment: AS/400 

AS/400 CMAS General Ledger Acron CMAS Available: 9/29/89 
DS B/M 347 B/A 324 286 250 D/P 
E5 B/M 347 B/A 407 D/A 357 B/P 3135 D/P 
F5 B/M 347 /A 489 D/A 429 B/P 3760 D/P 
G5 B/M 347 B/A 566 D/A 500 B/P 4385 D/P 
H5 B/M 347 B/A 649 D/A 572 B/P 5020 D/P 
J5 B/M 347 B/A 814 D/A 715 B/P 6275 D/P 
K5 B/M 347 B/A 891 D/A 786 B/P 6905 D/P 
Service Code: E Test: 2 .License: § Environment: AS/400 

AS/400 CMAS Accounts Payable Acron CMAS Available: 9/29/89 
D5 B/M 429 B/A 401 352 B/P 3100 D/P 
E5 B/M 429 B/A 500 D/A 440 B/P 3875 D/P 
F5 B/M 429 B/A 605 D/A 528 B/P 4650 D/P 
G5 B/M 429 B/A 704 D/A 616 B/P 5425 D/P 
H5 B/M 429 B/A 803 D/A 704 B/P 6200 D/P 
J5 B/M 429 B/A 1000 D/A 885 B/P 7760 D/P 
K5 B/M 429 B/A 1100 D/A 968 B/P 8540 D/P 
Service Code: E Test: 2 License: § Environment: AS/400 

AS/400 CMAS Payroll & Labor Costing ge) ad CMAS Available: 9/29/89 
DS B/M 552 B/A 517 D/ 456 B/P 3990 D/P 
E5 B/ 552 B/A 643 A 566 B/P 4985 D/P 
F5 B/M 552 B/A 775 D/A 682 B/P 5985 D/P 
G5 B/M 552 B/A 902 D/A 797 B/P 6990 D/P 
H5 B/M a2 B/A 1030 D/A 907 B/P 7985 D/P 
J5 B/M 552 B/A 1290 D/A 1130 B/P 9980 D/P 
K5 B/M 552 B/A 1415 D/A 1245 B/P 10980 D/P 
Service Code: E Test: 2 License: § Environment: AS/400 

License Type B=Basic, D=DSLO, S=Single, M=Multiple 
= Charge Type O0=One Time, M=Monthly, t=tnitial, =Annual, P=Primary 


5-229 


Variable 
5 


Variable 


Variable 


5 Variable 


Charges 


Charges 


Charges 


Charges 


5728-M7B 


5728-M7G 


5728-M7H 


5728-M7J 


D5 781 

E5 B/M 781 B/A 
F5 B/M 781 B/A 
G5 B/M 781 B/A 
H5 B/M 781 B/A 
J5 B/M 781 B/A 
K5 B/M 781 B/A 


Service Code: 


Test: 2 License: S 


Environment: AS/400 
Available: 2/23/90 
B/P 5705 


MAPICS/DB. Capacity Requirements Planning Acronym: MAPICS/DB 
5 B mw 437 is B 781 2 D i. 682 / 


Available: 9/29/89 
B/P 6090 


/ D/P 
B/P 7160 D/P 
B/P 8225 D/P 
B/P 9480 D/P 
B/P 10930 D/P 
B/P 13750 D/P 
B/P 15290 D/P 


/ D/P 
B/P = 6775 D/P 
B/P 7740 D/P 
B/P 8910 D/P 
B/P 10450 D/P 
B/P 12960 D/P 
B/P 14320 D/P 


: SB35-0361 Environment: AS/400 


Available: 2/23/90 
P 4640 P 


B/ 6 D/ 
B/P 5520 D/P 
B/P 6390 D/P 
B/P 6690 D/P 
B/P —-8510 D/P 
B/P 10640 D/P 
B/P 11610 D/P 


: SB35-0363 Environment: AS/400 
Available: 2/23/90 
B/P 8910 D 


/ /P 
B/P 10640 D/P 
B/P 12290 D/P 
B/P 14130 D/P 
B/P 16350 D/P 
B/P 20420 D/P 
B/P 22260 D/P 


Pubs: SB35-0369 Environment: AS/400 


D / /A 8 / 

E5 B/M 737 B/A 924 D/A 814 
F5 B/M 737 B/A 1055 D/A 924 
G5 B/M 737 B/A 1210 D/A 1065 
H5 B/M 737 B/A 1430 D/A 1250 
J5 B/M 737 B/A 1770 D/A 1560 
K5 B/M 737 B/A 1955 D/A 1725 
Service Code: M Test: 2 License: § Pubs 
MAPICS/DB Financial Analysis aceon MAPICS/DB 
D5 B/M 605 B/A 638 D/ 561 
E5 B/M 605 B/A 748 D/A 660 
FS B/M 605 B/A 869 D/A 770 
G5 B/M 605 B/A 1000 D/A 880 
H5 B/M 605 B/A 1165 D/A 1020 
J5 B/M 605 B/A 1450 D/A 1275 
K5 B/M 605 B/A 1580 D/A 1395 
Service Code: M Test: 2 License: S Pubs 
Master Production Schedule pp enning percnym: MAPICS/DB 
D5 B/M 1165 B/A 210 D/ 1065 
E5 B/M 1165 B/A 1450 D/A 1275 
F5 B/M 1165 B/A 1670 D/A 1470 
G5 B/M 1165 B/A 1925 D/A 1690 
H5 B/M 1165 B/A 2230 D/A 1965 
J5 B/M 1165 B/A 2780 D/A 2450 
K5 B/M 1165 B/A 3035 D/A 2670 
Service Code: M Test: 2 License: § 

§5728-M7K MAPICS/DB Porchesias aceonye: MAPICS/DB 
D5 B/M 97 B/A 1030 D/ 913 
E5 B/M 979 B/A 1240 D/A 1085 
F5 B/M 979 B/A 1405 D/A 1240 
G5 B/M 979 B/A 1625 D/A 1430 
H5 B/M 979 B/A 1890 D/A 1660 


5-230 


Available: 2/23/90 
B/P 7545 D 


/ /P 
B/P —_ 9095 D/P 
B/P 10360 D/P 
B/P 11900 D/P 
B/P 13830 D/P 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5728-M7L 


5728-M7R 


5728-M75 


J5 B/M 979 
K5 B/M 979 
Service Code: M Test: 


MAPICS/DB Forecasting 
D5 B/M 1130 


E5 B/M 1130 
F5 B/M 1130 
G5 B/M 1130 
HS B/M 1130 
J5 B/M 1130 
K5 B/M 1130 


Service Code: M 


B/A 
B/A 


2350 
2570 


2 License: 


LAGS 
1405 
1605 


2705 
2945 


Test: 2 License: 


MAPICS/DB Repetitive Production Mangmt 
D5 M 1100 A 1720 


ontrol 


583 
704 
803 


B/ B/ 

E5 B/M 1100 B/A 
F5 B/M 1100 B/A 
G5 B/M 1100 B/A 
H5 B/M 1100 B/A 
J5 B/M 1100 B/A 
K5 B/M 1100 B/A 
Service Code: E Test: 2 License: 
Production Monitoring and C 

D5 B/M 550 B/A 
E5 B/M 550 B/A 
F5 B/M 550 B/A 
G5 B/M 550 B/A 
H5 B/M 550 B/A 
J5 B/M 550 B/A 
K5 B/M 550 B/A 


/ 2 B/ 

E5 B/M 264 B/A 
F5 B/M 264 B/A 
G5 B/M 264 B/A 
HS B/M 264 B/A 
J5 B/M 264 B/A 
K5 B/M 264 B/A 


Service Code: E 


5728-M71 +Production Control and coors 
DS B/M 825 B/ 


(cont'd) 


Charges:X/Y where as License Type 


ES B/M 825 


= Charge Type 


B/A 


Test: 2 License: 


Test: 2 License: 


858 
1030 


D/A 2065 
D/A 2265 
Pubs: S$B35-0351 
pac i MAPICS/DB 
D/ 1030 
D/A 1240 
D/A 1405 
D/A 1635 
D/A 1900 
D/A 2375 
D/A 2595 
Pubs: SB35-0401 
peronym: MAPICS/DB 
D/ 900 
D/A 1165 
D/A 1350 
D/A 1550 
D/A 1815 
D/A 2320 
D/A 2475 
Environment : 


Acronym: MAPICS/DB 
D/ 517 


D/A 616 
D/A 704 
D/A 803 
D/A 924 
D/A 1165 
D/A 1275 
Pubs: §B35-0410 
Acronym: MAPICS 
D/ 242 
D/A 286 
D/A 330 
D/A 363 
D/A 440 
D/A 539 
D/A 616 


Environment: AS/400 


Acronym: MAPICS/DB 
D/A. 


759 
D/A 913 


I={nitial, 
5-231 


B/P 17220 
B/P 18870 
Environment: 
Available: 
B/P 8610 
B/P 10360 
B/P 11810 
B/P 13650 
B/P 15870 
B/P 19840 
B/P 21580 
Environment: 
Available: 
B/P 8250 
B/P 9790 
B/P 11220 
B/P 12980 
B/P 15070 
B/P 19250 
B/P 20570 

AS/400 
Available: 
B/P 4255 
B/P 4660 
B/P 5905 
B/P 6675 
B/P 7740 
B/P 9680 
B/P 10640 


D/P 


AS/400 
2/23/90 
D 


AS/400 
6/30/90 
D/ 


Environment: AS/400 


Available: 12/30/90 
B/P 2035 D 


/P /P 
B/P 2320 D/P 
B/P 2705 D/P 
B/P 3100 D/P 
B/P 3670 D/P 
B/P 4550 D/P 
B/P = 5125 D/P 
Available: 12/31/90 
B/P 6290 D/P 


B/P 


B=Basic, D=DSLO, S=Single, M=Multiple 
O=One Time, M=Monthly, 


7545 


D/P 


=Annual, P=Primary 


15150 
16610 


Variable Charges 
9115 
9115 
10390 
12010 
13970 
17460 
18990 


Variable Charges 
7260 
8610 
9875 
11420 
13260 
16940 
18100 


P Variable Charges 


Variable Charges 


Variable Charges 


5728-M71 


(cont'd) F5 B/M 825 B/A 1175 D/A .— 1030 B/P 8610 D/P 7575 
G5 B/M 825 B/A 1360 D/A 1195 B/P 9965 D/P 8765 
H5 B/M 825 B/A 1570 D/A 1385 B/P 11510 D/P 10130 
J5 B/M 825 B/A 1980 D/A 1735 B/P 14520 D/P 12780 
K5 B/M 825 B/A 2155 D/A 1890 B/P 15770 D/P 13180 
Service Code: M Test: 2 License: § Environment: AS/400 

5728-M72 +AS/400 MAPICS Payroll ncronym: MAPICS Available: 9/29/89 Variable Charges . 
D5 B/M 396 B/A 418 D/ 363 B/P 3100 D/P 2725 
E5 B/M 396 B/A 484 D/A 429 B/P 3585 D/P 3155 
F5 B/M 396 B/A 572 D/A 460 B/P 4155 D/P 3660 
G5 B/M 396 B/A 660 D/A 583 B/P 4840 D/P 4255 
H5 B/M 396 B/A 770 D/A 682 B/P 5610 D/P 4935 
J5 B/M 396 B/A 946 D/A 836 B/P 6970 D/P 6135 
K5 B/M 396 B/A 1055 D/A 924 B/P 7740 D/P 6820 
Service Code: E Test: 2 License: §S Environment: AS/400 

5728-M73 +AS/400 MAPICS Accounts Payable acter ye: MAPICS Available: 9/29/89 Variable Charges 
D5 B/M 275 B/A 286 D/ 253 B/P 2130 D/P 1880 
E5 B/M 27 B/A 341 D/A 297 B/P 2515 D/P 2220 
F5 B/M 275 B/A 396 D/A 352 B/P 2900 D/P 2550 
G5 B/M 275 B/A 462 D/A 407 B/P 3385 D/P 2980 
H5 B/M 215 B/A 528 D/A 462 B/P 3870 D/P 3410 
J5 B/M 275 B/A 660 D/A 583 B/P 4840 D/P 4255 
K5 B/M 275 B/A 726 D/A 638 B/P 5320 D/P 4685 
Service Code: E Test: 2 License: S Environment: AS/400 

5728-M74 +AS/400 MAPICS Accounts Receivable Acronym: MAPICS Available: 9/29/89 Variable Charges 
DS B/M 275 B/A 286 D/ 253 B/P 2130 D/P 1880 
E5 /M 275 B/A 341 D/A 297 B/P 251 P 2220 
F5 B/M 275 B/A 396 D/A 352 B/P 2900 D/P 2550 
G5 B/M 275 B/A 462 D/A 407 B/P 3385 D/P 2980 
H5 B/M 275 B/A 528 D/A 462 B/P 3870 D/P 3410 
J5 B/M 275 B/A 660 D/A 583 B/P 4840 D/P 4255 
K5 B/M 275 B/A 726 D/A 638 B/P 5320 D/P 4685 
Service Code: E Test: 2 License: S Environment: AS/400 

5728-M75 +Inventory Management merenym: MAPICS/DB Available: 12/31/90 Variable Charges 
D5 B/M 561 B/A 583 D/ 517 B/P 4255 D/P 3750 
E B/M 561 - B/A 704 D/A 616 B/P 5125 D/P 4510 
F5 B/M 561 B/A 803 D/A 704 B/P 5905 D/P 5200 
G5 B/M 561 B/A 924 D/A 814 B/P 775 D/P 5960 
H5 B/M 561 B/A 1065 D/A 935 B/P 7840 D/P 6895 
J5 B/M 561 B/A 1330 D/A 1165 B/ 775 D/P 8600 
K5 B/M 561 B/A 1450 D/A 1275 B/P 10640 D/P 9370 
Service Code: M Test: 2 License: §S Environment: AS/400 


5-232 


5728-M/76 +Product Data mapas nen: 
D5 B/M 58 


Service Code: M 


5728-M79 +Order Entry and Invoicing 
D5 B/M 539 


B/A 
E5 B/M 539 B/A 
F5 B/M 539 B/A 
G5 B/M 539 B/A 
H5 B/M 539 B/A 
J5 B/M 539 B/A 
K5 B/M 539 B/A 


Service Code: M 


5728-PC1 AS/400 PC Support 
+AS/400 PC Support 


Test: 2 License: § 


Test: 2 License: §S 


R1.2 
+AS/400 PC Support oe 0S/2 Support 


+AS/400 PC Support R 

D5 B/O 1440 D/O 

; E5 B/O 2885 D/O 
(cont d) 


Charges:X/Y where = License Type B=Basic, D=DSLO, S=Single 


1270 
2540 


pcronye: MAPICS /DB 
D/ 792 


Pubs: SB35-0381 
Acronym: MAPICS/DB 
D/A 506 


D/A 594 
D/A 682 
D/A 770 
D/A 913 
D/A 1140 
D/A 1250 
Environment: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 


Charge Type O=One Time, M=Monthly, I=tnitial, 


5-233 


M=Multi 


Available: 9/29/89 
B/P 6575 D 


Environment: AS/400 
Available: 9/29/89 
B/P 4155 D/P 


B/P 4935 D/P 

B/P 5610 D/P 

B/P 6490 D/P 

B/P 7045 D/P 

B/P 9480 D/P 

B/P 10450 D/P 
AS/400 


Available: 8/26/88 
Available: 4/27/90 
Available: 12/31/89 
Available: 4/27/90 


le 
=Annual, P=Primary 


Variable Charges 


B/A 902 /P 578 
ES B/M 858 B/A 1055 D/A 924 B/P 7740 D/P 6820 
F5 B/M 858 B/A 1210 D/A 1065 B/P 8910 D/P 7840 
G5 B/M 858 B/A 1405 D/A 1240 B/P 10360 D/P 9115 
H5 B/M 858 B/A 1635 D/A 1440 B/P 12000 D/P 10560 
J5 B/M 858 B/A 1635 D/A 1440 B/P 12000 D/P 10560 
K5 B/M 858 B/A 2045 D/A 1800 B/P 15000 D/P 13200 
Service Code: M Test: 2 License: § Environment: AS/400 
5728-M77 +AS/400 MAPICS General Ledger Acronym: MAPICS Available: 9/29/89 Variable Charges 
DS B/M 330 B/A 341 D/ 297 B/P 2515 D/P 2220 
ES B/M 330 B/A 407 D/A 363 B/P 3000 D/P 2640 
FS B/M 330 B/A 473 D/A 418 B/P 3485 D/P 3065 
G5 B/M 330 B/A 550. D/A 484 B/P 4070 D/P 3585 
H5 B/M 330 B/A 638 D/A 561 B/P 4640 D/P 4080 
J5 B/M 330 B/A 792 D/A 693 B/P 5805 D/P 5115 
K5 B/M 330 B/A 858 D/A 759 B/P 6290 D/P 5530 
Service Code: E Test: 2 License: Environment: AS/400 
5728-M78 MAPICS/DB Sales Analysis peronym MAPICS/DB Available: 2/23/90 Variable Charges 

D5 B/M 418 B/A 440 D/ 385 B/P 3190 D/P 280 
ES B/M 418 B/A 528 D/A 462 B/P 3870 D/P 3410 
F5 B/M 418 B/A 594 D/A 528 B/P 4355 D/P 3825 
G5 B/M 418 B/A 682 D/A 605 B/P 5035 D/P 4430 
H5 B/M 418 B/A 803 D/A 704 B/P 5905 D/P 5200 
J5 B/M 418 B/A 1000 D/A 880 B/P 7355 D/P 6475 
K5 B/M 418 B/A 1100 D/A 968 B/P 8030 D/P 7060 


‘ Variable Charges 


Variable Charges 


5728-PC1 
(cont d) 


5728-PL1 


5728-PS1 


5728-PT1 


5728-PW1 


F5 B/O 3605 D/O 3170 

G5 B/O 6060 D/O 5335 

H5 B/O 8370 D/O 7360 

J5 B/O 11970 D/O 10540 

K5 B/O 14410 D/O 12680 

Service Code: M Test: 2 License: U 

AS/400 PL/1 Acronym: 
+AS/400 PL/1 R1.2 Acronym: 
i ase R2 Acronym: 
D5 ~B/O 1555 D/O 1365 

E5 B/O 2595 D/O 2280 

F5 B/O 4675 D/O 4110 

G5 B/O 6235 D/O 5480 

H5 B/O 7790 D/O. 6855 

J5 B/O 9355 D/O 8225 

K5 B/O 10910 D/O 9600 

Service Code: H Service End Date: 6/30/90 Test: 
+AS/400 Pascal Acronym: 
+AS/400 Pascal R2 Acronym: 
D5 B/O 1385 D/O 1215 

E5 B/O 2310 D/O 2025 

F5 B/O 4155 D/O 3655 

G5 B/O 5540 D/O 4875 

H5 B/O 6930 D/O 6090 

J5 B/O 8315 D/O 7315 

K5 B/O 9700 D/O 8535 

Service Code: H Service End Date: 6/30/90 Test: 
AS/400 Performance Tools Acronym: 
+AS/400 PC Support R1.2 Acronym: 
+AS/400 PC Support R2 Acronym: 
D5 B/O 1090 D/O 962 

E5 B/O 1845 D/O 1620 

F5 B/O 3285 D/O 2890 

G5 B/O 4385 D/O 3860 

H5 B/O 5480 D/O 4820 

J5 B/O 6580 D/O 5790 

K5 B/O 7660 D/O 6740 

Service Code: H Service End Date: 6/30/90 Test: 
Application Development Tools Acronym: 
+Application Development Tools R1.2 Acronym: 
a eenaceraey ever oprene Tools R2 Acronym: 
D B/O 1385 D/O 1215 

E5 2310 D/O 2025 


B/O 


2 License: 


Pascal 
Pascal 


2 License: 


2 License: 
ADT 


ADT 
ADT 


5-234 


Environment: AS/400 


Available: 
Available: 
Available: 


S 


Available: 
Available: 


Ss 


Available: 
Available: 


Available 


S 


Available: 
Available: 
Available: 


8/26/88 
12/09/88 
10/27/89 


Environment: AS/400 


11/25/88 
10/27/89 


Environment: AS/400 


8/26/88 
12/09/88 
: 10/27/89 


Environment: AS/400 


8/26/88 
12/09/88 
10/27/89 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5728-RG1 


5728-SS1 


(cont'd) 


Charges:X/Y where : 


+AS/400 Query R2- 
5 B/D 


B/O 4155 D/O 3655 
B/O 5540 D/O 4875 
B/O 6930 D/O 6090 
B/O 8315 D/O 7315 
B/O 9700 D/O ~—- 8535 


ery R1.2 


D / 979 D/O 861 
E5 B/O 1960 D/O 1725 
F5 B/O 2450 D/O 2155 
G5 B/O 4115 D/O 3620 
H5 B/O 5690 D/O 5005 
55 B/O 8140 D/O 7160 
K5 B/O 9790 D/O 8615 


Service C 


RPG/4G00 


ode: H 


+RPG/400 R1.2 
+RPG/400 R2 


D5 /O 1385 D/O 1215 
E5 B/O 2310 D/O 2025 
F5 B/O 4155 D/O 3655 
G5 B/O 5540 D/O 4875 
HS B/O 6930 D/O 6090 
35 B/O 8315 D/O 7315 
K5 B/O 9700 D/O  —- 8535 


Service Code: H Service End Date: 


Operating System/400 


X= 


i 


License Type 
Charge Type 


+Operating System/400 R1.2 


peas pi amas te R2 
D B/ 6350 D/O 5585 
E5 B/O 12120 D/O 10670 
F5 B/O 16170 ‘D/O 14220 
G5 B/O 28870 D/O 25410 
H5 B/O 43890 D/O 38620 
J5 B/O 63520 D/O 55900 
© A B/O 75900 i i 66790 
econdary Language - anis 
y 5 & BE 00 Pp 
Secondary Language - Belgian Dutch 
No Charge ai 
Secondary Language - Belgian French 
No Charge 
Secondary Language - Canadian French 
No Charge 


6/30/90 Test: 
Acronym: 


Acronym: 
Acronym: 


6/30/90 Test: 
Acronym: 


Acronym: 
Acronym: 


6/30/90 Test: 
Acronym: 


Acronym: 
Acronym: 


Acronym: 
Acronym: 
Acronym: 
Acronym: 


2 License: 


Query 
Query 
Query 


2 License: 


RPG/400 
RPG/400 
RPG/400 


2 License: 


08/400 
0S/400 
0S/400 


0S/400 
0S/400 
08/400 


B=Basic, D=DSLO, S=Single, M=Mul 
O=One Time, M=Monthly, I 


=tnitial 
5-235 


Ss 


Available: 
Available: 
Available: 


S) 


Available: 
Available: 
Available: 


i) 


Available: 
Available: 
Available: 


Available: 
Available: 
Available: 
Available: 


Environment: AS/400 


8/26/88 
12/09/88 
10/27/89 


Environment: AS/400 


8/26/88 
12/09/88 
10/27/89 


Environment: AS/400 


8/26/88 
12/09/88 
10/27/89 


1/27/89 
12/29/89 
12/29/89 
12/29/89 


ee 
» A=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


5728-SS1 


teont td) Secondary pane 
No C 


Secondary Lang 
Secondary, Lan 
econdary Lan 
ce 
econdary Lan 
YNo Ch 


uage - 
arge 


Secondary Language - 
ae Ch 


arge 
uage - 
arge 
uage - 
arge 
uage - 
arge 


Secondary Language - 
No Charge 

Secondary Language - 
No Charge 

Secondary Language - 
No Charge 


Secondary Lan 
No Ch 


Secondary Lan 
No C 


uage - 
arge 
uage - 
arge 


Secondary Language - 
No Charge 

Secondary Language - 
No Charge 


Service Code: H Service End Date: 


Danish 
Dutch 
Finnish 
French 
German 
Italian 
Norwegian 
Portuguese 
Spanish 
Swedish 
U.S. English 


Japanese 


5728-ST1 +Structured Query Language/400 


5728-TC1 


+Structured Query Language/400 R2 
D5 0 Y7 erie D/O 


B/ 30 / 
E5 B/O 2885 D/O 
F5 B/O 5195 D/O 
G5 B/O 6930 D/O 
H5 B/O 8660 D/O 
J5 B/O 10390 D/O 
K5 B/O 12120 ‘D/0 


Service Code: 


AS/400 TCP/IP Connectivity Utilities 
DS B/O 3750 D/O «33 


H Service End Date: 


/ 
E5 B/O 6305 D/O 
F5 B/ 11260 D/O 
G5 B/O 15010 D/O 
H5 B/O 18760 D/O 
J5 B/O 22520 D/O 
K5 B/O 26260 D/O 


Service Code: 


5728-WPi AS/400 Office 


M 


Test: 2 License: § 


Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 
Acronym: 


Acronym: 
6/30/90 Test: 


Acronym: 
Acronym: 


6/30/90 Test: 
| Acronym: 


Acronym: 


08/400 
08/400 
08/400 
08/400 
0S/400 
0S/400 
0S/400 
08/400 
08/400 
0S/400 
05/400 
08/400 


2 License: 


uery/400 
ieee d tat 


2 License: 


TCP/IP 


Office 


5-236 


Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 


S 


Available: 
Available: 


Ss 


Available: 


Environment: AS/400 
Available: 


12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
12/29/89 
10/27/89 
12/29/89 


Environment: AS/400 


11/25/88 
10/27/89 


Environment: AS/400 


1/26/90 


8/26/88 


Variable Charges 


Variable Charges 


Variable Charges 


+AS/400 Office R1.2 Acronym: Office Available: 12/09/88 


+O0fficeVision/400 Acronym: Office Available: 6/30/90 
+AS/400 Office R2 areouym: Office Available: 10/27/89 
D5 B/O 2885 B/M 945 D/ 2540 B/A 335 D 295 B/P 1890 D/ 
ES B/O 5775 B/M 945 D/O 5080 B/A 670 D/A 590 B/P 3780 D/ 
F5 B/O 7215 B/ 945 D/O 6350 B/A 840 D/A 739 B/ 4720 D/ 
G5 B/O 12120 B/ 945 D/O 10670 B/A 1410 D/A 1241 B/P 7925 D/ 
HS B/O 16740 B/M 945 D/O 14730 B/A 1945 D/A 1712 B/P 10925 D/ 
J5 B/O 23960 / 945 D/O 21090 B/A 2770 D/A 2438 B/P 15680 D/ 
K5 B/O 28640 B/M 945 D/O 25203 B/A 3310 D/A 2913 B/P 18740 D/ 
OS/2 Of ties earners. Acronym: Office Available: 6/30/90 
DOS seavest a. daca aa to OS/2 Office Acronym: Office Available: 6/30/90 
0S/2 eyes a taeda Feature Acronym: Office Available: 6/30/90 
Service Code: H Service End Date: 6/30/90 Test: 2 License: S Environment: AS/400 
5728-017 TEs) 200 Pepa suog & Control Acronym: Available: 12/09/88 Variable Charges 
E5 B/O 3580 
F5 B/O 4155 
G5 B/O 4850 
HS B/O 5540 
J5 B/O 6930 
K5 B/O 7480 
Service Code: M Service End Date: 12/31/90 Test: 2 License: § Environment: AS/400 
5728-018 eae Prec Honors & Cntrl Host Acronym: Available: 9/30/88 Variable Charges 
ES B/O 357 
F5 B/O 415 
G5 B/O 485 
H5 B/O 554 
J5 B/O 693 
K5 B/O 748 
Service Code: M Service End Date: 12/31/90 Test: 2 License: S Environment: AS/400 
5728-019 Te Financial Transaction Processing Acronym: FTPS/400 Available: 11/21/89 
+FTPS/400 R2 Acronym: FTPS/400 Available: 6/30/90 
B/O 4400 B/M 96 
+FTPS/400 370" edt B/M 5 Acronym: FTPS/400 Available: 11/21/89 
+FTPS/400 389X Feature Acronym: FTPS/400 Available: 11/21/89 
B/O 34100 B/M 755 
+FTPS/400 389X ene Feature Acronym: FTPS/400 Available: 6/30/90 
B/O 9900 B/M 216 
Service Code: M Service End Date: 12/28/90 Test: 2 License: S Environment: AS/400 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, =Annual, P=Primary 


a*237 


5729-D4A 
5729-D41 
eugene 
5729-D43 
5729-D44 
5729-D45 
5729-D46 
5729-D47 


5729-D48 


5729-D49 $/36 DMAS for S/36 5363SU & 5364 PC 
B/O 2905 B/M 


$/36 DMAS for 
B/O 


Service Code: 
$/36 DMAS for 
B/O 


Service Code: 
S/36 DMAS for 
B/O 


Service Code: 
$/36 DMAS for 
B/O 


Service Code: 
$/36 DMAS for 
B/O 


Service Code: 


S/36 DMAS for 
B/0 


Service Code: 
S/36 DMAS for 
B/O 


Service Code: 
$/36 DMAS for 
B/O 


Service Code: 


$/36 DMAS for 
B/O 


Service Code: 


Service Code: 


S/36 5363SU 
727 


Ss Test: 
$/36 5363SU 
2905 


S Test: 
$/36 5363SU 
, 2545 

s Test: 


8/36 5363SU 
2905 


Ss Test: 
$/36 5363SU 
2905 


S Test: 
$/36 5363SU 
3995 


s Test: 
$/36 5363SU 
5090 


Ss Test: 
$/36 5363SU 
2545 


Ss Test: 


8/36 5363SU 
2545 


NS) Test: 


S Test: 


& 5364 PC SU 
B/M 127 


1 License: § 
& 5364 PC SU 
B/M 281 


1 License: S 


& 5364 PC SU 
B/M 196 


1 License: § 


& 5364 PC SU 
B/M 258 


1 License: §S 


& 5364 PC SU 
B/M 258 


1 License: § 


& 5364 PC SU 
B/M 541 


1 License: S 


& 5364 PC SU 
B/M 448 


1 License: S 


& 5364 PC SU 
B/M 196 


1 License: §S 


& 5364 PC SU 
B/M 196 


1 License: §S 


SU 
266 


1 License: S 


Acronym: DMAS 


D/ 544 
Environment: 
Acronym: DMAS 
D/ 2175 
Environment: 
Acronym: DMAS 
D/ 1900 
Environment: 
Acronym: DMAS 
D/ 2175 
Environment: 
Acronym: DMAS 
D/ 2175 
Environment: 
Acronym: DMAS 
D/ 2990 
Environment: 
Acronym: DMAS 
D/ 3815 
Environment: 
Acronym: DMAS 
D/ 1900 
Environment: 
Acronym: DMAS 
D/ 1900 
Environment: 
Acronym: DMAS 
D/ 2175 
Environment: 


3-238 


Available: 


System/36,PC 


Available: 


System/36, PC 
Available: 


System/ 36, PC 


Available: 


System/36,PC 


Available: 


System/ 36, PC 
Available: 


System/36,PC 


Available: 


System/36, PC 


Available: 


System/36,PC 


Available: 


System/36,PC 


Available: 


System/36,PC 


10/23/87 


10/23/87 


10/23/87 


10/23/87 


10/23/87 


10/23/87 


10/23/87 


10/23/87 


10/23/87 


10/23/87 


5729-M6A 


5729 -M6X 


5729-M66 


5729-M67 


5729-M68 


5729~-M69 


5729-M7A 


5729-M7B 


S/36 MAPICS II S/36 5363S5U & 5364PC SU Acronym: 
B/O 5595 B/M 466 D/ 


5729-M7G 


S/36 MAPICS II 8/36 5363SU & 5364PC SU Acronym: 
B/O 5195 B/M 431 D/ 


5729-M7H 


Charges:X/Y where = 


5/36 Construction Management/Acctg are 
B/O 2835 B/M 273 


Service Code: A Test: 1 License: § 


8/36 Construction Management/Acctg Syste 
B/O 1190 B/M 112 


Service Code: A Test: 1 License: § 


$/36 Construction Management/Acctg ayes 
B/O 1790 B/M 174 


Service Code: A Test: 1 License: § 


$/36 Construction Management/Acctg syste 
B/O 1790 B/M 174 


Service Code: A Test: 1 License: S 


/ 235 
S/36 CMAS Accounts Payable - 6076 
B/O 1310 B/M 127 


Service Code: A Test: 1 License: § 


S/36 Construction Management/Acctg Syste 
B/O 3235 B/M 310 


Test: 1 License: § 


5/36 MAPICS II S/36 5363SU & 5364PC SU 
B/O 3595 B/M 298 


Service Code: A 


Service Code: E Test: 1 License: § 


Service Code: E Test: 1 License: § 


Test: 1 License: § 


S/36 MAPICS II S/36 53635U & 5364PC SU 
B/O 4360 B/M 


Service Code: E 


363 


Service Code: E Test: 1 License: §S 


License Type 
= Charge Type 


say a 


Pubs: 
: CMAS 


Acron 
D/ 


Pubs: 


Acronym: 
D/O 
Pubs: 


easy) a 


Pubs: 


S/36 CMAS Accounts Payable aclonym: 
B/O 2440 B/M D/ 


Acronym: 
D/O 
Pubs: 

Acronym: 
d/o. 
Pubs: 


Acronym: 


D/ 


CMAS 
22> 


GH45-5105 


898 
GH45-5106 


CMAS 
1340 


GH45-5100 


CMAS 
1340 


GH45-5100 


GH45-5102 


CMAS 
2430 


GH45-5104 


MAPICS II 
3160 


Environment: 


MAPICS ITI 
4920 


Environment: 


MAPICS II 
4570 


Environment: 


mas 


MAPICS II 
3835 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 
Available: 


Environment: 


Available: 


Environment: 


Available: 


10/23/87 


5/36 5363 ,8/365364PC 
10/23/87 


$/36 5363,8/365364PC 
10/23/87 


S/36 5363,S/365364PC 
10/23/87 


S/36 5363,8/365364PC 
10/23/87 
10/23/87 


$/36 5363,8/365364PC 
10/23/87 


8/36 5363,8/365364PC 
10/23/87 


System/36,S8/36 PC 


Available: 


10/23/87 


System/36,8/36 PC 


Available: 


10/23/87 


System/36,5/36 PC 


Available: 


10/23/87 


Environment: System/36,8/36 PC 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


M=Multi 


5-239 


le 


=Annual, P=Primary 


5729-M7J 
5729-M7K 
5729-M7L 
SPL EE 
S739-7P 
5729-M7X 
5729-M71 
5729-M72 


5729-M73 


S/36 MAPICS Il $/36 5363SU & 5364PC SU 
B/O 8365 B/M 696 


Service Code: 


E 


Test: 1 License: § 


8/36 MAPICS II 8/36 5363SU & 5364PC SU 
B/O 6975 B/M 581 


Service Code: 


E 


Test: 1 License: § 


8/36 MAPICS II S/36 5363SU & 5364PC SU 
B/O 8000 B/M 665 


Service Code: 


E 


Test: 1 License: § 


8/36 MAPICS II 8/36 5363SU & 5364PC SU 
B/O 14550 B/M 


Service Code: 


E 


1210 


Test: 1 License: § 


S/36 MAPICS II S/36 5363SU & 5364PC SU 
B/O 3050 B/M 254 


Service Code: 


E 


Test: 


1 License: § 


S/36 MAPICS II S/36 5363SU & 5364PC SU 
B/O 1670 B/M 138 


Service Code: 


E 


Test: 1 License: § 


S/36 MAPICS II 5(36 53638 & 5364PC SU 
B/O 870 B/M 492 


Service Code: 


E 


Test: 1 License: § 


S/36 MAPICS II S/36 5363SU & 5364PC SU 
B/O 3040 B/M 251 


Service Code: 
$/36 MAPICS II S735 5363SU & 5364PC SU 
B/O 235 _ B/M 


Service Code: 


E 


E 


Test: 1 License: § 


185 


Test: 1 License: § 


5729-M74 S/36 MAPICS II 8/36 5363SU & 5364PC SU 
B/O 2235 B/M 185 


Service Code: 


E 


Test: 1 License: § 


neronye MAPICS II 
D/ 7355 


Environment: 


ay MAPICS II 


6140 
Environment: 
Acrony MAPICS II 


7030 
Environment: 


Acronym: MAPICS II 
D/ 12790 


Environment: 


say MAPICS II 


2680 
Environment: 


acronym: MAPICS II 
D/ 1465 


Environment: 


easy ah Meeege II 
5170 


Environment: 
ay a MAPICS II 


2670 
Environment: 


Acronym: MAPICS II 
D/ 1965 


Environment: 


Acronym: MAPICS II 
D/ 1965 


Environment: 


5-240 


Available: 10/23/87 


System/36,8/36 PC 
Available: 10/23/87 


System/36,8/36 PC 
Available: 10/23/87 


System/36,S8/36 PC 
Available: 10/23/87 


System/36,S8/36 PC 
Available: 10/23/87 


System/36 58/36 PC 
Available: 10/23/87 


System/36,8/36 PC 
Available: 10/23/87 


System/36,8/36 PC 
Available: 10/23/87 


System/36,S/36 PC 
Available: 10/23/87 


System/36,8/36 PC 
Available: 10/23/87 


System/36,5/36 PC 


5729-M75 


5729-M76 


5729-M77 


5729-M78 


5729-M79 


5730-004 


5730-005 


5730-006 


5730-007 


5730-008 
(cont 'd) 


Charges 


:X/Y where oc 


Acron 


§/36 MAPICS II S/36 5363SU & 5364PC SU 
B/O 3995 B/M 332 D/ 


Test: 1 License: § 
S/36 MAPICS II S/36 5363SU & 5364PC SU 
B/O 6150 B/M 512 


Service Code: E 


Test: 1 License: S 
$/36 MAPICS II $/36 53635U & 5364PC SU 
B/O 2555 B/M 212 


Service Code: E 


Test: 1 License: S 
$/36 MAPICS II S/36 5363SU & 5364PC SU 
B/O 2920 B/M 245 


Service Code: E 


Test: 1 License: § 


8/36 MAPICS II 8/36 5363SU & 5364PC SU 
B/O 3835 B/M 319 


Service Code: E 


Service Code: E Test: 1 License: § 
AS/400 Education Series Acronym: 
B/O 1270 D/O 990 
B/O 1270 D/O 990 
Service Code: H Service Fnd Date: 9/30/90 Test: 
AS/400 Office Support Acronym: 
/ B/O Pre D/O 360 sie 
B/O 462 D/O 360 


Service Code: H Service End Date: 


B/O 


Service Code: 


462 D/O 


H Service End Date: 


360 


B/O 225 


Service Code: 


286 D/O 
H Service End Date: 


AS/400 RPG Programming 
B/O 1385 


D/O 1080 


License Type 
Charge Type 


: MAPICS II 


9/30/90 Test: 
+AS/400 Office Support - Additional foRte Acronym: 
B/O 62 D/O 36 


9/30/90 Test: 


AS/400 Introduction - Data Communication Acronym: 
B/O 286 D/O 225 


9/30/90 Test: 


Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


3510 


Acronym: MAPICS II 
D/O. 


5410 


Acronym: MAPICS II 
D/d- 2565 


Acronym: MAPICS II 
b/d 3375 


5-241 


Available: 10/23/87 


Environment: System/36,8/36 PC 


Available: 10/23/87 


Environment: System/36,S/36 PC 
mcronym: MAPICS II Available: 10/23/87 
D/ 2240 


Environment: System/36,8/36 PC 


Available: 10/23/87 


Environment: System/36,8/36 PC 


Available: 10/23/87 


Environment: System/36,S8/36 PC 


Available: 8/26/88 

0 License: §S Environment: 
Available: 8/26/88 

0 License: S Environment: 
Available: 12/02/88 

0 License: 5 Environment: 
Available: 8/26/88 

Q License: S$ Environment: 
Available: 8/26/88 

M=Multipie 
tnitial, =Annual, P=Primary 


AS/400 


AS/400 


AS/400 


AS/400 


5730-008 
(cont d) B/O 1385 D/O 1080 
Service Code: H Service End Date: 
5730-009 AS/400 a ea2" 
632 D/O 495 
B70 632 D/O 495 


Service Code: H Service End Date: 


B40 517 D/O 405 
Service Code: H Service End Date: 9/30/90 Test: 
5730-012 +Workfolder Application Facility Acronym: 
DS B/O 15240 B/M 2115 
E5 B/O 19050 B/M 2115 
F5 B/O 22860 B/M 2115 
G5 B/O 26680 B/M 2115 
H5 B/O 30490 . B/M 2115 
J5 B/O 38110 B/M 2115 
K5 B/O 41920 B/M 2115 
Service Code: M Test: 2 License: S 
5730-043 DataInterchange/400 Acron 
D5 B/A 990 D/A 871 B/ 
E5 B/A 1235 D/A 1085 B/P 
F5 B/A 1485 D/A 1305 B/P 
G5 B/A 1730 D/A 1520 B/P 
H5 B/A 1980 D/A 1740 B/P 
J5 B/A 2475 D/A 2175 B/P 
5 B 2720 D/A 2395 B/P 
GEIS Communication: Module a A 
B/A 132 D/A 116 B/ 
McDonnell Douglas Communication Module Acronym: 
B/A 132 D/A 116 B/ 
CDC Redinet Communication Module aor onee 
B/A 132 D/A 116 B/ 
Sterling/Ordernet Communication Module Acronym 
B/A 132 D/A 11 B/ 
TranSettlement/TranSend Comm. Mod. act onye 
B/A 132 116 B/ 
Kleinschmidt Communication Module Acronym: 
B/A A 116 B/P 


Western Union/EasyLink Communication Mod Acronym: 
B/A 132 D/A 11 


Service Code: M Test: 2 License: §S 


9/30/90 Test: 


Acronym: 


9/30/90 Test: 
5730-010 +AS/400 oe Bie = ay a pope Acronym: 


QO License: 


QO License: 


Q License: 


5-242 


S Environment: AS/400 


Available: 


S Environment: AS/400 


Available: 


S Environment: AS/400 


Available: 


Environment: AS/400 


Available: 
D/P 6385 
D/P 7985 
D/P 9580 
D/P 11180 
D/P 12770 
D/P 15970 
D/P 17560 
Available: 
D 851 
Available: 
851 
Available: 
D/P 851 
Available: 
D/P 851 
Available: 
D/P 85 
Available: 
/P 851 
Available: 
D/P 851 


Environment: AS/400 


8/26/88 


12/02/88 


1/26/90 


7/28/89 


7/28/89 
7/28/89 
7/28/89 
7/28/89 
7/28/89 
7/28/89 
7/28/89 


Variable Charges 


Variable Charges 


5730-078 AIX Viaduct for AS/400 Acronym: AIX Available: 12/08/89 Variable Charges 


+AIX Viaduct for AS/400 V1R2.0 Acronym: AIX Available: 9/30/90 
DS B/O 5500 D/O 4840 
E5 B/O 6875 D/O 6050 
F5 B/O 8250 D/O 7260 
G5 B/O 9625 D/O 8470 
H5 B/Q 11000 D/O 9680 
J5 B/O 13750 D/O 12100 
K5 B/O 15120 D/O 13310 
+Workstation Feature Acronym: AIX Available: 9/30/90 
B/O 275 
Service Code: E Test: 2 License: § Pubs: SC40-1085 Environment: AS/400 
5730-079 AS/400 Electronic Filing Cabinet Acronym: Available: 12/15/89 Variable Charges 
DS B/O 14020 
E5 B/O 17540 
F5 B/O 21060 
G5 B/O 24530 
H5 B/O 28050 
J5 B/O 35090 
K5 B/O 38610 . 
Workstation Feature Acronym: Available: 12/15/89 Variable Charges 
Service Code: H Service End Date: 12/14/92 Test: 2 License: U Environment: AS/400 
5730-081 noreeeat yr aed rs System Acronym: MSDS Available: 12/15/89 Variable Charges 
E5 B/O 10310 
F5 B/O 12370 
G5 B/O 14430 
H5 B/O 16500 
J5 B/O 20620 
K5 B/O 22680 
Service Code: H Service End Date: 12/31/92 Test: 2 License: § Pubs: SC40-1086 Environment: AS/400 
5731-AA1 DOS Type-I Programs Running with DOS/VS Acronym: Available: 1/30/76 
No Charge 
Service Code: S Test: 0 License: § Environment: DOS/VS 
5732-001 System/88 Operating System R4 Acronym: Available: 6/24/88 Variable Charges 
+System/88 Operating System R5 Acronym: Available: 10/21/88 
qeystemses Dee tcane System R6 Acronym: Available: 12/08/89 
0 B/ 4950 
10 B/O 8085 
20 B/O 16500 
30 B/O 20620 
40 B/O 24750 
50 B/O 28880 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single eas bee 
Y= Charge Type O=One Time, M=Monthly, I=initial, A=Annual, P=Primary 


5-243 


5732-901 





{cont d) 60 B/O 33000 
70 B/O 37130 
System/88 Operating Sys Data Encrypt _ Acronym: Available: 12/18/87 
a ... No Charge 
Service Code: M Test: 2 License: S Pubs: SC34-0664 Environment: System/88 
5732-002 System/88 Network R4 Acronym: Available: 6/24/88 Variable Charges 
+System/88 Network R5 Acronym: Available: 10/21/88 
fteyerem/ee Network R6 Acronym: Available: 12/08/89 
0 B/O 2880 
10 B/O 3155 
20 B/O 4510 
30 B/O 5635 
40 B/O 6765 
50 B/O 7890 
60 B/O 9020 
70 B/O 10150 
Service Code: M Test: 1 License: § Pubs: SC34-0677 Environment: System/88& 
5732-003 System/88 Remote Job Entry R4 Acronym: Available: 6/24/88 Variable Charges 
+System/88 Remote Job Entry R5 Acronym: Available: 10/21/88 
Faye comse Remote Job Entry R6 Acronym: Available: 12/08/89 
0 B/O 1320 
10 B/O 1650 
20 B/O 2355 
30 B/O 2945 
40 B/O 3535 
50 B/O 4120 
60 B/O 4710 
70 B/O 5300 
Service Code: M Test: 1 License: S Pubs: SC34-0680 Environment: System/88& 
5732-004 3270 Terminal Support R4 Acronym: Available: 6/24/88 ~ Variable Charges 
+3270 Terminal Support R5 Acronym: Available: 10/21/88 
+3270 Terminal Suppore R6 Acronym: Available: 12/08/89 
05 B/O 95 
10 B/O 2615 
20 B/O 740 
30 B/O 4675 
40 B/O 5610 
50 B/O 6550 
60 B/O 7480 
70 B/O 8420 
Service Code: M Test: 1 License: S Pubs: SC34-0703 Environment: System/88& 
5732-005 3270 Emulator Support R4 Acronym: Available: 6/24/88 Variable Charges 
+3270 Emulator Support R5 Acronym: Available: 10/21/88 


5-244 


+3270 Emulator Supporter R6 Acronym: Available: 12/08/89 
05 B/O 80 
10 B/O 2845 
20 B/O 4070 
30 B/O 5085 
40 B/O 6105 
50 B/O 7120 
60 B/O 8140 
70 B/O 9160 
Service Code: M Test: 1 License: § Pubs: S8C34-0703 Environment: System/88 
5732-006 TPS Transaction Processing Services R4 Acronym: Available: 6/24/88 
+TPS Transaction Processing Services R5 Acronym: Available: 10/21/88 
a dai | tae pee eenans Services R6 Acronym: TPS Available: 12/08/89 
10 B/O 7775 
20 B/O 11110 
30 B/O 13880 
40 B/O 16660 
50 B/O 19440 
60 B/O 22220 
70 B/O 25000 
Service Code: M Test: 1 License: § Pubs: SC34-0670 Environment: System/88& 
5732-007 System/88 Forms Management System R4 Acronym: ‘ Available: 6/24/88 
+System/88 Forms Management System R5 Acronym: Available: 10/21/88 
Teyecem/ se Forms Management System R6 Acronym: Available: 12/08/89 
0 B/O 1745 
10 B/O 2770 
20 B/O 3960 
30 B/O 4950 
40 B/O 5940 
50 B/O 6930 
60 B/O 7920 
70 B/O 8910 
Service Code: M Test: 1 License: § Pubs: SC34-0671 Environment: System/88& 
5732-008 System/88 X.25 Networking Facility R4 Acronym: Available: 6/24/88 
+System/88 X.25 Networking Facility R5 Acronym: Available: 10/21/88 
TSy erence X.25 Networking Facility R6 Acronym: Available: 12/08/89 
0 B/O 1790 ; 
10 B/O 2730 
20 B/O 3905 
30 B/O 4880 
40 B/O 5860 
50 B/O 4080 
60 B/O 4660 
70 B/O 5240 


(cont'd) 


Charges:X/Y where a 


License Type 
harge Type 


B=Basic, D=DSLO, S=Single, M=Multiple 
O=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


5-245 


Variable Charges 


Variable Charges 


Variable Charges 


5732-009 


(cont d) Service Code: 


M 


Test: 1 License: § 


5732-009 System/88 X.29 Networking Facility R4 


+System/88 X.29 Networking Facility R5 
reyecem/6e as Nervorntes Facility R6 


B/ 15 
10 B/O 858 
20 B/O 1225 
30 B/O 1530 
40 B/O 1840 
50 B/O 2140 
60 B/O 2450 
70 B/O 2760 
Service Code: M Test: 


1 License: 


5732-010 System/88 SDLC Protocol Support R4 
+System/88 SDLC Protocol Support R5 
Fayecemsee ore Be a Support R6 


B/ 43 
10 B/O 2270 
20 B/O 3245 
30 B/O 4055 
40 B/O 4870 
50 B/O 5680 
60 B/O 6490 
70 B/O 7300 
Service Code: M Test: 
5732-011 System/88 COBOL R4 
+System/88 COBOL R5 
sepecemy ee COBOL R6 
0 B/O 5720 
10 B/O 7160 
20 B/O 10230 
30 B/O 12780 
40 B/O 15340 
50 B/O 17900 
60 B/O 20460 
70 B/O 23020 
Service Code: M Test: 


5732-012 System/88 BASIC R& 
+System/88 BASIC R5 


Peyercmney BASIC R6 
0 0 44 


B/ 00 
10 B/O 5465 
20 B/O 7810 
30 B/O 9760 


1 License: 


1 License: 


Ss 


S 


S 


Pubs: SC34-0677 Environment: System/8& 


Acronym: Available: 6/24/88 Variable Charges 
Acronym: Available: 10/21/88 
Acronym: Available: 12/08/89 


Pubs: SC34-0677 Environment: System/88 


Acronym: SDLC Available: 6/24/88 Variable Charges 
Acronym: SDLC Available: 10/21/88 
Acronym: SDLC Available: 12/08/89 


Pubs: SC34-0677 Environment: System/88& 


Acronym: Available: 6/24/88 Variable Charges 
Acronym: Available: 10/21/88 
Acronym: Available: 12/08/89 


Pubs: SC34-0672 Environment: System/88 


Acronym: Available: 6/24/88 Variable Charges 
Acronym: Available: 10/21/88 
Acronym: Available: 12/08/89 


5-246 


40 B/O 11710 
50 B/O 13670 
60 B/O 15620 
70 B/O 17570 
Service Code: M Test: 1 License: § 
5732-013 System/88& PL/I R4 
+System/88 PL/I R5 
Tey Puemnee PL/I R6 
0 B/O 465 
10 B/O 5810 
20 B/O 8305 
30 B/O 10370 
40 B/O 12450 
50 B/O 14530 
60 B/O 16610 
70 B/O 18690 
Service Code: M Test: 1 License: § 
5732-014 System/88 FORTRAN R4& 
+System/88 FORTRAN R5. 
Tayeeen( ee FORTRAN R6 
0 B/O 4895 
10 B/O 6140 
20 B/O 8770 
30 B/O 10960 
40 B/O 13160 
50 B/O 15350 
60 B/O 17540 
70 B/O 19730 
Service Code: M Test: 1 License: § 
5732-015 System/88 PASCAL R4& 
+System/88 PASCAL R5 
Sever eMiee PASCAL R6 
0 B/O 4400 
10 B/O 5465 
20 B/O 7810 
30 B/O 9760 
40 B/O 11710 
50 B/O 13670 
60 B/O 15620 
70 B/O 17570 
Service Code: M Test: 1 License: § 


5732-016 Text Editor R4& 


(cont'd) 


+System/88 Te 
+System/88 Te 


Charges:X/Y where X= 


xt Editor R5 
xt Editor R6 


License Type 
Charge Type 


Pubs: 


Acronym: 
Acronym: 
Acronym: 


Pubs: 


Acronym: 
Acronym: 
Acronym: 


Pubs: 


Acronym: 
Acronym: 
Acronym: 


Pubs: 


Acronym: 
Acronym: 
Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


SC34-0672 Environment: System/88& 


SC34-0668 Environment: System/88& 


SC34-0685 Environment: System/88& 


SC34-0689 Environment: System/88 


M=Multiple 
=Annual, P=Primary 


tnitial, 


5-247 


Available: 
Available: 
Available: 


Available: 
Available: 
Available: 


Available: 
Available: 
Available: 


Available: 
Available: 
Available: 


6/24/88 
10/21/88 
12/08/89 


6/24/88 
10/21/88 
12/08/89 


6/24/88 
10/21/88 
12/08/89 


6/24/88 
10/21/88 
12/08/89 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5732-916 


{cont'd} 05 B/O 1165 
10 B/O 1450 
20 B/O 2070 
30 B/O 2590 
40 B/O 3105 
50 B/O 3620 
60 B/O 4140 
70 B/O 4660 
Service Code: M Test: 1 License: S 


5732-017 Symbolic Debugging Aid R4 
+System/88 Symbolic Debugging Aid R5 


+System/88 Symbolic Debugging Aid R6 
O% B/o- 1540 
10 B/O 1925 
20 B/O 2750 
30 B/O 3435 
40 B/O 4125 
50 B/O 4810 
60 B/O 5500 
70 B/O 6190 
Service Code: M © Test: 1 License: S 


5732-019 +Personal Computer Terminal Support R5 
Personal ve Ce Support R4 


Service Code: M Test: 1 License: S 


5732-020 SNA-3270 Terminal Emulation R4 
+System/88 SNA-3270 Terminal R5 


Sayeven/e6 SNA-3270 Terminal R6 
05 - B/O ~ 1165 

10 B/O 1450 

20 B/O 2070 

30 B/O 2590 

40 B/O 3105 

50 B/O 3620 

60 B/O 4140 

70 B/O 4660 

Service Code: M Test: 1 License: § 


5732-021 SNA Cluster Controller R4 
+System/88 SNA Cluster Controller R5 


ee yorensse SNA Cluster Controller R6 
0 B/O 11110 

10 B/O 11670 

20 B/O 16680 


Pubs: 
Acronym: 


Acronym: 
Acronym: 


Pubs: 
Acronym: 
Acronym: 

Pubs: 
Acronym: 


Acronym: 
Acronym: 


Pubs: 


Acronym: 
Acronym: 
Acronym: 


SC34-0715 Environment: System/88 
Available: 6/24/88 Variable Charges 


Available: 10/21/88 
Available: 12/08/89 


$C34-0716 Environment: System/88& 
Available: 10/21/88 
Available: 6/24/88 
$X34-0173 Environment: System/88+PC ,XT 
Available: 6/24/88 Variable Charges 


Available: 10/21/88 
Available: 12/08/89 


SX34-0173 Environment: System/88& 
Available: 6/24/88 Variable Charges 


Available: 10/21/88 
Available: 12/08/89 


5-248 


30 B/O 20850 


40 B/O 25010 
50 B/O 29190 
60 B/O 33360 
70 B/O 37530 
Service Code: M Test: 1 License: S$ Pubs: SX34-0173 Environment: System/88 
5732-023 C Compiler and Subroutine Library R4 Acronym: Available: 6/24/88 
+System/88 C R5 Acronym: Available: 10/21/88 
Pepe remy 86 C R6 Acronym: Available: 12/08/89 
0 B/O 5720 
10 B/O 7160 
20 B/O 10230 
30 B/O 12780 
40 B/O 15340 
50 B/O 17900 
60 B/O 20460 
70 B/O 23020 
Service Code: M Test: 1 License: § Environment: System/88 
5732-025 Advanced Program to Program Comm R4 Acronym: APPC Available: 6/24/88 Variable Charges 
Advanced Program to Program Comm R5 Acronym: APPC Available: 10/21/88 
+Advanced Program to Program Comm R6 Acronym: APPC Available: 1/23/90 
05 B/O 4930 
10 B/O 
20 B/O 9680 
30 B/O 12100 
40 B/O 14520 
50 B/O 16940 
60 B/O 19360 
70 B/O 21780 
Service Code: M Test: 1 License: S$ Pubs: GX34-1000 Environment: System/88 
5732-026 Communications & Systems Management R4 Acronym: Available: 6/24/88 Variable Charges 
+Communications & Systems Management R5 Acronym: Available: 10/21/88 
+Communications & Syerens Management R6 Acronym: Available: 1/23/90 
05 B/O 3385 
10 B/O 4235 
20 B/O 6050 
30 B/O 7560 
40 B/O 9075 
50 B/O 10590 
60 B/O 12100 
70 B/O 13610 
Service Code: M Test: 1 License: S$ Pubs: GX34-1000 Environment: System/88& 
5732-027 SNA Interface Support R4 Acronym: Available: 6/24/88 Variable Charges 
+System/88 SNA Interface Support R5 Acronym: Available: 10/21/88 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type O=One Time, M=Monthly, t=tnitial, =Annual, P=Primary 


5-249 


5732-027 


eoent 4) TOyeE GRASS SNA Interface Support R6 
0 0 2020 


B/ 2 
10 B/O 2530 
20 B/O 3630 
30 B/O 4535 
40 B/O 5445 
50 B/O 6350 
60 B/O 7260 
70 B/O 8170 
Service Code: M Test: 


1 


License: 


S 


5732-028 Primary Systems Network Architecture R4 

+System/88 Primary SNA R5 

Toye can ae aaa | SNA R6 
0 0 000 


B/ 
10 B/O 
20 B/O 
30 B/O 
40 _B/O 
50 B/O 
60 B/O 
70 B/O 


Service Code: 
5732-029 Secondar 


M 


y Systems Networ 
+System/88 Secondary SNA 


Test: 


weyeren, ee Secondary SNA R6 
0 0 5 


B/ 371 
10 B/O 4645 
20 B/O 6655 
30 B/O 8330 
40 B/O 10010 
50 B/O 11650 
60 B/O 13310 
70 B/O 14970 
Service Code: M Test: 


1 License: 


1 License: 


5732-030 Distributed System Services R4 


B/ 4 
10 B/O 6775 
20 B/O 9680 
30 B/O 12100 
40 B/O 14520 
50 B/O 16940 
60 B/O 19360 
70 B/O = 21780 


S 


k Architect. R4 
R5 


Ss 


Acronym: 


Pubs: 


Acronym: 
Acronym: 
Acronym: 


Pubs: 


Acronym: 
Acronym: 
Acronym: 


Pubs: 


Acronym: 
+System/88 Distributed System Services R5 Acronym: 
Te yercnree sae aCe System Services R6 Acronym: 


GX34-1000 Environment: System/88& 


GX34-1000 Environment: System/88& 


GX34-1000 Environment: System/88& 


DSS 
DSS 
DSS 


5-250 


Available: 


Available: 
Available: 
Available: 


Available: 
Available: 
Available: 


Available: 
Available: 
Available: 


1/23/90 


6/24/88 
10/21/88 
1/23/90 


6/24/88 
10/21/88 
1/23/90 


6/24/88 
10/21/88 
1/23/90 


Variable Charges 


Variable Charges 


Variable Charges 


Service Code: M Test: 1 License: S$ Environment: System/88& 


5732-032 +System/88 Intn 1 Funds Transfer eye R1.0 Acronym: Available: 11/25/88 
Gassneunee (3 Ea Sys R1.1 Acronym: Available: 6/30/89 
+S /88 Payment Suey non Acronym: Available: 6/30/89 
$/88 ogee Beracrn unpre Feature Acronym: Available: 11/30/88 
S/88 a escoo ee Feature Acronym: Available: 11/30/88 
+S /88 pene Be tert Support Feature Acronym: Available: 12/29/89 
$/88 S.W.I.F.T. Network Support Feature Acronym: Available: 11/30/88 
B/O 30000 
Service Code: M Test: 2 License: S$ Pubs: GC18-0166 Environment: System/88& 
(5732-033 eropt emits Editor R4& Acronym: ) Available: 6/24/88 Variable Charges 
+System/88 Programming Editor R5 Acronym: Available: 10/21/88 
peyeren(es Programming Editor R6 Acronym: Available: 12/08/89 
0 B/O 1165 
10 B/O 1450 
20 B/O 2070 
30 B/O 2590 
40 B/O - 3105 
Service Code: M Test: 1 License: § Environment: System/88 
5732-036 SQL/88 SQL Server . Acronym: SQL/88 Available: 6/24/88 Variable Charges 
+SQL/88 SQL Server R2 Acronym: SQL/88& Available: 1/26/90 
05 B/O 16610 
/O 29310 
20 B/O 41910 
30 B/O 52360 
40 B/O 62810 
50 B/O 67260 
60 B/O 76870 
70 B/O 86480 
Service Code: E Service End Date: 6/27/90 Test: 2 License: S Environment: SYSTEM/88& 
5732-037 SQL/88 Data Workbench Acronym: SQL/88 Available: 6/24/88 Variable Charges 
+SQL/88 Data Workbench R2 Acronym: SQL/88& Available: 1/26/90 
05 B/O 14960 
10 B/O 24310 
20 B/OQ 34760 
30 B/O 43450 
40 B/O 52140 
50 B/O 60830 
60 B/O 69520 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


Se251 


5732-037 
(cont d) 70 B/O 78210 


Service Code: E Ser 


5732-038 pyaeenyee ORACLE V5R1 
0 B/O 142 


00 
10 B/O 24375 
20 B/O 34820 
30 B/O 43515 
40 B/O 52225 
50 B/O 67030 
60 B/O 76600 
70 B/O 86180 


Service Code: M 
5732-039 System/88 TCP/IP Rl 
0 B/O 2930 


10 B/O 4720 
20 B/O (6745 
30 B/O 8430 
40 B/O 10120 
50 B/O 11800 
60 B/O 13490 
70 B/O 15180 
Service Code: E 
5732-040 eyoren.ss SQL C Prec 
05 B/O 3520 
10 B/O 5515 
20 B/O 7880 
30 B/O 9855 
40 B/O 11825 
50 B/O 13790 
60 B/O 15760 
70 B/O 17730 


‘ Service Code: E 
5732-043 ayeremsee SQL APT-ED 
0 B/O 6545 


10 B/O 10750 
20 — B/O 15360 
30 B/O 19200 
40 B/O 23035 
50  B/Q = 26880 
60 B/O 30720 
70 B/O 34560 


Service Code: E 


vice End Date: 7/27/90 Test: 2 License: S 


Test: 2 License: S 


Test: 2 License: § 


ompiler 


Test: 2 License: § 
LT 


Test: 2 License: S 


Acronym: ORACLE Available: 


Environment: System/88 
Acronym: TCP/IP Available: 


Environment: System/8&8& 


Acronym: SQL Available: 


Environment: System/88& 


Acronym: SQL Available: 


Environment: System/88 


5-252 


9/29/89 


12/08/89 


1/26/90 


1/26/90 


Environment: SYSTEM/88 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5732-044 Syerenyes SQL APT-LIBRARY Acronym: SQL 

0 B/O 3520 

10 B/O 5515 

20 B/O 7880 

30 B/O 9855 

40 B/O 11825 

50 B/O 13790 

60 B/O 15760 

70 B/O 17730 

Service Code: E Test: 2 License: § Environment: 
5732-047 Syenenss® Network File System Ri Acronym: 

0 B/O 2980 

10 B/O 5945 

20 B/O 8485 

30 B/O 10605 

40 B/O 12730 

50 B/O 14850 

60 B/O 16970 

70 B/O 19090 

Service Code: E Test: 2 License: § Environment: 
5732-048 File Transfers & TELNET Protocols Rl Acronym: 

05 B/O 1130 

10 B/O 1800 

20 B/O 2570 

30 B/O 3215 

40 B/O 3860 

50 B/O 4500 

60 B/O 5140 

70 B/O 5780 

Service Code: E Test: 2 License: § Environment: 


5732-053 TCP/IP Application Development Support Acronym: 
05 / PRO 990 y re un 


5732-057 
(cont 'd} 


10 B/O 1555 
20 B/O 2220 
30 B/O 2775 
40 B/O 3330 
50 B/O 3890 
60 B/O 4440 
70 B/O 5000 
Service Code: E Test: 


2 License: § Environment: 


System/88 SNA Token-Ring Link Manager R6 Acronym: 
B/O — 1540 . 7 = dig 


Charges :X/Y¥ where aa License Type 


Charge Type 


Available: 3/31/90 


System/88& 
Available: 3/31/90 


System/88& 
Available: 12/08/89 


System/88& 
Available: 12/08/89 


System/88& 
Available: 1/23/90 


B=Basic, D=DSLO, S=Single, M=Multiple 


O=One Time, M=Monthly, I={nitial, 
5-253 


=Annual, P=Primary 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


5732-057 
(cont d) 


5734-CP1 
5734-CP2 
5734-CP3 
5734-F01 


5734-F02 


1 License: 


29 


Test: 2 License: S 


Ss 


1 License: §S 


29 


1 License: 


33 


Ss 


1 License: § 


339 


1 License: 


73 


1 License: 


10 B/O 1930 
20 B/O 2755 
30 B/O 3440 
40 B/O 4130 
50 B/O 4820 
60 B/O 5510 
70 B/O 6200 
Service Code: E 
5734-CB4 COBOL Interactive Debug 

10 B/ 278 B/M 
15 B/O 4080 B/M 
18 B/O 6730 B/M 
20 B/O 8635 B/M 
30 B/O 13570 B/M 
40 B/O 23890 B/M 
50 B/O 33940 B/M 
60 B/O 36940 Rae 
COBOL Interactive Debug XT/370 

B/O 1215 B/M 
Service Code: B Test: 
COBOL Prompter 

B/M 39 D/M 
Service Code: K Test: 
Assembler Prompter 

B/O 1200 B/M 
Service Code: Cc Test: 
FORTRAN Prompter 

B/O 1200 B/M 
Service Code: C Test: 
FORTRAN - Code-and-Go 

B/O 7560 B/M 
Service Code: C Test: 
FORTRAN IV (G1) 

B/M 98 D/M 
Service Code: K Test: 
FORTRAN 


5734-F03 


IV (H Extended) ce ree 
B/M 426 /M 


319 


Ss 


Ss 


Environment: System/88& 


Acronym: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


GC28-6454 


GC28-6454 


GC33-4038 


GC28-6884 


GC28-6884 


GC28-6884 


5-254 


Available: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


1/30/76 


TSO/CMS 
1/30/76 


TSO 
1/30/76 


TSO 
1/30/76 


5734-F02+TSO 


5/30/76 


OS/TSO/CMS 


1/30/76 


OS/TSO/CMS 


1/30/76 


Variable Charges 


Service Code: K Test: 1 License: § Pubs: GC28-6884 Environment: OS/VS/MFT/MVT/CMS 


5734-FO5 FORTRAN Interactive Debug Acronym: Available: 4/15/82 
B/O 3965 B/M 281 
Service Code: B Test: 1 License: §S Pubs: GC26-3983 Environment: 5734-F01,5748-F03 
5734-F11 Check Processing Control System Acronym: CPCS Available: 9/01/88 
+Check Processing Control System R9 Acronym: CPCS Available: 12/16/88 
+Check PE OES entree System R10 Acronym: CPCS Available: 6/30/90 
-, -CPCS 3890 Feature, Acronym: | Available: 9/01/88 
-CPCS / Return Item Feature Acronym: Available: 6/30/85 
B/I 9265 B/M 926 
Service Code: B 7 Test: 2 License: I Pubs: GH20-1008 Environment: MVS/XA,MVS/ESA 
5734-F31 Telecommunications Control System Acronym: TCS Available: 12/30/76 
B/M 7950 
Service Code: B Test: 2 License: § Pubs: GH20-4324 Environment: OS/VS 
5734-LM3 OS FORTRAN IV Library (Mod II) Acronym: Available: 1/30/76 
B/M 137 D/M 98 
Service Code: K Test: 1 License: §S Pubs: GC28-6884 Environment: OS,0S/VS,VM 
5734-LM4 PL/I Resident Library Release 5.1 Acronym: Available: 9/30/85 Variabie Charges 
10 B/O 473 B/M 70 D/ 355 D/M 52 
15 B/O 693 B/M 77 D/O 520 D/M 58 
18 B/O 1145 B/M 85 D/O 858 D/M 64 
20 B/O 1465 B/M 93 D/O 1100 D/M 70 
30 B/O 2305 B/M 102 D/O 1730 D/M 77 
40 B/O 4060 B/M 113 D/O 3045 D/M 85 
50 B/O 5765 B/M 124 D/O 4325 D/M 93 
60 B/O 6255 B/M 136 D/O 4691 D/M 102 
PL/I Resident Library XT/370 Acronym: Available: 
B/O 232 B/M 4 
Service Code: K Test: 1 License: § Pubs: GC33-0001 Environment: MVS,XA+DFP,VM,CICS 
5734-LM5 PL/I Transient Library Release 5.1 pononym Available: 9/30/85 Variable Charges 
10 B/O 272 B/M 39 D 204 D/M 29 
15 B/O 386 B/M 43 D/O 290 D/M 32 
18 B/O 637 B/M 47 D/O 478 D/M 35 
20 B/O 818 B/M 52 D/O 613 D/M 39 
30 B/O 1285 B/M 57 D/O 964 D/M 43 
40 B/O 2260 B/M 63 D/O 1695 D/M 47 
50 B/O 3215 B/M 69 D/O 2410 D/M 52 
: B/O 3570 B/M 76 D/O 2677 D/M 57 
(cont d) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=Initial, =Annual, P=Primary 


5*255 


§734-LM5 
(cont'd) 


5734-M51 


5734-PL1 


5734-PL2 


5734-PL3 


PL/I Transient Library XT/370 Acronym: 
B/O 232." . B/M. 4 

Service Code: K Test: 1 License: § Pubs: 

Requirements Planning Acronym: 

B/O 9240 B/M 320 

Requirements Planning Connection Records Acronym: 
B/O 1305 B/M 41 

Service Code: C Test: 1 License: I Pubs: 

PL/I Optimizing Ses a Release 5.1 es a 

10 B/O 219 B/M 325 D/O. 

1 B/ 3220 ~ B/M 358 D/O 

18 B/O 5310 B/M 393 D/O 

20 B/O 6815 B/M 433 D/O 

30 B/O 10710 B/M 476 D/O 

40 B/O 18840 B/M 523 D/O 

50 B/O 26770 B/M 576 D/O 

60 B/O 29160 B/M 634 D/O 

Service Code: K Test: 1 License: § Pubs 

PL/I Checkout Compiler Acronym 

10 B/M 633 D/M 474 

15 B/M 696 D/M 522 

18 B/M 766 D/M 574 

20 B/M 843 D/M 632 

30 B/ 927 D/M 695 

40 B/M 1020 D/M 765 

50 B/M 1120 D/M 841 

60 B/M 1230 D/M 922 

Service Code: K Test: 1 License: § Pubs 

PL/I Optimizing Compiler & Library 5.1 Acron 

10 e B/O . 2955 B/M 437 D/O. 

15 B/O 4325 B/M 481 D/O 

18 B/O 7140 B/M 529 D/O 

20 B/O 9160 B/M 582 D/O 

30 B/O 14400 B/M 640 D/O 

40 B/O 25340 B/M 704 D/O 

50 B/O 36000 B/M 774 D/O 
B 0000 B D/O 


Syn opeshiSing teecer tilbacy Hif570 A 

imizing Compiler Librar cronym: 
“ B/O : 1105 B/M ji 24 ai 
PL/I Kanji Name Suppt Feat. OS PL/I Optm Acronym: 


Service Code: K Test: 1 License: § 


Pubs: 


GC33-0001 


GH20-4618 


: GC33-0001 


: GC33-0003 


GC33-0001 


5-256 


Available: 


Environment: 
Available: 
Available: 


Environment: 


Available: 
D 244 


Environment: 
Available: 


Environment: 


Available: 
D 32 


D 
Available: 
Available: 


Environment: 


MVS , XA+DFP , CICS , VM 


2/30/76 


OS/MFT/MVT/VS 


9/30/85 


Variable Charges 


MVS ,XA+DFP,VM,CICS 


1/30/76 


OS/VS/MFT/MVT/CMS 


9/30/85 


5/15/87 


Variable Charges 


Variable Charges 


MVS , XA+DFP,VM,CICS 


5734-RC5 


5734-SM1 


5734-UT1 


5734-XA3 


5734-XMB 


5734-XMC 


5734-XM3 


5734-XM5 


5734-XM8 


5734-XP3 
(cont 'd) 


Charges 


Visual Data Ent ey Online System/370 
0 930 B/M 339 


B/ 
VIDEO/370 CICS Feature OS 
B/O 2645 B/M 100 


Service Code: C Test: 1 License: §S 


Sort/Merge 

B/O 1600 B/M 66 
Service Code: C Test: 1 License: § 
Utilities - TSO 

B/O 5200 B/M 154 
Service Code: C Test: 1 License: § 
STAT - BASIC 


66 


1 License: § 


B/O 1450 


Service Code: C 


B/M 
Test: 


Business Analysis f BASIC 
B/O 2075 B/M 75 
Service Code: C Test: 1 License: § 


Matrix Generator pepoee Writer for MPSX 
B/O 1554 B/M 706 

Service Code: C Test: 1 License: I 

Mathematics - Procedure Library 
B/O B/M 


3100 140 


Service Code: C Test: 1 License: § 
Vehicle Seueduling Program - Extended 
B/O 6740 B/M 305 


Service Code: C Test: 1 License: I 


MATH - BASIC 
B/O 1450 


Service Code: C 


MINIPERT 
B/O 4380 


B/M 66 


Test: 1 License: § 


B/M 199 


:X/Y where X= 
Y= Charge Type 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


Acronym: VIDEO/370 
Acronym: 


Available: 


Available: 


1/30/76 


Pubs: GC28-8313 Environment: OS/MFT/MVT/VS 


Acronym: 


Available: 


2/30/76 


Pubs: GC33-4022 Environment: OS/MFT/MVT 


Acronym: 


Pubs: GH20-9057 


Acronym: 


Pubs: GH20-1027 


Acronym: 


Pubs: 
Acronym: 


GH20-1175 
MGRW 


Pubs: GH19-5012 


Acronym: 


GH20-0854 
VSPX 


Pubs: 
Acronym: 


Pubs: GH19-2000 


Acronym: 


Pubs: 
Acronym: 


GH20-1128 


2-257 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


M=Multiple 


1/30/76 
TSO 
3/30/76 


ITF (DOS/0S/TSO) ,VS 
3/11/83 


DOS/VSE 
8/30/80 


OS /MFT/MVT 
5/30/78 


OS 
8/30/76 


OS/VS 
11/30/76 


CMS , VSPC 
5/30/77 


=Annual, P=Primary 


5734-XS2 
(cont d) 


5734-XS82 


5734-XS9 


5734-XX6 


5734-XX7 


5735-CV1 


5735-D16 


5735-D61 


5735-D62 


5735-H11 


Service Code: C Test: 1 License: I 


General i ae Simulation System V 
B/ 1665 B/M 75 


Service Code: C Test: 1 License: I 


Continuous System Modeling Program III 
0 2980 B/M 


. 135 
CSMP III - Graphics Feature 
B/O = 10250 B/M 423 


Service Code: C Test: 1 License: I 
Information peneeenent System Version 2 
IMS/360 Data Gomagnscat ton Feature 


IMS/360 Interactive Query Facility Feat 
B/M 336 


Service Code: C Test: 2 License: § 


Customer Information Control System. 
B/M 970 


Service Code: C Test: 2 License: S 


RPG Il Conversion Preprocessor 
B/O 727 


Service Code: C Test: 0 License: I 


3650 Subsystem Program Prep Support II 
BT 1880 B/M 731 


Service Code: K Test: 1 License: § 


3680 Store Systems Sales i yrs 
B/O 367 /M 8 


Service Code: A Test: 1 License: § 


3680 Store Systems Administration 
B/O 610 B/M 14 
Service Code: A Test: 1 License: S 


Pharmacy - Programmable Store System 
| B/M 52 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Acronym: 


Pubs: 
Acronym: 
Acronym: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 
D/t 
Pubs: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


GH20-4432 
GPSS 


GH20-0825 
CSMP 


GH19-7000 


IMS/360 


IQF. 


GH20-0765 
CICS 
GH20-1028 
GH20-4532 
SPPS II 
1385 
GC30-9524 


GH20-5608 


GH20-5608 


5-258 


Environment: 


Available: 


Environment: 
Available: 


Available: 


Environment: 
Available: 
Available: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 
Available: 
D/M 54 

Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


APLSV, APL/CMS 
1/30/76 


OS ,OS/VS 
1/30/76 


VS1/VS2/VM 
6/30/76 


OS/MFT/MVT/VS1/VS2 


11/30/76 


OS 
8/30/77 


S/3 to DOS/VS 
8/30/79 


DOS/VSE ,OS/VS 
4/02/82 


SPPS II & PSS Host 
4/02/82 


SPPS II & PSS HOST 


5735-RC1 


5735-RC5 


5735-XR2 


5735 -XXB 


5735 -XX7 


5736-TM4 
(cont d) 


Charges 


Service Code: H 


ACF/TCAM ; eres 1 
ACF/TCAM wa ee Netw 


Service Code: X Service End Date: 


Test: 


387 


1 License: 


D/M 
D/M 


working 


289 


1075 
10/31/83 Test: 
VTAM Communications Network pie eaggens Acronym: 
1 B/M 487 3 


0 / 8 65 
15 B/M 511 at 383 
18 B/M 537 D/M 403 
20 B/M 564 D/M 423 
30 B/M 592 D/M 444 
40 B/M 622 D/M 467 
50 B/M 653 D/M 490 
60 B/M 686 D/M 514 
Service Code: K Test: 2 License: 


Advanced Data Communication for Stores 
B/O B/M 273 


Service Code: 


6010 


X Service End Date: 


Emulation Program R5 
EP 


for VM/SP and VM/XA 


ae Vs 


6 for MVS/370 and MVS/XA 


for MVS/XA & MVS/ESA 
for a and VM/XA 


; for V 


for MVS 


for tee and VM/XA 
VS 


for 
B/I 


Service Code: M 


1500 


B/M 


3/25/88 Test: 


309 


Test: 2 License: 


Network Bey, Bo ear R 
+NTO 


R5.1 f£ 
+NTO R5. 
+NTO R5. 


+NTO R6 
+NTO R6 
+NTO R6 


or 


1 for VSE 
for MVS 
for VM 
for VSE 


B/I 


Service Code: M 
PL/I Resident Library 


:X/Y where oe 


P and VM 


1 for HVS/370 and 


836 


4.1 


(ws /xA 


B/M 


248 


Test: 2 lhLicense: 


License Type 
Charge Type 


B=Basic, D=DSLO, S= Peete 


Pubs: 
Acronym: 


Acronym: 


Pubs: GC27-0501 Environment: VM/SP+DOS/VSE,VS1 
Acronym: ADCS Available: 8/05/83 
1 License: § Pubs: 
Acronym: EP Available: 1/29/88 
Acronym: Available: ahoater 
Acronym: EP Available: 9/30/88 
Acronym: EP Available: ieyeoyce 
Acronym: EP Available: 12/22/89 
Acronym: EP Available: 3/31/89 
Acronym: EP Available: ace 
Acronym: EP Available: 12/29/89 
Acronym: EP Available: 1/26/90 
Acronym: EP Available: 2/28/90 
(1125 D/M 232 
Pubs: GC27-0657 Environment: VSE 
Acronym: NTO Available: 1/29/88 
Acronym: NTO Available: 3/31/89 
Acronym: NTO Available: 12/23/88 
Acronym: NTO Available: 4/28/89 
Acronym: NTO Available: 12/29/89 
Acronym: NTO Available: 12/29/89 
Acron NTO Available: 12/29/89 
D/ 627 D/M 186 
Pubs: GC38-0297 Environment: VSE 
Acronym: Available: 1/30/76 
M=Multiple 
={nitial, =Annual, P=Primary 


O=One Time, M=Monthly, I 


GH20-5278 Environment: DOS/VS,0S/VS 
Available: 
Available: 


MSNF/TCAM 


2 License: 


VM/VCNA 


5-259 


S Pubs: 
Available: 


8/30/78 


12/30/80 


GC30-2050 Environment: 0S/VS/MVS 


Variable Charges 


GH20-2188 Environment: DOS/VSE,0OS/VS 


Variable Charges 


5736-14 


(cont d) 10 B/O 574 B/M 63 D/O 429 D/M 47 

15 B/O - +765 B/M 63 D/O 567 D/M 47 

18 B/O 1080 B/M 63 D/O 810 D/M 47 

20 B/O 1335 B/M 63 D/O 992 D/M 47 

30 B/O 1915 B/M 63 D/O 1415 D/M 47 

40 B/O 3060 B/M 63 D/O 2265 D/M 47 

50 B/O 3950 B/M 63 D/O 2960 D/M 47 

60 B/O 5095 B/M 63 D/O 3821 D/M 47 

Service Code: K Test: 1 License: § Pubs: GC33-0004 Environment: DOS ,DOS/VS/VSE,CMS 
5736-LM5 PL/I Transient Library R6 acronym: Available: 1/30/76 Variable Charges 

10 B/O 333 B/M 36 D/ 249 D/M 27 

15 B/O 446 B/M 36 D/O 330 D/M 27 

18 B/O 661 B/M 36 D/O 493 D/M 27 

20 B/O 782 B/M 36 D/O 578 D/M 27 

30 B/O 1120 B/M 36 D/O 826 D/M 27 

40 B/O 1795 B/M 36 D/O 1320 D/M 27 

50 B/O 2320 B/M 36 D/O 1735 D/M 27 

60 B/O 2995 B/M 36 D/O 2246 D/M 27 

Service Code: K Test: 1 License: § Pubs: GC33-0004 Environment: DOS ,DOS/VS/VSE,CMS 
5736-N13 Consolidated Functions Ordinary Ver 2 ‘Acronym: CFO Available: 2/30/76 

B/O 12560 B/M 606 

Service Code: C Test: 1 License: I Pubs: GH20-5006 Environment: OS/DOS 

5736-N14 Alpha Search Inquiry System Acronym: ASIS Available: 1/30/76 
F B/O 15020 " B/M 333 fa 

Service Code: C Test: 1 License: S Pubs: GH20-1188 Environment: CICS/0OS/DOS/VS ,CMS 
5736-PL1 PL/I Optimizing epapeace acronym: Available: 3/30/76 Variable Charges 

10 B/O 248 276 D/ 1860 D/M 206 

1 B/O 3315 B/M 276 D/O 2480 D/M 206 

18 B/O 4965 B/M 276 D/O 3720 D/M 206 

20 B/O 5805 B/M 276 D/O 4345 D/M 206 

30 B/O 8300 B/M 276 D/O 6215 D/M 206 

40 B/O 13270 B/M 276 D/O 9940 D/M 206 

50 B/O 17130 B/M 276 D/O 12850 D/M 206 

60 B/O 22100 B/M 276 D/O 16575 D/M 206 

Service Code: K Test: 1 License: S Pubs: GC33-0004 Environment: DOS/VSE ,SSX/VSE ,CMS 
5736-PL3 PL/I Optimizing Cpaperee & Library Be ron yt: Available: 1/30/76 Variable Charges 

10 B/O 340 B/M 379 D/ 2555 D/M 283 

15 B/O 4545 B/M 379 D/O 3405 D/M 283 

18 B/O 6815 B/M 379 D/O 5110 D/M 283 

20 B/O 7955 B/M 379 D/O 5965 D/M 283 

30 B/O 11370 B/M 379 D/O 8530 D/M 283 


5-260 


5736-RC3 


5736-RG1 


5736-T11 


5736-XM3 


5736-XM7 


5736-XS3 


5736-XX6 


5736-XX7 


40 B/O 18190 B/M 379 
50 B/OQ 23470 B/M 379 
60 B/O 30280 B/M 379 


Service Code: K Test: 1 License: § 
Visual Data Entry Online System/370 
B/O 6170 B/M 


VIDEO/370 CICS Feature DOS 
B/O 1980 


233 


B/M 74 


Service Code: C Test: 1 License: S 
RPG II 
2800 B/M 100 
RPG II Auto Report Feature 
B/O 750 B/M 26 


Test: 1 License: § 


Fare Quote / Ticketing 


Service Code: C 


B/O 151350 B/M 6875 
Fare Quote f Ticketing Tariff Maint Feat 
B/ 302950 B/M 13760 


Service Code: B Test: 0 License: I 


Vehicle Benedul sng Program - Extended 
B/O 3510 B/M 159 


Service Code: C Test: 1 License: I 


3340 
Test: 


151 


1 License: § 


Mathematics - Subroutine Library 
B/O B/M 


Service Code: C 


General Parpoes Simulation System V 
B/ 1665 B/M 75 
Service Code: C Test: 1 License: I 


Customer Information Control System 
B/M 276 


Service Code: C Test: 2 License: S 


Customer Information Control System 
B/M 693 


Service Code: C Test: 2 License: § 


D/O 
D/O 
Pubs: 


Acronym: 
D/O. 
Acronym: 
D/O. 
Pubs: 
Acronym: 
Acronym: 


Pubs: 
Acronym: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 


13630 
17600 
22710 
GC33-0004 
VIDEO/370 
4630 
1485 
GC28-8313 


GC21-5021 


GH20-0873 
VSPX 


GH19-2000 
SL-MATH 


GH12-5103 
GPSS 


GH20-0826 
CICS Entry 


GH20-1028 
CICS Std 


D/M 
D/M 283 
D/M 283 


Environment: 


283 


Available: 
D/M 17 
Available: 
D/M 55 


Environment: 
Available: 
Available: 


Environment: 
Available: 


Available: 


Environment: 
Available: 


Environment: 
Available: 


Envi-onment: 
Available: 


Environment: 
Available: 


Environment: 
Available: 


DOS/VSE ,SSX/VSE , CMS 
1/30/76 


DOS ,DOS/VS 
1/30/76 


DOS ,DOS/VS 


ACP 
7/30/78 


DOS ,DOS/VS 
3/30/76 


OS/VS,DOS/VS 
6/30/76 


DOS ,DOS/VS 
10/30/76 


DOS 
5/30/76 


GH20-1028 Environment: DOS 





Charges:X/Y where an 


License Type 
Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=tnitial, 


M=Multiple 


5-261 


=Annual, P=Primary 


5740-AM4 pacman Vie Ce System 2.2 Acronym: INTERPERS Available: 4/16/85 


1080 B/M 2320 
Government peporl ins / Tracking Feature Acronym: INTERPERS Available: 
B/O 762 B/M 359 
Service Code: B Test: 2 License: § Pubs: GH20-5125 Environment: IMS/VS,CICS/0S/VS 
5740-AM6 Data Facility Device Support Acronym: DFDS Available: 3/31/84 
B/M 98 D/M 75 
Service Code: K Test: 1 License: §S Pubs: GC26-3954 Environment: OS/VS1+5662-257 
5740-CB1 COBOL Compt hee & Library pa Nk Available: 1/30/76 Variable Charges 
10 /0 710 /M 402 D/ 2035 D/M 300 
15 B/O 3980 B/M 442 D/O 2985 D/M 332 
18 B/O 6565 B/M 486 D/O 4925 D/M 365 
20 B/O 8425 B/M 535 D/O 6320 D/M 401 
30 B/O 13240 B/M 589 D/O 9930 D/M 441 
40 B/O 23310 B/M 647 D/O 17480 D/M 486 
50 B/O 33120 B/M 712 D/O 24840 D/M 534 
60 B/O 36800 B/M 783 D/O 27600 D/M 587 
COBOL OS/VS Compiler & eae yt XT/370 Acronym: Available: 
B/O 1100 B/ 24 
Service Code: K Test: 1 License: S Pubs: GC28-6470 Environment: OS/VS 
5740-CB2 COBOL 3650 Programmable Store System Acronym: Available: 12/30/79 
B/I 1230 B/M 402 D/ 926 D/M 301 
Service Code: K Test: 1 License: § Pubs: GC30-3059 Environment: OS/VS 
5740-DC1 Change Management Tracking _ Acronym: CMT Available: 
~ B/O ~~ 13410 B/M 610 
Service Code: C Test: 1 License: § Pubs: GH19-6028 Environment: OS/VS 
5740-DC2 Data Processing Accounting for IMS/VS Acronym: DPA Available: 12/30/77 
B/O 11760 B/M 534 
Service Code: C Test: 1 License: I Pubs: GH19-6028 Environment: OS/VS 
5740-DC4 Change Tracker Acronym: CT Available: 11/30/78 
B/O 5010 B/M 227 
Service Code: C Test: 1 License: S Pubs: GH19-6028 Environment: OS/VS 
5740-EAA +Host C Compiler for Series/1 EDX Acronym: Available: 5/02/89 
B/0 6060 B/M 403 
Service Code: H Service End Date: 12/31/90 Test: 1 License: S Environment: SYS/370 MVS or VM 


5-262 


5740-EAB 


Series/1 EDX C Run-Time Library 
B/O 2600 B/M 175 


Service Code: H Service End Date: 12/31/90 Test 


Acronym: 


1 License 


: : § Environment: SYS/370 MVS or VM 


5740-F11 


5740-F13 


Program Customizer / 3600 4700 
B/M 3165 


Service Code: X Service End Date: 


Acronym: 


4/28/89 Test: 


PC/3600 


1 License: 


Deposit pECces omnes 
B/M 2980 


5740-F15 


5740-F16 


Acronym: 
Service Code: C Test: 0 License: § 
Direct S.W.I.F.T. Link Acronym: 


B/O 46440 B/M 


X Service End Date: 


2110 


Service Code: 


6/03/85 Test: 


DSL 


1 License: 


Direct S.W.I.F.T. Link : 


5740-F51 


5740-LM1 


5740-LM5 


5740-LM7 
(cont'd) 


Charges 


+Macro Library / Host V6.1 
B/O 8870 


:>X/Y where es 


Acronym 


B/O 55050 B/M 2495 


Service Code: X Service End Date: 


3614 3624 Consumer Online Transactions 
B/O 33280 - B/M 1160 


Service Code: X Service End Date: 


COBOL Library ee a 
10 B/O 874 B/M 129 D/ 
15 B/O 1275 B/M 142 D/O 
18 B/O 2105 B/M 156 D/O 
20 B/O 2705 B/M 172 D/O 
30 B/O 4250 B/M 189 D/O 
40 B/ 7480 B/M 208 D/O 
50 B/O 10630 B/M 229 D/O 
60 B/O 11590 B/M 252 D/O 
COBOL OS/VS Library XT/370 Acronym: 
B/O 317 B/M 
Service Code: K Test: 1 License: S Pubs: 
Acronym: 


EDX Macro Library/Host V4 
B/O 6060 B/M 483 


Service Code: X Service End Date: 


B/M 592 


License Type 
Charge Type 


6/03/85 Test: 
Acronym: 


4/28/89 Test: 


6/30/85 Test: 


Acronym: 


DSL 


1 License: 


COLTS 


1 License: 


Available: 4/28/89 

Available: 7/30/82 

I Pubs: GH20-1587 Environment: OS/VS 
Available: 

Available: 9/30/80 

s Pubs: GH12-5133 Environment: CICS/0S/VS 
Available: 9/30/80 | | 

S Pubs: GH12-5133 Environment: IMS/VS 
Available: 11/24/82 

I Pubs: GH20-2019 Environment: 0S/VS 
Available: 1/30/76 Variable Charges 
D/M 97 

D/M 106 

D/M 117 

D/M 129 

D/M 142 

D/M 156 

D/M 171 

D/M 189 

Available: 


GC28-6470 Environment: OS/VS 


1 License: 


EDX 


5-263 


Available: 7/31/83 
S Environment: Series/1 
Available: 5/02/89 


B=Basic, D=DSLO, S=Single, M=Multiple 


O=One Time, M=Monthly, I=Initial, A=Annual, P=Primary 


5740-LM7 
Coon fd) 


5740-M41 


5740-M53 


5740-RG1 


5740-SM1 


5740-UT1 


5740-U11 


5740-XC5 


Service Code: H Service End Date: 12/31/90 Test: 1 License: 


907 


Service Code: B Test: 2 License: I 


Capacity Planning and Operations 
B/O 23220 B/M 


APT meas yi Contour ing Release 4.1 
APT Advanced Contouring a rh Feat 
B/0 1650 /M 81 


Service Code: E Test: 1 License: §S 
RPG II Compiler 

10 B/M 231 D/M 173 
15 B/M 243 D/M 182 
18 B/M 255 D/ 191 
20 B/M 268 D/M 201 
30 B/M 281 D/M 211 
40 B/M 295 D/M 221 
50 B/M 304 D/M 228 
60 B/M 313 D/M 235 
Service Code: K Test: 1 License: § 


Data Facility Sort R10.0 
+Data Facility Sort R11.0 
18 B/O 


9260 B/M 271 
20 9260 B/M 271 
30 B/O 9260 B/M - 271 
40 B/O 14700 B/M 271 
50 B/O 18970 B/M 271 
60 B/O 21680 B/M 271 
Service Code: K Test: 1 License: § 
Direct Access he Dump Restore 
B/O 280 B/M 167 
Service Code: C Test: 1 License: §S 
Ener Management System | 
= B/O 180350 B/M 8200 

Service Code: B Test: 2 License: I 


Development nen aeeny System / CICS 
B/O 10150 B/M 474 
DMS/CICS Application Generation Feature 


Acronym: CAPOSS-E 


Pubs: GH12-5119 
Acronym: APT 
Acronym: 


Pubs: GH20-1423 
Acronym: 


Pubs: GC33-6120 


Acronym: DFSORT 
rm DFSORT 
D/ 


6930 
D/O 6930 
D/O 6930 
D/O 11020 
D/O 14220 
D/O 16260 


Pubs: GC33-4035 
Acronym: DASDR 


Pubs: GH20-9116 
Acronym: EMS 


Pubs: GH20-1496 
Acronym: DMS/CICS 


D/ 7615 
Acronym: 


5-264 


S Environment: Series/1 


Available: 7/30/77 


Environment: OS/VS1,MVS 
Available: 10/31/85 
Available: 3/05/85 


Environment: OS/VS,XT/370 
Available: 3/12/82 Variable Charges 


Environment: OS/VS 


Available: 2/19/88 Variable Charges 
Available: 3/24/89 

D/M 203 

D/M 203 

D/M 203 

D/M 203 

D/M 203 

D/M 203 


Environment: MVS,XA 
Available: 7/30/77 


Environment: OS/VS1,0S/VS2 ,0S/MFT 
Available: 12/30/80 


Environment: OS/VS1 
Available: 12/14/84 
D/M 4 
Available: 7/31/83 


5740-XC6 


5740~-XE1 


5740-XP1 


5740-XR1 sea aia 


5740-XR6 


5740-XR8 


5740-XT8 


Charges:X/Y where X= 


B/O 13820 B/M 645 
Service Code: K Test: 1 License: § 
MVS/SP JES2 2.2 
+MVS/SP JES2 2.3 
18 B/O 173750 B/M 3775 
20 B/O 173750 B/M 4195 
30 B/O 173750 B/M 4660 
40 B/O 279700 B/M 5180 
50 B/O 363550 B/M 5960 
60 B/O 418140 B/M 6855 


Service Code: K Test: 2 License: § 
MVS Systems Extensions 
B/M 2155 D/M 1615 
Service Code: K Test: 2 License: § 
Project Analysis and Control System 
B/O 8890 B/M 404 
Resource Allocation Processor Feature 
B/O 4380 B/M 19 


Cost Evaluation Processor Feature 
B/O 2175 B/M 98 
Network ey eae Processor Feature 
B/ 2175 B/M 98 


D/O 
Pubs: 


Acronym: 
merouyel: 
D/ 


Service Code: X Service End Date: 12/31/87 Test: 


31030 B/M 1405 
01 B/O 3000 B/M 142 
02 B/O 1000 B/M 48 


Service Code: M Test: 2 License: § 


Virtual Storage Personal Computing 
B/M 16 D/M 1120 


Test: 1 License; s 
Network Job Entry for JES2 
B/M 889 


Service Code: K 


D/M 666 


Service Code: K Test: 1 License: § 
Structured Programming Facility 
B/O 19840 B/M 661 


Service Code: X Service End Date: 


License Type 
Charge Type 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


3/16/83 Test: 1 License: I 


B=Basic, D=DSLO, S=Single 
=One Time, M=Monthly, I=initial, 


10370 D/M 481 
GH20-0125 Environment: 
MVS/SP Available: 
MVS/SP Available: 
130300 D/M 2831 
130300 D/M 3146 
130300 D/M 3495 
209775 D/M 3885 
272662 D/M 4470 
313605 D/M 5141 
: GC28-1118 Environment: 
: MVS/SE Available: 
: GC28-0872 Environment: 
: PROJACS Available: 
: PROJACS Available: 
: PROJACS Available: 
: PROJACS Available: 
1 License: I Pubs: 
STAIRS/VS Available: 


GH12-5114 Environment: 
VSPC Available: 


GH20-9070 Environment: 
NJE Available: 


GC23-0010 Environment: 
SPF Available: 


Pubs: 


M=Multiple 


5-265 


CICS/VS/OS 


9/30/85 


Variable Charges 
9/29/89 


5/30/78 


MVS 
5/30/76 


GH19-1055 Environment: OS/VS,MVS/XA 
8/31/89 


IMS/VS ,CICS/OS/VS, 
5/30/77 


MVS 
2/30/77 


MVS 
6/30/77 


GH20-1974 Environment: 0S/VS2 


=Annual, P=Primary 


5740-XXD Telecommunications Control System 
B/M 1470 


Service Code: C Test: 2 License: S 
5740-XXF Data Dictionary - DB/DC 1.6 
B/M 1220 D/M 916 
Data Dictionary Repone and File Generatr 
B/O 16530 B/M 589 
Service Code: K Test: 2 License: §S 
5740-XXH +Resource Access Control Facility V1R8.1 
+Resource Access Control Facility V1R9 
18 ~B/O 27810 B/M 751 
20 B/O 27810 B/M 834 
25 B/O 27810 D/O 20830 
28 B/O 27810 D/O 20830 
30 B/O 27810 B/M 927 
32 B/O 48940 D/O 36705 
35 B/O 48940 D/O 36705 
38 B/O 48940 D/O 36705 
40 B/O 48940 B/M 1020 
50 B/O 69440 B/M 1120 
60 B/O 76260 B/M 1230 
+Resource Access Control Facility V1R8.1 
10 B/O 6890. B/M 655 
15 B/O -— 9190 B/M 690 
18 B/O 13770 B/M 727 
20 B/O 16080 B/M 765 
26 B/O 24090 D/O 18067 
28 B/O 24090 D/O 18067 
30 B/O 24090 B/M 803 
32 B/O . 40460 D/O 30345 
35 B/O 40460 D/O 30345 
38 B/O 40460 D/O 30345 
40 B/O 40460 B/M 843 
50 B/O 54930 B/M 886 
60 B/O 57660 B/M 930 
B/M 765 D/M 573 
Service Code: M Test: 2 License: §S 
5740-XX2 IMS/VS Data Base ayarem 13 
18 B/O 137040 B/M 2855 
20 .B/Q 137040 B/M 2855 
30 B/O 137040 B/M 2855 
40 B/O 164580 B/M 3426 
50 B/O 212435 B/M 3940 
60 B/O 244600 B/M 4530 


Acronym: 


Pubs: 
Acronym: 
Acronym: 

D/O 

Pubs: 


Acronym: 
ey A 
D/ 


D/O 


D/O 


12/31/86 


GH20-9104 Environment: IMS/VS,CICS/OS/VS 


5-266 


12/30/88 Variable Charges 
9/30/90 
12/31/88 Variable Charges 


MVS , VM/SP 


‘Variable Charges 


TCF-AF Available: 
GH20-1735 Environment: OS/VS 
Available: 
RFG Available: 
12400 D/M 442 
RACF Available: 
RACF Available: 
20830 D/M 
20830 D/M 625 
20830 D/M 695 
36705 D/M 764 
52080 D/M 840 
57195 D/M 922 
: RACF Available: 
5165 D/M 491 
6890 D/M 517 
10330 D/M 545 
12060 D/M 573 
18067 D/M 602 
30345 D/M 632 
41197 D/M —664 
43245 D/M 697 
: GC28-0722 Environment: 
: IMS/VS/DB Available: 
102720 D/M 2140 
102720 D/M 2140 
102720 D/M 2140 
123420 D/M 2568 
159015 D/M 2953 
183450 D/M 3397 


IMS/VS Data Base Product etonym: Available: 
18 B/O 95040 B/M 1980 D/ 71280 D/M 1485 
20 B/O 95040 B/M 1980 D/O 71280 D/M 1485 
30 B/O 95040 B/M 1980 D/O 71280 D/M 1485 
40 B/O 114300 B/M 2375 D/O 85730 D/M 1780 
50 B/O 147450 B/M 2730 D/O 110430 D/M 2045 
0 B/O_ 169550 | B/M 3140 D/O 127162 D/M 2355 
IMS/VS Data Communications Feature mereuym: IMS/VS/DC Available: 
18 B/O 118800 B/M 2475 D/ 89040 D/M 1855 
20 B/O 118800 B/M 2475 D/O 89040 D/M 1855 
30 B/O 118800 B/M 2475 D/O 89040 D/M 1855 
40 B/O 142850 B/M 2970 D/O 107100 D/M 2226 
50 B/O 184450 B/M 3416 D/O 138250 D/M 2560 
0 B/O 212200 B 3930 D/O 159150 D/M  — 2947 
IMS/VS Data Base Surveyor Utility Feat ncecuyt Available: 
8 B/O B/M 132 D/ 4705 D/M 9 
0 B/O 6335 B/M 132 D/O 4705 D/M 98 
30 B/O 6335 B/M 132 D/O 4705 D/M 98 
40 B/O 7615 B/M 158 D/O 5710 D/M 118 
ws ss BB age 
IMS/VS Dare Base Bor overy Control es ee ae BVM tag 3/31/82 
20 B/O 29470 B/M 614 D/O 22030 D/M 459 
30 B/O’ 29470 B/M 614 D/O 22030 D/M 459 
40 B/O 35410 B/M 737 D/O 26530 D/M 551 
50 B/O 45755 B/M 847 D/O 34205 D/M 633 
B/O 52600 B/M 974 D/O 39450 D/M 730 
IMS/VS hogsine Feature ecronym Available: 
O 12380 B/M 258 D/ 9265 D/ 
2 B/O 12380 B/M 258 D/O 9265 D/M 193 
30 B/OQ 12380 B/M 258 D/O 9265 D/M 193 
40 B/O 14920 B/M 310 D/O 11170 D/M 252 
50 B/O 19230 B/M 356 D/O 14380 D/M 266 
60 B/O 22090 B/M 409 D/O 16567 D/M 306 
Service Code: K Test: 0 License: 5S Pubs: GH20-1260 Environment: MVS,VS1 
5740-XX7 Generalized sae ie | eis oyetn : ee Acronym: GIS/VS Available: 1/30/76 
GIS/VS poRonoce Query eee ae Acronym: Available: 
GIS/VS Update & Create Feature Acronym: Available: 
B/M 975 D/M 730 
GIS/VS Modify Feature Acronym: Available: 
B/M 227 D/M 170 
Service Code: K Test: 2 License: § Pubs: GH20-9035 Environment: OS/VS 
5740-XX8 Planning Control & Decision Evaluation Acronym: PLANCODE/I Available: 4/30/77 
B/O 23290 B/M 1055 D/ 817 
(cont'd) 


Charges:X/Y where a 


License Type B=Basic, D=DSLO, S=Single 


Charge Type 


=One Time, M=Monthly, I= 


M=Multiple 
tnitial, =Annual, P=Primary 


5-267 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


740-XX 
leone a3 


5740-XX9 


5740-XYE 


5740-XYK 


5740-XYN 


5740-XYR 


5740-XYS 


- B/O 
' IBM Database 
B/M 


Service Code: B 


Test: 2 License: S 


Planning Control & Decision Evaluation 
B/O 19 B/M 867 


070 
Service Code: B 


Distributed Workstat 
B/M 191 


Service Code: K 


Distributed Office Support - Remote Verl 
B/O 3635 B/M 164 


Test: 2 License: I 


ion SUP RON re 


Test: 1 License: S 


Direct Document Viewing Facility 
B/O 1210 B/M 54 


Service Code: B 
Se - aaa R3 


Test: 2 License: § 


/M 1710 D/M 1282 

ig. | iB/M 2010 D/M 1507 

20 B/M 2365 D/M 1773 

30 B/M 2720 D/M 2040 

B/M 3125 D/M 2343 

50 a 3590 D/M 2692 

60 its 4130 D/M 3097 
MVS/SP - Me wate we Feature R3 

253 D/M 189 


ee K 


IBM Database 2 R3 

18 B/O 103200 
20 B/O 103200 
30 ‘B/O 103200 
40 B/O 165100 
“50 B/O 202900 
60 / 242850 


2 First 
3525 
Service Code: K 
MVS/SP JES2 
I B 


5 /M (1710 
18 B/M 2010 
20 B/M 2365 
30 B/M 2720 
40 B/M 3125 


Test: 2 License: § 


B/M 2945 
B/M 2945 
B/M 2945 
B/M 3240 
B/M 3890 
B/M 4670 


Time Charge Option 


Test: 2 License: S 


D/M 1282 
D/M 1507 
D/M 1773 
D/M 2040 
D/M 2343 
D/M 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 
Acronym: 


Pubs: 
Acronym: 


Acronym: 


Pubs: 
Acronym: 


GH19-1103 Environment: 


PLANCODE/S Available: 
GH19-1103 Environment: 
IDWS Available: 
GC24-5193 Environment: 
DISOSS Available: 
DISOSS Available: 
GH12-5124 Environment: 
Available: 
Available: 
: GC28-1395 Environment: 
: DB2 Available: 
77400 D/M 2210 
77400 D/M 2210 
77400 D/M 2210 
123800 D/M 2430 
152175 a 2920 
182137 D/M 3502 
DB2 Available: 


GC26-4073 Environment: 
Available: 


5-268 


CICS/IMS VM TSO 
7/30/77 


OS/VS 
8/30/80 


0S/VS1 
1/30/81 


DOSF 


9/30/85 Variable Charges 


9/30/85 


5752-VS2 


6/26/87 Variable Charges 


3/17/86 


MVS , XA+DFP+ISPF 


6/26/87 Variable Charges 


5740-XYX 


5740-XY3 


5740-XY4 


5740-XY5 


5740-XY6 


5740-XY9 


5742-017 


Charges 


60 B/M 


Service Code: E 


4130 
Test: 


COPICS Online Routing 
B/O 17180 


Service Code: E Test: 


ACF ie Pecomnurs coe tone Con 


B 
ACF-TCS Networking Feature 
B/M 88 


Service Code: C Test: 
Resource Measurement Facil 
15 B/M 323 

18 B/M 379 

20 B/M 447 

30 B/M 514 

40 B/M 591 

50 B/M 680 

60 B/M 783 
Service Code: K Test: 


Cryptographic Programmed F 
= : B/0 13450 
Service Code: K Test: 


i aa ik ed Pasian Pee 


Service Code: K Test: 
Distributed Office Support 
B/O 35160 
Direct Document Viewing Fa 
B/O 8555 
STAIRS os Formatter 
/O 6345 
Host Print Facility 
B/O 4260 


Service Code: B Test: 


Operating System / Virtual 
No Charge 
Service Code: C Test: 


:X/Y where X= 
Y= Charge Type 


D/M 3097 
2 License: § Pubs: 
Acronym: 
B/M 519 
2 License: § Pubs: 
trol System Acronym: 
Acronym: 
1 License: § Pubs: 
ity V2 Acronym: 
DM 242 al 
D/M 284 
D/M 335 
D/M 385 
D/M 443 
D/M 510 
D/M 587 
1 License: § Pubs: 
acility merenya: 
B/M 479 D/ 
1 License: § Pubs: 
Acron 
B/M 429 D/ 
1 License: § Pubs: 
370 V1 Acronym: 
f M 1595 ae 
cility Acronym: 
B/M 388 
Acronym: 
B/M 288 
Acronym: 
B/M 193 
2 License: § Pubs: 
Storage 2 Acronym: 
0 License: § Pubs: 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I 


Available: 11/30/81 


GC26-4073 
GH12-5138 Environment: 
TCS-ACF Available: 
Available: 
GH20-2192 Environment: 
RMF Available: 
GC28-0921 Environment: 
Available: 
10080 D/M 360 
GC28-0942 Environment: 
Available: 
9090 D/M 321 
GC28-1015 Environment: 
DISOSS Available: 
DISOSS Available: 
DISOSS Available: 
DISOSS Available: 
GH12-5124 Environment: 
SVS Available: 
GC28-0601 
M=Multiple 


={nitial, 


5-269 


OS/VS,IMS,CICS,DL/I 

9/30/78 

OS/VS 

8/30/77 Variable Charges 


MVS 
6/30/79 


MVS 
9/30/80 


OS/VS ,MVS/XA 
1/30/81 


CICS/OS/VS, IMS/VS 
1/30/76 


=Annual, P=Primary 


5743-SM1_ 


5744-AG1 


5744-AH1 


5744-AJ1 


5744~-AK1 


5744-AL1 


5744~-AM1 


5744-AS1 


5744-BJ1 


5744-BK1 


800 
Test: 


Sort /Merge 
B/O 


Service Code: C 


B/M 43 


1 License: 


1410/7010 Integrated Emulator 


No Charge 


Service Code: C Test: 


0 License: 


pe OE] AiO feo i ateereted Emulator 


o Charge 


Service Code: C Test: 


7070/7074 Emulator 
No Charge 


Service Code: C 


7040/7044 Emulator 
No Charge 


Service Code: C Test: 


7080 Emulator 
No Charge 
Service Code: C Test: 


7090/7094 Emulator 
No Charge 


Service Code: C Test: 


DOS Emulator 
No Charge 
Service Code: C Test: 


Diskette Copy Program 
No Charge 


Service Code: C Test: 


Test: 


0 License: 
0 License: 
0 License: 
0 License: 
0 bicense: 
0 License: 


0 License: 


Ss 


Ss 


Deeee ee Intelligence System/7 - 370 


o Charge 


Service Code: C 


Test: 


0 License: 


Ss 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


GC33-4020 


GC33-2019 


GC33-2018 


GC27-6948 


GC27-6948 


GC27-6952 


GC27-6983 


GC33-2017 


GC24-5109 


GC34-0057 


5-270 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


. Available: 


Environment: 


Available: 


Environment: 


2/30/76 


DOS 
2/30/76 


0S/VS 
1/30/76 


0S/VS 
1/30/76 


0S/VS 
2/30/76 


0S/VS 
12/30/77 


OS/VS 
7730/79 


0S/VS 
1/30/76 


0S/VS 
4/30/76 


OS/VS1 
7730/77 


OS/VS 


5744-BL1 
5744-BQ1 
5744-BQ2 
5744-BQ3 
5744-BR1 
5744-BR2 
5744-CA3 
5744-CG1 
5744-CG2 
5744-CH1 


5744-CJ1 
(cont d) 


Charges 


:X/Y where = 


Diskette Copy Program 

No Cihacse 
Service Code: C Test: 0 License: 
Retail Store System Host Support 

o Charge 

Service Code: S Test: 0 License: 
Subsystem wig Saas Preparation 

No Charge 


Service Code: § Test: 0 License: 


3650 Retail 


Store System 
No Ch 


arge 


Service Code: S Test: 0 License: 


3660 Supermarket System - Host Support 


No Charge 
Service Code: §S Test: O License: 


3660 Supermarket Store System 
No Charge 


Service Code: § Test: 0 License: 


3600 Host pupPOre Finance Communication 
No 


arge 
Service Code: X Service End Date: 


Batch Transfer Program 

No Charge 
Service Code: C Test: 0 License: 
Batch Transfer Program 

o Charge 

Service Code: C Test: O License: 
Batch Transfer Program 

No Charge 
Test: 0 


Service Code: C License: 


System Support Services 


License Type 
Charge Type 


S 


Ss 


S 


S) 


Ss 


S 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


2/20/87 Test: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


GC24-5109 


GC30-3022 


GC30-9513 


GC30-9512 


GC30-3042 


GC30-9504 


0 License: 


BTP 


GC33-5901 
BTP 


GC33-5901 
BTP 


GC33-5901 
SSS 


5e271 


Available: 


Environment: 


Available: 


Environment: 
Available: 


Environment: 
Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 
Available: 


s Pubs: 
Available: 


Environment: 


Available: 


Environment: 


2/30/76 


OS/VS2 
3/30/76 


0S/VS1 
3/30/76 


0S/VS 
4/30/76 


OS/VS 
4/30/76 


0S/VS 
6/30/76 


0OS/VS 
4/30/76 


GC27-0006 Environment: 0S/VS 


1/30/76 


OS/VS1 
3/30/76 


MVS 


Available: 10/30/76 


Environment: 


Available: 


B=Basic, D=DSLO, S=Single, M=Multiple 
O=One Time, M=Monthly, I=Initial, 


SVS 
3/30/77 


=Annual, P=Primary 


5744-CJ1 


(cont d) No Charge 
Service Code: § Test: 0 License: Pubs: GC30-3022 Environment: SVS 
5744-CK2 Vector Processing Subsystem Acronym: VPSS Available: 7/30/78 
No Charge 
Service Code: § Test: 0 License: Pubs: GC24-5182 Environment: O0S/VS+3838 
5744-CR1 3630 Plant Communication Host Services Acronym: Available: 6/30/78 
No Charge 
Service Code: X Service End Date: 10/31/83 Test: 0 License: §S Pubs: GA24-3721 Environment: OS/VS 
5744-DAl 3650 PSS SPPS Il Acronym: Available: 7/30/79 
No Charge 
Service Code: J Test: OQ License: Pubs: GC30-9535 Environment: OS/VS 
5744-D16 3650 3680 pi Cet smmapie Store System Host Acronym: PSS Available: 7/30/79 
o Charge 
Service Code: J Test: 0 License: Pubs: GC30-3060 Environment: Replaced by 5668-912 
5745-030 DOS - Virtual Storage Extended Acronym: DOS/VSE Available: 1/30/80 
No Charge . 
Service Code: J Test: 0 License: § Pubs: GC33-6108 Environment: S/370,4300,303x,3083 


5746-AM1 Interactive Personnel System 2.2 
B/O 37340 B/M 16 


95 


Acronym: INTERPERS Available: 4/16/85 


Government Repoteans & Benefits Tracking Acronym: INTERPERS Available: 
B/O 698 B/M 317 


Service Code: B Test: 2 License: 


5746-AM2 Pee ean V1iR4 
VSE/VSAM V1R4.1 
"10 B/O 


765 B/M 
15 B/O 1080 B/M 
18 B/O 1245 B/M 
20 B/O 1335 B/M 
30 B/O 1910 B/M 
40 B/O 1910 B/M 
50 B/O 1910 B/M 
60 B/O 1910 B/M 

+VSE/VSAM Space Han asoncne for SAM 

10 B/O +3831 B/M 
15 B/O 412 B/M 
18 B/O 500 B/M 
20 B/O 544 B/M 


Pubs: GH20-2151 Environment: CICS/DOS/VS 


Acronym: Available: 6/30/89 Variable Charges 
Acronym: Available: 1/05/90 
D/ 688 D/M 80 
D/O 978 D/M 0 
D/ 1120 D/M 80 
D/O 1200 D/M 80 
D/O 1715 D/M 80 
D/O 1715 D/M 80 
D/O 1715 D/M 80 
D/O 1715 D/M 80 
Peron ym: Available: 6/30/89 Variable Charges 
D/ 280 D/M 44 
D/O 371 D/M 44 
D/O 450 D/M 44 
D/O 490 D/M 44 


on272 


30 B/O 782 B/M 48 
40 B/O 782 B/M 48 
50 B/O 782 B/M 48 
0 B/O 782 B/M 48 
+VSE/VSAM Backup/Restore Feature 
1 B/O 192 /M 35 
15 B/O 247 B/M 35 
18 B/O 306 B/M 35 
20 B/O 336 B/M 35 
30 B/O 485 B/M 35 
40 B/O 485 B/M 35 
50 B/O 485 B/M 35 
60 B/O 485 B/M 35 
Service Code: K Test: 1 License: § 
5746-AM3 3340 Data Import from System/3 
B/O 1320 
Service Code: C Test: 0 License: S 
5746-AM4 Fast Copy Data-set Program 

10 B/O 220 B/M 25 
15 B/O 303 B/M 25 
18 B/O 353 B/M 25 
20 B/O 380 B/M 25 
30 B/O 544 B/M 25 
40 B/O 544 B/M 25 
50 B/O 544 B/M 25 
60 B/O 544 B/M 25 


5746-CB2 COBOL 3650 Programmable Store System 
B/I 986 B/M 


5746-F11 
(cont'd) 


Charges: 


1820 
1 B/O 2430 
18 B/O 3640 
20 B/O 4250 
30 B/O 6080 
40 B/O 9730 
50 B/O 9730 
60 B/O 9730 
Service Code: K Test: 


Service Code 


: K Test: 


B/M 202 
B/M 202 
B/M 202 
B/M 202 
B/M 202 
B/M 202 
B/M 202 
B/M 202 
1 License: 
360 
1 License: 


3600 4700 Program Customizer 
B/M 1745 


X/Y where a 


Ss 


s 


Pubs: GC24-5143 Environment: DOS/ VSE,VM/SP 
Acronym: 


Pubs: GC33-6062 Environment: DOS/VSE VSAM 


705 D/M 44 
705 D/M 44 
705 D/M 44 
705 D/M 44 
Available: 6/30/89 
170 D/M 2 
223 D/M 32 
275 D/M 32 
302 D/M 32 
434 D/M 32 
434 D/M 32 
434 D/M 32 
434 D/M 32 


Available: 9/30/79 


Available: 1/31/84 
D 23 


198 /M 
277 D/M 23 
318 D/M 23 
341 D/M 23 
490 D/M 23 
490 D/M 23 
490 D/M 23 
490 D/M 23 
1 License: § Pubs 
Available: 1/30/76 
1365 /M 1 
1820 D/M 151 
2730 D/M 151 
3185 D/M 151 
4560 D/M 151 
7295 D/M 151 
7295 D/M 151 
7295 D/M 151 


: GC28-6473 Environment: DOS/VS 


Available: 12/30/79 
737 D/M 269 


: GC30-3059 Environment: DOS/VS 
: PC/3600 


Available: 7/30/82 


License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Charge Type 


O=One Time, M=Monthly, I=initial, 


=Annual, P=Primary 
5-273 


Variable Charges 


Variable Charges 


: GC33-6081 Environment: DOS/VSE 


Variable Charges 


5746-F1l 
(cont d) 


5746-FI2 
5746-F14 
5746-F52 
5746-F53 
5746-F54 
5746-F55 
S746-FS7 
5746-F60 
5746-F6l 


5746-F62 


Service Code: X Service End Date: 


a Pedal ala Acronym: 
Service Code: B Test: 2 License: I Pubs: 
Direct S.W.I.F.T. Link Acronym: 
B/O 37950 B/M 1720 
Service Code: B Test: 1 License: §S Pubs: 
General Ledger & Postings R3 Acronym: 
. B/O 21760 B/M 989 
Service Code: E Test: 1 License: §S Pubs: 
P&L and Balance Sheet R3 Acronym: 
B/O 4815 B/M 218 
Service Code: E Test: 1 License: S Pubs: 
Open Erem oO o6re A/R Ae Me ae Acronym: 
Service Code: E Test: 1 License: S$ Pubs: 
Payment ene or R3 B/M apr Acronym: 
Service Code: E Test: 1 License: S Pubs: 
Acronym: 


3614 3624 Consumer Online Transactions 
B/O 28200 B/M 986 


Service Code: X Service End Date: 


Commercial Bank System Base Support 
B/M 614 


Service Code: X Service End Date: 


Service Code: X Service End Date: 6/03/85 Test: 


Commercial Bank Savings Accounting 
B/M 456 


4/28/89 Test: 


4/28/89 Test: 
Acronym: 


6/03/85 Test: 


Commercial Bank Demand Deposit Accountng Acronym: 
B/M 504 


Acronym: 


1 License: 


DOSCHECK 


GH20-1939 
DSL 


GH12-5133 
IFS-1 


GH12-5120 
IFS-2 


GH12-5120 
IFS-3 


GH12-5120 
IFS-4 


GH12-5120 
COLTS 


1 License: 


CBAS Base 


1 License: 


CBAS DDA 


1 License: 


CBAS SAV 


5-274 


ig Pubs: 


Available: 


GH20-1587 Environment: DOS/VSE 
7/30/77 


Environment: DOS/VS 
Available: 11/30/80 


Environment: 


Available: 


CICS/DOS/VS , DOS/VSE 
10/31/85 


Environment: 
Available: 


CICS+DL/I+PL/I 
10/30/85 


CICS+DL/I+PL/I 
3/30/81 


Environment: 


Available: 


Environment: 


Available: 


CICS/+DL/1I+PL/I 
10/31/85 


CICS+DL/I+PL/I 
11/24/82 


Environment: 


Available: 


I Pubs: GH20-2019 Environment: DOS/VSE 
Available: 1/31/83 


s Pubs: GH20-2497 Environment: DOS/VSE and CIF/VS 
Available: 1/31/83 


S Pubs: GH20-2497 Environment: DOS/VSE+CBAS Base 
Available: 1/31/83 


5746-F63 


5746-F64 


5746-F65 


5746-F66 


5746-F67 


5746-F68 


5746-LM3 


5746-LM4 


5746-M41 


(cont'd) 


Charges:X/Y where 


Y= Charge Type 


O=One Time, M=Monthly, I= 


tnitial, 
5-275 


GH20-2497 
1/31/83 


GH20-2497 
1/31/83 


GH20-2497 
1fSif/s2 


GH20-2497 
1/31/83 


GH20-2497 
1/31/83 


GH20-2497 
1/31/83 


GH20-2497 


1/30/76 


4/30/76 


8/30/77 


Service Code: X Service End Date: 6/03/85 Test: 1 License: S Pubs: 
erry tue Deposit Certificate Acronym: CBAS TCD Available: 
Service Code: X Service End Date: 6/03/85 Test: 1 License: § Pubs: 
PEA goa ooperee Ledger Accountng Acronym: CBAS GNL Available: 
Service Code: X Service End Date: 6/03/85 Test: 1 License: S Pubs: 
aetmeadeaa yas a Revolving Credit Acronym: CBAS RVC Available: 
Service Code: X Service End Date: 6/03/85 Test: 1 License: S$ Pubs: 
Commercial Bank Club Accounting Acronym: CBAS CLB Available: 
B/I 618 B/M 287 
Service Code: X Service End Date: 6/03/85 Test: 1 License: §S Pubs: 
Commercial Bank Installment Loan Acronym: CBAS ILN Available: 
B/I 979 B/M 452 
Service Code: X Service End Date: 6/03/85 Test: 1 License: § Pubs: 
Commercial Bank Commercial Loan Acct Acronym: CBAS CML Available: 
B/I 1615 B/M 748 
Service Code: X Service End Date: 6/03/85 Test: 1 License: S Pubs: 
FORTRAN IV Library Option 1 Acronym: Available: 
B/M 40 D/M 30 
Service Code: K Test: 1 License: §S Pubs: GC28-6882 Environment: DOS 
COBOL Library nny Acron Available: 
10 B/O 25 B/M 35 D/ 244 D/M 26 
15 B/O 434 B/M 35 D/O 313 D/M 26 
18 B/O 642 B/M 35 D/O 481 D/M 26 
20 B/O 760 B/M 32 D/O 551 D/M 26 
30 B/O 1085 B/M 35 D/O 793 D/M 26 
40 B/O 1735 B/M 35 D/O 1265 D/M 26 
50 B/O 1655 B/M 35 D/O 1205 D/M 26 
60 B/O 1735 B/M 35 D/O 1265 D/M 26 
Service Code: K Test: 1 License: § Pubs: GC28-6473 Environment: DOS/VS 
Capacity nae and Operations Acronym: CAPOSS-E Available: 
B/O 19070 B/M 867 
X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


=Annual, P=Primary 


Environment: DOS/VSE+CBAS Base 
Environment: DOS/VSE+CBAS Base 
Environment: DOS/VSE+CBAS Base 
Environment: DOS/VSE+CBAS Base 
Environment: DOS/VSE+CBAS Base 
Environment: 


DOS/VSE+CBAS Base 


Environment: DOS/VSE+CBAS Base 


Variable Charges 


5746-RC5 
(cont d) 


5746-RC5 


5746-RG1 


5746-SAl1 
5746-SM1 


5746-SM2 


5746-SU1 


Service Code: B Test: 2 License: I Pubs: 
Basic Telecommunications Access Method Bey ti 
10 B/O 435 B/M 48 D 
15 B/O 638 B/M 53 D/O 
18 B/O 1050 B/M 58 D/O 
20 B/O 1345 B/M 64 D/O 
30 B/O 2115 B/M 70 D/O 
40 B/O 3730 B/M 77 D/O 
50 B/O 3730 B/M 77 D/O 
60 B/O 3730 B/M 77 D/O 
Service Code: K Test: 1 License: §S Pubs: 
RPG II Compiler Acron 
10 B/O 1585 B/M 168 D/ 
15 B/O 2115 B/M 176 D/O 
18 B/O 3330 B/M 185 D/O 
20 B/O 4075 B/M 194 D/O 
30 B/O 6120 B/M 204 D/O 
40 B/O 10270 B/M 214 D/O 
50 B/O 10560 B/M 220 D/O 
60 B/O 10880 B/M 227 D/O 
Service Code: K Test: 1 License: I Pubs: 
Interactive Problem Control Acronym: 
B/O 462 B/M 42 D/ 


Service Code: X Service End Date: 12/31/88 Test: 


Sort/Merge Acronym: 
53/0 1600 B/M 72 ia 
Service Code: C Test: 1 License: § Pubs: 
Sort/Merge Version 2 pcronym: 
10 B/O 1420 B/M 118 D/ 
15 B/O 1660 B/M 118 D/O 
18 B/O 2135 B/M 118 D/O 
20 B/O 2495 B/M 118 D/O 
30 B/O 3400 B/M 118 D/O 
40 B/O 5710 B/M 118 D/O 
50 B/O 5710 B/M 118 D/O 
60 B/O 7315 B/M 118 D/O 
Service Code: K Test: 1 License: S Pubs: 
en) Emulator Acronym: 
/0 3745 


B/M 169 D/ 


GH12-5119 Environment: DOS/VS 


BTAM-ES Available: 5/30/79 
392 D/M 43 
574 D/M 48 
945 D/M 52 
1210 D/M 58 
1900 D/M 63 
3355 D/M 69 
3355 D/M 69 
3355 D/M 69 


GC38-0292 Environment: DOS/VSE 
Available: 7/30/77 
D/M 126 


Variable Charges 


Variable Charges 


1185 / 
1585 D/M 132 

2500 D/M 139 

3055 D/M 146 

4590 D/M 153 

7705 D/M 161 

7920 D/M 165 

8160 D/M 170 
GC33-6120 Environment: DOS/VSE,SSX/VSE 

IPCS ~ Available: 5/30/79 

346 - D/M 27 

1 License: §S Pubs: GC34-2017 Environment: DOS/VSE 


Available: 1/30/76 


G€33-4030 Environment: DOS/VS 
~ Available: 4/19/88 
D/M 89 


1065 / 
1240 D/M 89 
1600 D/M 89 
1870 D/M 89 
2675 D/M 89 
4280 D/M 89 
4280 D/M 89 
5486 D/M 89 
GC33-4043 Environment: DOS/VS,VSE,VM/SP 
Available: 
2805 D/M 126 
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Variable Charges 


5746-TS1 


5746-XC3 


5746-XC4 


5746-XC5 


5746-XE2 


5746-XE7 


5746-XE8 


5746-XP1 
(cont'd) 


Charges 


a aay BF 


Charge Type O=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


Service Code: X Service End Date: 6/30/82 Test: 1 License: S$ Pubs: GC33-0011 Environment: DOS/VS,DOS/VSE 
Interactive Computing & Control Facility Acronym: ICCF Available: 1/31/84 
B/M 177 D/M 158 
Service Code: X Service End Date: 6/30/88 Test: 1 License: § Pubs: GC33-6066 Environment: DOS/VSE+VTAM, BTAM 
Gonvensat tone? Bre ject Bvasuer ton ap Acronym: CIPREC Available: 12/27/82 
CIPREC Extended Function Package Acronym: Available: 12/27/82 
B/O 1040 B/M 399 
Service Code: B Test: 2 License: § Pubs: GH19-1150 Environment: DOS/VSE 
Development panes eae System / CICS Acronym: DMS/CICS Available: 7/31/83 
B/O 730 B/M 266 D/ 4285 D/M 19 
DMS/CICS appr teetion Generation Feature Acron Available: 7/31/83 
B/ 8530 B/M 400 D/ 6395 D/M 29 
Service Code: K Test: 1 License: § Pubs: GH20-2195 Environment: CICS/VS/DOS 
qope acer Communications Control Facility Acronym: OCCF Available: 1/05/90 Variable Charges 
+VSE/OCCF V1R3 Acronym: veri oeen Available: 1/05/90 
10 B/O 1525 B/M 170 D/ 1370 D/M 152 
15 B/O 2035 B/M 170 D/O 1830 D/M 152 
18 B/O 3060 B/M 170 D/O 2750 D/M 152 
20 B/O 3570 B/M 170 D/O 3210 D/M 152 
30 B/O 5100 B/M 170 D/O 4585 D/M 152 
40 B/O 8160 B/M 170 D/O 7340 D/M 152 
50 B/O 8160 B/M 170 D/O 7340 D/M 152 
60 B/O 8160 B/M 170 D/O 7340 D/M 152 
Service Code: X Service End Date: 12/31/88 Test: 1 License: § Pubs: GC33-6113 Environment: VSE/AF Version 2 
Advanced Functions Acronym: Available: 7/30/77 
B/M 229 D/M 172 
Service Code: C Test: 1 License: § Pubs: GC33-6106 Environment: DOS/VS 
Access Control Logging and Reportin Acronym: VSE/ACLR Available: 4/02/85 
B/O 2855 B/M 569 b/d 2340 D/M 61 
Service Code: X Service End Date: 12/31/88 Test: 1 License: § Pubs: GH12-5130 Environment: DOS/VSE,SSX/VSE 
VSE/Advanced Functions . Acronym: VSE/AF Available: 1/31/84 
B/M 328 D/M 297 
Service Code: X Service End Date: 6/30/88 Test: 1 License: § Pubs: GC33-6108 Environment: DOS/VSE 
Project Analysis and Control System Acronym: PROJACS Available: 6/30/76 
B/O 8890 B/M 404 
Resource Allocation Processor Feature Acronym: PROJACS Available: 
X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


5746-XP1 
(cont d) 


5746-XXA 


5746-XXC 


5746-XXM 


5746-XXT 


5746-XX3 


B/O 4380 B/M 199 


Cost Evaluation Processor Feature 
B/O 217 B/M 


Network PEC peret sce Processor Feature 
B/ 2175 B/M 9 


Service Code: X Service End Date: 


Acronym: 


Acronym: 


12/31/87 Test: 


PROJACS 
PROJACS 


1 License: 


Planning Control & Decision Evaluation Acronym: PLANCODE 
B/O 19070 B/M 867 
Service Code: B Test: 2 License: I Pubs: GH19-1103 
Data Dictionary - DB/DC Acronym: 
B/M 540 D/M 404 
Service Code: K Test: 2 License: § Pubs: GH20-9193 
Communication Oriented Message System Acronym: CORMES 
B/O 14590 By 663 
Service Code: B Test: 2 License: S Pubs: GH12-5127 
Screen Definition Facility 1.5 pcrcuya SDF 
B/O 5890 B/M 267 D/ 3980 
Service Code: K Test: 1 License: § Pubs: GH19-6087 
5746-XX1 +DL/I DOS/VS V1R8 os fe DL/I 
10 B/O 18180 B/M 481 D/ 13630 
15 B/O 18180 B/M 505 D/O 13630 
18 B/O 19080 B/M 530 D/O 14310 
20 B/O 20050 B/M 557 D/O 15040 
30 B/O 21060 B/M 585 D/O 15800 
40 B/O 22100 B/M 614 D/O 16580 
50 B/O 22720 B/M 631 D/O 17040 
60 B/O 23400 B/M 650 D/O 17550 
Service Code: M Test: 2 License: S Pubs: GH20-1246 
CICS/DOS/VS peronya cIcs 
10 B/O 6800 B/M 747 D/ 6125 
15 B/O 9430 B/M 786 D/O 8485 
18 B/O 14890 B/M 827 D/O 13400 
20 B/O 18270 B/M 870 D/O 16440 
30 B/O 28710 B/M 957 D/O 25835 
40 B/O 50640 B/M 1055 D/O 45575 
50 B/O 50640 B/M 1055 D/O 45575 
60 B/O 50640 B/M 1055 D/O 45575 
CICS RCF Acronym: CICS 
/0 1235 B/M 135 D/O. 1115 
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Available: 
Available: 


I Pubs: GH19-1055 Environment: DOS/VS 
Available: 12/30/76 


Environment: DOS/VS 
Available: 12/30/76 


Environment: DOS/VS,DL/I,CICS/VS 
Available: 7/30/78 


Environment: DOS/VS 
Available: 8/16/83 
D/M 199 


Environment: CICS/VSE 


Available: 6/30/89 Variable Charges 
D/M 361 
D/M 379 
D/M 398 
D/M 418 
D/M 439 
D/M 461 
D/M 473 
D/M 488 


Environment: VSE,SSX 


py aanee Ae. 10/20/87 Variable Charges 


/M 72 
D/M 707 
D/M 744 
D/M 783 
D/M 861 
D/M 949 
D/M 949 

/ 49 


D/M 9 
Available: 10/20/87 
D/M 121 


15 B/O 1705 B/M 142 D/O 1530 D/M 127 


18 B/O 2680 B/M 149 D/O 2410 D/M 134 
20 B/O 3300 B/M 157 D/O 2970 D/M 141 
30 B/O 5190 B/M 173 D/O 4670 D/M 155 
40 B/O 9120 B/M 190 D/O 8205 D/M 171 
50 B/O 9120 B/M 190 D/O 8205 D/M 171 
60 B/O 9120 B/M 190 D/O 8205 D/M 171 
VSE FASTER LANG Acronym: CICS Available: 10/20/87 Variable Charges 
10 B/O 1185 B/M 130 
15 B/O 1645 B/M 137 
18 B/O 2590 B/M 144 
20 B/O 3190 B/M 152 
30 B/O 5010 B/M 167 
40 B/O 8830 B/M 184 
50 B/O 8830 B/M 184 
60 B/O 8830 B/M 184 
Service Code: X Service End Date: 12/31/88 Test: 0 License: S 
5746-XX7_ Data Hangnege / I Entry Acronym: DL/I Available: 1/30/76 
B/ 11340 B/M a15 D/O 64 D/M 387 
Service Code: X Service End Date: 9/14/84 Test: 2 License: § Pubs: GH12-5115 Environment: DOS/VS 
5746-XX9 Planning Control & Decision Evaluation Acronym: PLANCODE/I Available: 11/30/76 
B/O 23290 B/M 1055 
Service Code: B Test: 2 License: § Pubs: GH19-1103 Environment: CICS/DOS/VS 
5746-XYA DOSCHECK V2 Acronym: DOSCHECK Available: 3/31/89 Incremental Tier Charges 
O01 B/O 37000 B/M 660 
02 B/O 22200 B/M 400 
03 B/O 29600 B/M 530 
Service Code: M Service End Date: 9/30/91 Test: 2 License: U Environment: VSE/AF,VSE/SP 
5746-XY1 COPICS Online Routing Acronym: Available: 1/30/81 
B/O 17180 B/M 519 
Service Code: E Test: 1 License: § Pubs: GB21-2650 Environment: DOS/VSE,OS/VS DL/I 
5747-AG1 EP/VS - 3704 { 3705 Emulator Support Acronym: Available: 1/30/76 
No Charge 
Service Code: J Test: 0 License: § Pubs: GC30-3008 Environment: DOS/VS,DOS/VSE 
5747-BJ1 3650 Retail Store System Acronym: Available: 6/30/78 
No Charge 
Service Code: § Test: O License: § Pubs: GC30-3023 Environment: DOS/VS 
5747-BJ2 Subsystem Program Preparation Acronym: Available: 2/30/76 


(cont d) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=Initial, A=Annual, P=Primary 
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5747-BJ2 





(cont d) No Charge 
Service Code: § Test: 0 License: S Pubs: GC30-9515 Environment: DOS/VS 
5747-BJ3 3650 Retail Store System Acronym: Available: 2/30/76 
No Charge 
Service Code: C Test: 0 License: §S Pubs: GC30-9514 Environment: DOS/VS 
5747-BK1 Supermarket Syeteu Host Acronym: Available: 12/30/81 
No Charge 
Service Code: §S Test: 0 License: § Pubs: GC30-3025 Environment: DOS/VS 
5747-BK2 3660 Supermarket Store System Acronym: Available: 2/30/76 
No Charge 
Service Code: §S Test: 0 License: S Pubs: GH30-3025 Environment: DOS/VS 
Acronym: Available: 1/30/76 


5747-BR1 3600 Host Support 
No 


arge 


Service Code: X Service End Date: 


2/20/87 Test: O License: §S 


Pubs: GC27-0006 Environment: VSE,SSX 








5747-BW1 Batch Transfer Program Acronym: BTP Available: 2/30/76 
No Charge 
Service Code: C Test: 0 License: S Pubs: GC33-5900 Environment: DOS/VS 
5747-CC1 3800 rian e Subsystem Support Acronym: Available: 
No Charge 
Service Code: S Test: OQ License: S Pubs: GC26-3913 Environment: DOS/VSE 
5747-CC3 1400 Emulator Programs Acronym: Available: 6/30/77 
No Charge 
Service Code: C Test: 0 License: S Pubs: GC33-5384 Environment: DOS/VS 
5747-CC6 Subsystem puppets Services Acronym: SSS Available: 12/30/76 
No Charge 
Service Code: C Test: 0 License: §S Pubs: GC30-3022 Environment: DOS/VS,0S/VS,SSX 
5747-CF1 VTAM SCP ACF/VTAM | Acronym: ACF/VTAM Available: 3/30/78 
No Charge 
Service Code: J Test: O License: § Pubs: GC27-0459 Environment: DOS/VSE 
5747-CG1 BTAM SCP for BTAM-ES Acronym: Available: 5/30/79 


No Charge 
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5747-CG2 


5747-CJ1 


5747-CJ2 


5747-DS1 


5747-DS2 


5747-D16 


5747-SA1 


5748-AP1 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single 
Y= Charge Type O=One Time, M=Monthly, I= 


Service Code: J Test: O License: § Environment: DOS/VSE 


VTAM SCP for ACF/VTAM Acronym: Available: 10/30/79 
No Charge 
Service Code: J Test: 0 License: § Pubs: GC27-0440 Environment: DOS/VSE 
3630 Plant Communication System Host Acronym: Available: 10/30/78 
No Charge 
Service Code: X Service End Date: 10/31/83 Test: 0 License: § Pubs: GA24-3721 Environment: DOS/VS 
3650 Programmable Store System SPPS Acronym: Available: 7/30/79 
No Charge 
Service Code: J Test: O License: § Pubs: GC30-9535 Environment: DOS/VS 
ICKDSF Stand-Alone Acronym: ICKDSF Available: 8/12/88 
+ICKDSF Stand-Alone R11 Acronym: ICKDSF Available: 11/17/89 
No Charge 
Service Code: S Service End Date: 11/30/90 Test: 0 License: S Pubs: GC26-3946 Environment: 3340,3344,3350,3380 
ICKDSF Virtual System Extended Acronym: ICKDSF Available: 8/12/88 . 
ICKDSF Virtual System Extended R11 Acronym: ICKDSF Available: 8/12/88 
No Charge 
Service Code: S Service End Date: 11/30/90 Test: 0 License: § Pubs: GC26-3946 Environment: VSE 
3650 3680 Programmable Store System Hos Acronym: PSS Available: 7/30/79 
No Charge 
Service Code: J Test: 0 License: S Pubs: GC30-9536 Environment: Replaced by 5668-912 
231x Emulator on FBA Devices Acronym: Available: 7/30/79 
No Charge 
Service Code: J Test: 0 License: § Environment: DOS/VSE 
A Programming Language - APL Acronym: VSAPL Available: 5/28/82 Variable Charges 
10 B/M 25 D/M 318 
15 B/M 468 D/M 351 
18 B/M 514 D/M 386 
20 B/M 566 D/M 424 
30 B/M 622 D/M 467 
40 B/M 684 D/M 513 
50 B/M 753 D/M 565 
60 B/M 828 D/M 621 
Service Code: K Test: 1 License: S Pubs: GH20-9064 Environment: Replaced by 5668-899 


M=Multiple 
tnitial, =Annual, P=Primary 
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5748-D14 3650 Point-of-Sale Retail Environment 
| B/O 7580 B/M 196 


Service Code: A Test: 1 License: §S 


§748-D15 3650 Point-of-Sale Report Customizer 
B/O 730 B/M 17 


Service Code: A Test: 1 License: S 


5748-D21 3650 Supermarket Environment 
B/O 3355 B 85 

Service Code: A Test: 1 License: S 
5748-D22 3650 Store Data Management 
. B/O 1400 B/M 34 
License: § 


Service. Code: A Test: 1 


5748-FO3 FORTRAN VS Compiler & Library 4.1 
10 B/O 2005 B/M 274 
15 B/O 2715 B/M 301 
18 B/O 4475 B/M 332 
20 B/O 5745 B/M 365 
30 B/O 9025 B/M 401 
40 B/O 15890 B/M 441 
50 B/O 22570. B/M 485 
60 B/O 25100 B/M 534 
FORTRAN VS Compiler & Library XT/370 
B/O 898 B/M 18 
Service Code: K Test: 1 License: S 
5748-F13 Check Reports 
B/O 20000 B/M 668 
Service Code: X Service End Date: 
5748-F53 Check Processing Executive f 3694 
B/O 2795 /M 85 
Service Code: E Test: 1 License: S 
5748-F54 Check Processing Executive / VS 
B/M 418 
Service Code: B Test: 1 License: S 
5748-F55 


3600 4700 Administrative rg 1.3 
B/O 1 /M 


655 49 


Acronym: 


PSS 


Available: 12/20/82 


Pubs: GC30-3056 Environment: DOS/VS,0OS/VS 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 
b/d 


Acronym: 


Pubs: 
Acronym: 


7/24/89 Test: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


PSS 


Available: 11/15/83 


GC30-3054 Environment: SPPS II & PSS Host 


PSS 


Available: 11/15/83 


GC30-3055 Environment: SPPS II & PSS Host 


PSS 


Available: 11/15/83 


GH20-2150 Environment: SPPS II & PSS Host 


1500 


18825 


GC26-4114 Environment: 


EPSS 


1 License: 


CHX/3694 


GH20-2444 Environment: 


CHX/VS 


GH20-2444 Environment: 
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Available: 5/24/85 Variable Charges 
D/M 204 
D/M 226 
D/M 249 
D/M 274 
D/M 301 
D/M 331 
D/M 364 
D/M 400 
Available: 
MVS ,XA,VM,VSE,VM/PC 
Available: 8/30/79 
I Pubs: GH20-2136 Environment: O0S/VS,DOS/VS 
Available: 3/27/87 
5748-F54 
6/30/81 


Available: 


OS/VS,DOS/VSE VTAM 


Available: 7/30/82 


5748-F56 


5748-LM3 


5748-MS1 


5748-RC1 +VM Pass-Through Facilities (PVM) R4 
10 B/O 1405 B/M 2 


5748-T13 


(cont'd) 


Charges:X/Y where X= 


Service Code: B Test: 


3694 Application Macro Expansions 
B/O 3150 B/M 112 


Service Code: K Test: 1 License: 
FORTRAN VS pipEaty 4.1 
10 B/O 85 B/M 79 
15 B/O 780 B/M 87 
18 B/O 1290 B/M 96 
20 B/O 1655 B/M 105 
30 B/O 2600 B/M 116 
40 B/O 4580 B/M 127 
50 B/O 6510 B/M 140 
60 B/O 7240 B/M 154 
FORTRAN VS aaa XT/370 

B/O 11 B/M 4 
Service Code: K Test: 1 License: 


Interactive Productivity Facility 5.3 
B/O 2155 B/M 


54 
IPF XT/370 
B/O 215 B/M 


Service Code: X Service End Date: 


/ 0 / 03 
15 B/O 1880 B/M 203 
18 B/O 2835 B/M 203 
20 B/O 3305 B/M 203 
30 B/O 3305 B/M 203 
40 B/O 3305 B/M 203 
50 B/O 4265 B/M 203 
60 B/O 5685 B/M 203 


Service Code: K Test: 2 License: 


Transaction Processing Facility V3Rl1 
0 B 17750 


3 /M 75 
40 B/M 20420 
50 B/M 24500 
60 B/M 29400 
TPF HPO Feature 

30 B/M 8085 
40 B/M 9300 
50 B/M 11150 


60 B/M 
TPF MPIF Feature 


License Type 
Charge Type 


1 License: § 


S 


Ss 


6/30/88 Test: 


Ss 


=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=Initial, 


Available: 12/30/88 
D/M 152 


IMS/VS,CICS/VS 
7/26/82 


OS/VS ,DOS/VSE 


5/24/85 Variable Charges 


OS/VS,VSE,VM,SSX 
4/05/83 
7/31/84 


GH20-5304 Environment: 5664-167 ,5748-SA1 


Variable Charges 


6/30/89 Variable Charges 
6/30/89 Variable Charges 
6/30/89 Variable Charges 


Pubs: GH20-2414 Environment: 
ner On Available: 
D/ 2360 D/M 84 
Pubs: GC31-0012 Environment: 
acronym Available: 
D/ 439 D/M 58 
D/O 587 D/M 65 
D/O 968 D/M 72 
D/O 1240 D/M 79 
D/O 1950 D/M 87 
D/O 3435 D/M 95 
D/O 4880 D/M 105 
D/O 5430 D/M 115 
Acronym Available: 
Pubs: GC26-3983 Environment: 
Acronym: IPF Available: 
D/ 1831 D 3 
Acronym Available: 
1 License: § Pubs: 
a ta PVM 
D/ 1260 / 5 
D/O 1690 D/M 152 
D/O 2550 D/M 152 
D/O 2970 D/M 152 
D/O 2970 D/M 152 
D/O 2970 D/M 152 
D/O 3835 D/M 152 
D/O 5015 D/M 152 
Environment: VM/SP,APPC/VM,VM/SE 
Acronym: TPF Available: 
Acronym: TPF Available: 
Acronym: TPF Available: 
M=Multiple 


5-283 


=Annual, P=Primary 


5748-T13 
(cont'd) 


5748-XE1 


5748-XE4 


5748 -XT3 


5748-XXB 


5748 -XXE 


5748-XXJ 


30 B/M 1260 
40 B/M 1450 
50 B/M 1740 
60 B/M 2090 
TPF C/370 Feature 

30 B/M 12 

40 B/M 1450 
50 B/M (1740 
60 B/M 2090 


Service Code: M Test: 2 License: § 
Virtual Machine System Extensions 
B/M 1480 D/M 
Service Code: X Service End Date: 
Maintenance R3 


VM Directory 
Maintenance R4& 


VM DEPECK OEY 
B/ 


10 110 B/M 116 
15 B/O 1475 B/M 122 
18 B/O 2320 B/M 128 
20 B/O 2860 B/M 135 
30 B/O 4275 B/M 141 
40 B/O 7180 B/M 148 
50 B/O 9770 B/M 156 
60 B/O 10270 B/M 164 
Service Code: M Test: 1 License: S 


Structured Programming Facility / CMS 

B/O 14110 B/M 470 

Service Code: X Service End Date: 
Display Management System / CMS 
aes B O° 1100” B/M 


DMS/CMS XT/370 
B/O 


44 
158 B/M 
Service Code: K Test: 1 License: §S 


Document Library Facility 
B/I 529 B/M 176 
Service Code: E Test: 1 License: § 


SQL Data System 
10 ByO 


6570 B/M 650 
15 B/O 8765 B/M 685 
18 B/O 13140 B/M 722 


Acronym: 


Pubs: 
VM/SE Acronym: 
1\6 ie 


9/14/84 Test: 


Acronym: 


Acronym: 


3/16/84 Test: 


Acronym: 
D/O. 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
peronya: SQL 
D/ 


D 
D/0 


7025 
6570 
9855 


5-284 


Available: 

D/M 487 
D/M 513 
D/M 541 


TPF Available: 9/29/89 Variable Charges 
GH20-7521 Environment: MVS/XA,MVS/ESA 
SEPP Available: 5/30/78 
2 License: §S Pubs: GC20-1827 Environment: VM/CMS 
DIRMAINT Available: 3/25/88 Variable Charges 
: DIRMAINT Available: 3/31/89 
830 D/M 87 
1105 D/M 92 
1740 D/M 96 
2145 D/M 101 
3205 D/M 96 
5385 D/M 111 
7325 D/M 117 
7705 D/M 123 
: GC20-1836 Environment: VM/SP/CMS 
Available: 
1 License: $ Pubs: GH20-2197 Environment: VM/CMS MVS 
DMS /CMS Available: 7/30/79 
826 D/M 29 
Available: 7/31/84 
GC24-5197 Environment: VM/SP 
DLF Available: 3/31/84 
GH20-9163 Environment: DOS/VSE,MVS,VM 


Variable Charges 


20 B/O 15340 B/M 760 D/O 11500 D/M 570 


30 B/O 21930 B/M 800 D/O 16440 D/M 600 

40 B/O 40240 B/M 920 D/O 30180 D/M 690 

50 B/O 59530 B/M 1055 D/O 44640 D/M 791 

60 B/O 68040 B/M 1215 D/O 51030 D/M 911 

Service Code: M Test: 2 License: § 
5748-XX1 BASIC/VS Acronym: Available: 1/30/76 

B/M 604 D/M 452 

Service Code: K Test: 1 License: § Pubs: GC28-8302 Environment: See 5665-948 , 5668996 
5748 -XX6 ciate V1 qaeeae mais System Acronym: IIS Available: 

Service Code: X Service End Date: 7/15/83 Test: 2 License: S Pubs: GH20-1895 Environment: DOS/VS,0S/VS,VM 
5748-XX9 Document Composition Facility V3.2 Acronym: SCRIPT Available: 5/20/88 

B/I 1070 B/M 357 

10 B/O 

15 B/O 4640 

18 B/O 6960 

20 B/O 8120 

30 B/O 11600 

40 B/O 18560 

50 B/Q 23960 

60 B/O 31150 

DCF Foreground Environment Feature Acronym: SCRIPT/VS Available: 3/31/84 Variable Charges 

10 B/O 859 B/I 198 B/ 66 

15 B/O 859 B/I 198 B/M 66 

18 B/ 1285 B/I 198 B/M 66 

20 B/O 1500 B/I 198 B/M 66 

30 B/O 2145 B/I 198 B/M 66 

40 B/O 3435 B/I 198 B/M 66 

50 B/O 4435 B/I 198 B/M 66 

60 B/O 5720 B/I | 198 B/M 66 

Document BOP gee ae) wee Acronym: SCRIPT Available: 

Office Document Feature Acronym: ODF Available: 5/20/88 Variable Charges 

10 B/O 3500 B/M 291 

15 B/O 3500 B/M 291 

18 B/O §255 B/M 291 

20 B/O 6130 B/M 291 

30 B/O 8760 B/M 291 

40 B/O 14010 B/M 291 

50 B/O 18090 B/M 291 

60 be 23340 B/M 291 

SCRIPT Mathematical Formula Feature Acronym: SCRIPT Available: 8/18/89 Variable Charges 

10 B/O 3960 B/M 330 

15 B/O 3960 B/M 330 

18 B/O 5610 B/M 330 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, T=tnitial, =Annual, P=Primary 


5-285 


5748-XX9 
(cont d) 


5750-AAK 


5750-AAL 
5750-AAM 
5750-AA8 


5750-ABF 


5750-ACA 


5750-ACB 


20 B/O 6930 B/M 330 

30 B/O 9900 ~ B/M 330 

40 B/O + 15840 B/M 330 

50 B/O 20460 B/M 330 

60 B/O 17350 B/M 330 

Service Code: E Test: 1 License: § Pubs: SH20-9158 

VM/SP System Offering R5 Acronym: SIPO/E Available: 4/29/88 

+VM/SP System Offering R5.2 Acronym: SIPO/E Available: 12/16/88 

Prices Vary 

Service Code: E Test: 0 License: § Pubs: GC20-1890 Environment: VM/SP 

Business Professional System Acronym: BPS Available: 11/30/82 
Prices Vary 


Pubs: G520-0007 Environment: VM/SP 


MVS/SP System IPO Acronym: Available: 4/19/83 
Prices Vary 

Service Code: X Service End Date: 8/31/84 Pubs: GC20-1870 Environment: Replaced by CBIPO 

System IPO for OS/VS1 Release 7 Acronym: Available: 12/30/79 
Prices Vary 

Service Code: X Test: 0 License: § Pubs: GC20-1861 Environment: 8/370 

VSE/SP V4.1.1 Acronym: VSE/SP Available: 1/05/90 Variable Charges 

10 B/O 30217 B/M 2302 D/ 27186 D/M 2070 

15 B/O 40330 B/M 2537 D/O 36393 D/M 2284 

18 B/O 61409 B/M 3012 D/O 55285 D/M 2712 

20 B/O 73095 B/M 3290 D/O 65768 D/M 2960 

30 B/O 123471 B/M 4179 D/O 111094 D/M 3760 

40 B/O 182701 B/M 5032 D/O 164429 D/M 4528 

50 B/O 182701 B/M 5032 D/O 164429 D/M 4528 

60 B/O 182701 B/M 5032 D/O 164429 D/M 4528 

Service Code: C Test: 0 License: § Environment: SYS/370 135 138 

MERVA/VSE Syeree Package : aoenye MERVA/VSE Available: 6/09/89 
B/ 63000 B/M 3150 D/ 53550 D/M 2677 

Service Code: M Test: 0 License: § Pubs: GH12-5490 Environment: VSE 

MERVA/VSE Seater Package with DTNL/370 ah ae MERVA/VSE Available: 6/09/89 
B/ 82950 B/M 4147 D/ 73500 D/M 3674 

Service Code: M Test: 0 License: S$ Pubs: GH12-5490 Environment: VSE 


5-286 


5750-ACC OfficeVision/VM Series Acronym: Available: 12/29/89 
No Charge 
Service Code: E Test: 2 License: S Environment: VM 
5750-ACF MUSIC Acronym: Available: 5/02/89 
B/O 10000 
Service Code: W Test: 0 Environment: 9370 4300 3090 
5750-AFB VSE/SP V4R1 Acronym: VSE/SP Available: 6/30/89 Variable Charges 
10 B/O 28801 B/M 2208 
15 B/O 37779 B/M 2368 
18 B/O 56249 B/M 2752 
20 B/O 65437 B/M 2942 
30 B/O 107226 B/M 3646 
40 B/O 149611 B/M 4301 
50 B/O 149611 B/M 4301 
Service Code: M Test: 2 License: § Environment: VSE 
5750-BAl DPPX System IPO Acronym: Available: 10/20/82 
Prices Vary 
Service Code: X Service End Date: 11/15/84 Test: 0 License: § Pubs: GC20-1883 Environment: DPPX 
5750-BA2 DPPX Application IPO Acronym: Available: 6/04/82 


Prices Vary 


Service Code: X Test: O License: § Pubs: GH20-5307 Environment: DPPX 


5750-EXT +VM/Remote System Programming Acronym: VM/RSP 


Prices Vary 
Service Code: E Test: 0 License: §S 


5750-700 OfficeVision/MVS Asian Language Series Acronym: OFSP/MVS 
Prices Vary 


Service Code: § Test: 2 License: E 


5750-701 OfficeVision/VM Asian Language Series Acronym: 
Prices Vary 


Service Code: E Test: 2 License: § 


5751-CS1 MVS Custom-Built Installation Process Of Acronym: CBIPO 
Prices Vary 


License: §$ Pubs: GC23-0127 Environment: MVS 


Available: 3/31/89 


Environment: VM/IS 


Available: 4/30/90 


Environment: MVS,0S/2,PS/55 


Available: 4/30/90 


Environment: VM/SP,VM/XA,0S/2 


Available: 3/23/84 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Y= Charge Type 0=One Time, M=Monthly, I=initial, 
5-287 


=Annual, P=Primary 


PORE TORN CPO IR Fae ee ee ea nO a OTT ae av ete a 


ok nnaee, MAE Se pei te ee eee eae 


eet (RMEEEE TUE Oot oR Ee tere 


EPO AG METRO UP RES CuK ot ae 


she Nida Lae 


RETR GOE GMT STOO 


CRETE ES 


5751-CS2 


5751-CS3 


5752-VS2 


5756-008 


5756-009 


5756-010 


5756-030 


5758-ACF 


MVS CBIPO Model Inst Related Inst Materl Acronym: CBIPO 
Prices Vary | 
License: S Pubs: 


MVS Introductory Base Offering 


Acronym: CBIPO 
Prices Vary 


No Charge 
S Service End Date: 11/30/90 Test: 


Acronym: 


Service Code: 


Data Translator 
B/O 1500 


Service Code: H Service End Date: 


IGES Translator 
B/O 


1/12/91 Test: 


Acronym: 
1500 ym 


Service Code: H Service End Date: 1/12/91 Test: 


Data Translator Extension Acronym: 
B/O 1500 


Service Code: H Service End Date: 1/12/91 Test: 


oo V3 for RISC System/6000 Acronym: AIX 
01 B/O 1250 D/O 1125 

02 B/O 2500 D/O 2250 

Re B/O 2500 D/O 2250 

01 B/O 1500 D/O 1350 

02 B/O 5000 D/O 4500 

pe B/O 5000 D/O 4500 

01 th 2000 D/O 1800 

02 B/O 5000 D/O 4500 

03 B/O 10000 D/O 9000 

Service Code: M Test: 2 License: U Pubs: 
MUSIC Acronym: 

B/O 24990 


Service Code: W 


5-288 


0 License: 


Q License: 


QO License: 


QO License: 


Available: 


GC23-0127 Environment: 5751-CS1 
Available: 


Available: 
Available: 


License: S Pubs: GC23-0127 Environment: 5751-CS1 
-ICKDSF MVS/370 Acronym: ICKDSF 
ICKDSF MVS/370 R11 Acronym: ICKDSF 


S Pubs: 
Available: 


S Pubs: 
Available: 


S Pubs: 
Available: 


S Pubs: 
Available: 


Environment: 9370 4300 3090 PS 


3/23/84 


3/23/84 


8/12/88 
8/19/88 


GC28-1012 Environment: MVS/370 


12/29/89 


SC33-8123 Environment: AIX/RT 


12/29/89 


SC33-8124 Environment: AIX/RT 
1/12/90 


SC33-8125 Environment: AIX/RT 


6/30/90 Variable Charges 


GK2T-0237 Environment: System/6000 
Available: 


5/02/89 


5758-AP1 Alis / RT (Single User) Acronym: Available: 1/23/90 
BiG ° 2495 am / 


Service Code: W Test: 0 Environment: RT 

5758-AP2 Alis / a Bee Acronym: Available: 1/23/90 
Service Code: W Test: 0 Environment: RT 

5758-AP3 Alis / ar te aa Acronym: Available: 1/23/90 
Service Code: W Test: 0 Environment: RT 

5758-AP4 Alis / ay ia ace Acronym: Available: 1/23/90 
Service Code: W Test: 0 Environment: RT 

5758-AP5 Alis / PB Ae Singge User Acronym: Available: 1/23/90 
Service Code: W Test: 0 Environment: PS/2 

5758-AP6 Alis / Peat auee Acronym: Available: 1/23/90 
Service Code: W Test: 0 Environment: PS/2 

5758-AP7 Alis / eee eee Acronym: Available: 1/23/90 
Service Code: W Test: 0 Environment: PS/2 

5758-AP8 Alis / eeo epoe Acronym: Available: 1/23/90 
Service Code: W Test: 0 Environment: PS/2 

5758-AP9 Alis / PC Acronym: Available: 1/23/90 

B/O 495 

Service Code: W Test: 0 Environment: PC 

5758-BBA Bon Appetit (8/36.3.5") = Acronym: Available: 3/29/88 
Service Code: W Test: 0 Environment: 5360 5363 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=initial, =Annual, P=Primary 


i e's ob 


5758-BBB 


5758-BBD 


5758-BBE 


5758-BBF 


5758-BBG 


5758-BBH 


5758-CAA 


5758-CAB 


5758-CAC 


5758-CAD 


5758-CAE 


Bon Appetit (S/36-5.25") 
ey B/O 2890 
Service Code: W Test: 0 


Each Additional Site (S/36) 
B/O 2890 


Service Code: W Test: 0 
Bon Appetit (AS/400-9404 
a B/O 3990 ) 


Service Code: W Test: 0 
Bon Appetit (AS/400-9406) 

; B/O 3990 
Service Code: W Test: 0 
Each Additional Site (9404) 

B/O 3990 


Service Code: W Test: 0 


Each Additional Site (9406) 
~ B/O 3990 


Service Code: W Test: 0 
CADG+FM MVS2 > 

B/O 100000 
Service Code: W Test: 0 


16750 
Test: 0 


System Coordinator MVS2 
-B/O 


Service Code: W 


Inventory Manager MVS2 
B/O 38750 


Service Code: W Test: 0 


Requirements nas yam MVS2 
B/O . 27750 


Service Code: W Test: 0 


Loc. & Layout Planner MVS2 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


AS400 


S/36 


AS400 


S/36 


AS400 


AS400 


8/370 


$/370 


$/370 


S/370 


5-290 


Available: 


Available: 


Available: 


9404 


Available: 


Available: 


9406 


Available: 


Available: 


43XX 


Available: 


43XX 


Available: 


43XX 


Available: 


43XX 


Available: 


12/13/88 


12/13/88 


12/13/88 


12/13/88 


12/13/88 


12/13/88 


6/23/87 


6/23/87 


6/23/87 


6/23/87 


6/23/87 


5758-CAF 


5758-CAG 


5758-CAH 


5758-CAI 


5758-CAJ 


5758-CAK 


5758-CAL 


5758-CAM 


5758-CAN 


5758-CAO 


(cont'd) 


B/O 


Service Code: 


BASICAD 
B/O 


Service Code: 


Service Code 
Service Code 


Service Code 


System Coord 
B/O 


Service Code 


CADG+FM-VM2 
B/O 


Service Code 


16750 


11500 


: W Test: 0 
Intelligent Draw Dis. MVS2 
B/O 10000 


: W Test: 0 
CADAM Fac. Integrator MVS2 : 


: W Test: 0 


inator-VM2 
16750 


: W Test: 0 


110000 


: W Test: 


Inventory Manager-VM2 
B/O 


Service Code 
Service Code 


Service Code 


Drafting Coo 
~~ B/O 


Charges:X/Y where X= 


38750 


: W Test: 0 


Requirements Programmer VM2 
B/O 


27750 


: W Test: 0 
Location & Layout PlannerVM2 
B/O 6750 


: W Test: 0 


rdinator VM2 
5000 


License Type 
Charge Type 


W Test: 0 


W Test: 0 
Drafting Coordinator MVS2 
B/O 5000 


Environment: 8/370 43XX 


Acronym: 


Available: 


Environment: 8/370 43XX 


Acronym: 


Environment 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


: §/370 


$/370 


$/370 


5/370 


§/370 


S/370 


§/370 


$/370 


Available: 


43XX 
Available: 


43XX 
Available 


43XX 
Available: 


43XX 
Available: 


43XX 
Available: 


43XX 
Available: 


43XX 
Available: 


43XX 
Available: 


M=Multiple 
=Annual, P=Primary 


tnitial, 
5-291 


6/23/87 


6/23/87 


10/27/87 


6/23/87 


6/23/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


5758-GAP 
(cont d) 


5758-CAP 


5758-CAQ 


5758-CAR 


5758-CAS 


cme : 


5758-CAT 


System Coordinator MVS1 : 
B/O 


hasanes 
5758-CAV 
5758-CAW 
5758-CAX 


5758-CAY 


Service Code: W Test: 0 


Intelligent Drew ae Dis. VM2 
~~" "B/O 10080 


Service Code: W Test: 0 


CADG+Facility Integrator VM2 


Service Code: W Test: 0 


CADG+FM-MVS 
B/O 110000 


Service Code: W Test: 0 


/O 87600 


Service Code: W Test: 0 


13400 
Service Code: W Test: 0 


Inventory Manager MVS1 
B/O 31000 


Service Code: W Test: 0 


Requirements ioe oumee MVS1 
B/O 22200 


Service Code: W Test: 0 


Loc. & payout Planner MVS1 
/O 13000 
Service Code: W Test: 0 


Drafting Coordinator MVS1 
B/O 4000 


Service Code: W Test: 0 


Intelligent Draw Dis. MVS1 
B/O 8000 


Service Code: W Test: 0 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


8/370 


$/370 


$/370 


8/370 


8/370 


$/370 


$/370 


43XX 
Available: 


43XX 
Available: 

43XX 
Available: 


43XX 
Available 


43XX 
Available 


43XX 
Available: 


4&3XX 
Available: 


Environment: 8/370 43XX 


Acronym: 


Available: 


Environment: 8/370 43XX 


Acronym: 


Available: 


Environment: 8/370 43XX 


Acronym: 


Available: 


Environment: $/370 43XX 


5-292 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


5758-CAZ 


5758-CDA 


5758-CDB 


5758-CDC 


5758-CDD 


5758-CDE 


5758-CDF 


5758-CDG 


5758-CDH 


5758-CDI 


Charges:X/Y where X= 


Facility Integrator MVS1 


Service Code: W Test: 
CADG+FM-VM1 

B/O 87600 
Service Code: W Test: 


System Coordinator VMl 
B/O 13400 
Service Code: W 


31000 


Service Code: W 


Inventory Manager VM1 
B/O 


Requirements Broee ance VM1 
B/O 22200 


Service Code: W 


Service Code: W 


Service Code: W 


8000 


Service Code: W 


Facility Integrator VM1l 


Service Code: W 


CADG+FM vO -TIER 7 
10554 


Service Code: W 


License Type 
Y= Charge Type 


Test: 
Test: 


Test: 

Loc. & Heyeut Planner VM1l 
/0 13000 

Test: 


Drafting Coordinator VM1 
B/O 4000 


Test: 


Intelligent Draw Dis. VM1 ——Keronym: ilable: 10/ a irs 
B/O 


Test: 
Test: 


Test: 


Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 


B=Basic, D=DSLO, S= eouete 
O=One Time, M=Monthly, I 


Available: 


S/370 43XX 


10/27/87 


Available: 10/27/87 


$/370 43XX 


Available: 


$/370 43XX 


Available: 


$/370 43XX 


Available: 


S/370 43XX 


Available: 


$/370 43XX 


Available: 


$/370 43XX 
Available 


S/370 43XX 


Available: 


S$/370 43XX 


Available: 


S/370 43XX 


M=Multiple 
={nitial, 


5-293 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


10/27/87 


9/13/88 


=Annual, P=Primary 


5758-CDJ 


5758-CDK 


5758-CDL 


5758-CDM 


5758-CDN 


5758-CDO 


5758-CDP 


5758-COA 


5758-COB 


5758-COC 


5758-COD 


FMP (MVS1 
$70 22200 


Service Code: W Test: 


CADG+FM (VM-TIER 1) 
B/O 105545 


Service Code: W Test: 


FMP (VM1) 
B/O 22200 


Service Code: W Test: 


CADG+FM (MVS2) 
B/O 110000 


Service Code: W Test: 
FMP (MVS)(Tier 2 
B/O 33750 


Service Code: W Test: 


CADG+FM (VM-TIER 2) 
B/O 131931 


Service Code: W Test: 


FMP (VM) ane. 
B/O 27750 


Service Code: W 


Commander EIS/10 
B/O 64000 


Service Code: W 


Commander EIS/20 
B/O 115000 


Service Code: W 


Commander EIS/30 
B/O 165000 


Service Code: W 
Commander EIS/40A 


Test: 0 


Test: 0 


Test: 0 


Test: 0 


Acronym: 


Acronym: 


Environment: 


Acronym: 


Acronym: 


Environment: 


Acronym: 


Acronym: 


Environment: 


Acronym: 


_ Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Available: 


Available: 


S/370 43XX 
Available: 


Available: 


$/370 43XX 
Available: 


Available: 


$/370 43Xx 
Available: 


Available: 


43XX 93XX 30XX PC 
Available: 


43XX 93XX 30XX PC 


Available: 


43XX 93XX 30XX PC 


Available: 


5-294 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


5758-COE 


5758-COF 


5758-COG 


5758-COH 


5758-COI 


5758-COJ 


5758-COK 


3758-COL 


5758-COl1 


5758-CO2 


(cont ‘d) 


Charges:X/Y where X= 


B/O 215000 


Service Code: W 


Commander EIS/40B 


B/O 283000 


Service Code: W 


Comm. Redi-Mail&Rem 
B/O 70000 


Service Code: W 


Comm. Redi-Mail&Rem 
B/O 90000 


Service Code: W 


Comm. Redi-Mail&Rem 
108000 


B/O 


Service Code: W 


Comm. Redi-Mail&Rem 
126000 


B/O 


Service Code: W 


Comm. Redi-Mail&Rem 
182000 


B/O 


Service Codes W 


Comm. Redi-Mail&Rem DOS/4OA 
B/O 229000 


Service Code: W 


Comm. Redi-Mail&Rem 
B/O 299900 


Service Code: W 


Test: 0 


Test: 0 
DOS/10 


Test: 0 
DOS/15 


Test: 0 
DOS/18 


Test: 0O 
DOS/20 


Test: 0 
DOS/30 


Test: 0 


Test: 0 
DOS /40B 


Test: 0 


Intro to Law Enforcemen 
10000 


B/O 


Service Code: W 


Test: 0 


Prof. and Legal panacea 
B/O 6000 


License Type 
Y= Charge Type 


Environment: 43XX 93XX 30XX PC 


Acronym: 


Available: 


Environment: 43XX 93XX 30XX PC 


Acronym: 


Available: 


Environment: 43XX 93XX 30XX PC 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


43XX 93XX 


43XX 93XX 


43XX 93XX 


43XX 93XX 


43XX 93XX 


43XX 93XX 


PC PS/2 


5-295 


Available: 


30XX PC 
Available: 


30XX PC 
Available: 


30XX PC 
Available: 


30XX PC 
Available: 


30XX PC 
Available: 


30XX PC 
Available: 


Available: 


B=Basic, D=DSLO, S=Single, M=Multiple 
O=One Time, M=Monthly, I=Initial, 


7/19/88 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


10/24/89 


10/24/89 


=Annual, P=Primary 


5758-C03 
(cont d) 


5758-CO3 


5758-CO04 


5758-CRA 


5758-CRB 


5758-CRC 


5758-CRD 


5758-CRE 


5758-CRF 


5758-CRG 


5758-CRH 


Service Code: W Test: 0 


Firearms: Safety Care, Use 
B/O — 2000 


Service Code: W Test: 0 


Comm. and Arrest Tech 
| B/O 4500 


Service Code: W Test: 0 


Using PROFS 
B/O 6000 
Service Code: W Test: 0 


Using se ani tt 


Service Code: W Test: 0 


Using Displaywrite/370-PROFS 
B70 4000 


Service Code: W Test: 0 
Project CP 

B/O 2750 
Service Code: W Test: 0 
Projects 

B/O 2750 
Service Code: W Test: 0 
Using AS 

B/O 2750 
Service Code: W Test: 0 


Using PROFS 
B/O 6000 
Service Code: W Test: 0 


Using Displaywrite/370 
. B/o~ EShe 


Service Code: W Test: 0 


Environment: PC PS/2 


Acronym: 


Environment: PC PS/2 


Acronym: 


Environment: PC PS/2 


Acronym: 


Available: 10/24/89 


Available: 10/24/89 


Available: 


Environment: 30xx 9370 4300 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


30xx 


30xx 


30xx 


30xx 


30xx 


30xx 


30xx 


5-296 


9370 


9370 


9370 


9370 


9370 


9370 


9370 


Available: 


4300 
Available: 


4300 
Available: 


4300 
Available: 


4300 
Available: 


4300 
Available: 


4300 
Available: 


4300 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


5758-CRI Using seas sae aan 


5758-CRJ 


5758-CRK 


5758-CRL 


5758-CRM 


5758-CRN 


5758-CRO 


5758-CRP 


5758-CRQ 


5758-CRR 


Charges:X/Y where X= 


Service Code: W 


Project CP 
B/O 


Service Code: W 


Projects 
B/O 


Service Code: W 


Using AS 
B/O 


Service Code: W 


Using PROFS 
B/O 


Service Code: W 


Test: 0 


2750 
Test: 0 


2750 
Test: .0 


2750 
Test: 0 


6000 
Test: 0 


Using Displaywrite/370 
. Bo bebe 


Service Code: W 


Using Displaywrite/370-PROFS 
= B/O~ EGh0 


Service Code: W 


Project CP 
B/O 


Service Code: W 


Projects 
B/O 


Service Code: W 


Using AS 
B/O 


Service Code: W 


License Type 
Y= Charge Type 


Test: 0 


Test: 0 
2750 
Test: 0 


2750 
Test: 0 


2750 


Test: 0 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


tnitial, 
5-297 


Available: 


30xx 9370 4300 
Available: 


30xx 9370 4300 


Available: 


30xx 9370 4300 


Available: 


30xx 9370 4300 
Available: 


PC PC/XT PC/AT 
Available: 


PC PC/XT PC/AT 
Available: 


PC PC/XT PC/AT 
Available: 


PC PC/XT PC/AT 
Available: 


PC PC/XT PC/AT 
Available: 


PC PC/XT PC/AT 


M=Multiple 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


9/13/88 


=Annual, P=Primary 


5758-CSA 


5758-CSB 


5758-CSC 


5758-CSD 


5758-CSE 


5758-CSF 


5758-CSG 


5758-CSH 


5758-CSI 


5758-CSJ 


5758-CSK 


Starter Kit Version 
B/O 29 


Service Code: W 


Single Network Version 
B/O 695 


Service Code: W 


Upgrade to Internetwork Ver. 
B/O 300 


Service Code: W 


Service Code: W 


Microsoft Windows Interface 
B/O 995 


Service Code: W Test: 
OS/2 Version 

B/O 1495 
Service Code: W Test: 


Internetwork to 500 
B/O 1500 


Service Code: W Test: 


500 Users Version 
B/O 2495 


Service Code: W Test: 


Character-based DOS 
B/O 595 


Service Code: W 


MS Windows Additonal User 
B/O 595 


Service Code: W 


Character~-base O0S/2 


Test: 0 
Test: 0 
Test: 0 


Std. Char.-based Interface 
B/O 995 


Test: 0 


Test: 0 


Test: 0 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment 


Acronym: | 


Environment: 


Acronym: 


Environment: 


Acronym: 


PC 


PC 


PC 


PC 


PC 


PC 


PC 


: PC 


PC 


PC 


5-298 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


5/16/89 


5716/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5758-CSL 


5758-CSM 


5758-CSN 


5758-CSO 


5758-CSP 


5758-CS1 


5758-CS2 


5758-CS3 


5758-CS4 


5758-CS5 


(cont'd) 


B/O 595 


Service Code: W Test: 
Postoffice 

B 495 
Service Code: W Test: 
PC Postoffice 

B/O 495 
Service Code: W Test: 
Remote User 

B/ 95 

Service Code: W Test: 
Host Software 

B/O 5000 
Service Code: W Test: 


Lan gata yt aaa tS 
B/O 1000 


Service Code: W Test: 


WIPTRACK (MODEL B10/B20) 
B/O 40000 


Service Code: W Test: 


WIPTRACK (MODEL rae 
B/O 6250 


Service Code: W Test: 


WIPTRACK (MODEL epee 
B/Q 9500 


Service Code: W Test: 


WIPTRACK cHCBEE B50 
B/O 12000 


Service Code: W Test: 


WIPTRACK er B60) 
B/O 145000 


Charges:X/Y where X= License Type 


Y= Charge Type 


0 Environment: PC 
Acronym: 

0 Environment: PC 
Acronym: 

0 Environment: PC 
Acronym: 

0 Environment: PC 
Acronym: 

0 Environment: PC 
Acronym: 

Q Environment: PC 
Acronym: 

0 Environment: AS400 
Acronym: 

¢) Environment: AS400 
Acronym: 

0 Environment: AS400 
Acronym: 

0 Environment: AS400 
Acronym: 


B=Basic, D=DSLO, mF oad M=Multi 
0=One Time, M=Monthly, I ={nitial, 


5-299 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


5716/89 
5/16/89 
5/16/89 
5/16/89 
5/16/89 
8715/89 
8715/89 
8715/89 
8/15/89 


8/15/89 


e 
Ranney P=Primary 


5758-CS6 
(cont d) 


5758-CS6 
5758-CO1 
5758-CO2 
5758-C03 
5758-C04 
5758-C05 
5758-C06 
5758-CO7 
5758-C08 


5758-C09 


CADG+FM er 


Service Code: W Test: 0 


WIPTRACK ee B70) 
B/O 170000 


Test: O 
MVS) 


Service Code: W 


{04000 
Service Code: W 


Facility System (Tierl, MVS) 
B/O 12000 


Test: 0 


Service Code: W Test: 0 
Facility Inv. (Tier1,MVS) 
B/O 36000 
Service Code: W Test: 0 


Facility Beaute (Tierl, MVS) 
B/ 20000 


Service Code: W Test: 0 

Facility Loc. (Tierl, MVS) 
B/O 12000 . 

Service Code: W 


Facility Intel. 
B/O 


Test: 0 
(Tierl, MVS) 
20000 


Test: 0 
Facility Master (Tierl, MVS) 
B/O 20000 


Service Code: W 


Test: 0 


MVS) 
130000 


Service Code: W Test: 0 
Facility System (Tier2, MVS) 
B/O 15000 


Service Code: W 
CADG+FM or 


Service Code: W Test: 0 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


AS400 


AS400 


9370 4331 


9370 4331 


9370 4331 


9370 4331 


9370 4331 


9370 4331 


Available: 


Available: 


4341 4361 


Available: 


4341 4361 


Available: 


4341 4361 


Available: 


4341 4361 


Available: 


4341 4361 


Available: 


4341 4361 


Available: 


Environment: 9370 4331 4341 4361 


Acronym: 


Environment: 4381 30XX 


Acronym: 


Environment: 4381 30XX 


5-300 


Available: 


Available: 


8/15/89 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


5758-C10 


5758-Cl1l 


5758-C12 


§758-C13 


5758-C14 


5758-C15 


5758-C16 


—5758-Cl7 


5758-C18 


Facility Roque (Tierl, VM) : 
B/O 20000 


5758-C19 


Charges:X/Y where a License Type 


Facility Inv. (Tier2,MVS) 
B/O 45000 
Service Code: W Test: 0 


Facility Reqmts (Tier2, MVS) 
f B/3 25000 


Service Code: W Test: 0 


Facility Loc. (Tier2, MVS) 
B/O 15000 
Service Code: W Test: 0 


Facility Intel. (Tier2, MVS) 
B/Q 25000 


Service Code: W Test: 0 


Facility Master (Tier2, MVS) 
B/O 25000 


Service Code: W Test: 0 


CADG+FM (Tierl, VM) 
B/O 104000 
Service Code: W Test: 0 


Facility System (Tierl, VM) 
” ByO 12000” 


Service Code: W 


(Tier1l, VM) 
36000 


Test: 0 


Facility Inv. 
B/O 


Service Code: W Test: 0 


Service Code: W Test: 0 


00 
Test: 0 


Facility Loc. (Tierl, VM) 
B/O 120 


Service Code: W 


Charge Type 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


4381 30XX 


4381 30XX 


4381 30XX 


4381 30XX 


4381 30XX 


9370 4331 


9370 4331 


9370 4331 


9370 4331 


9370 4331 


M=Multiple 
tnitial, 


5-301 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


4341 4361 


Available: 


4341 4361 


Available: 


4341 4361 
Available 


4341 4361 


Available: 


4341 4361 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


=Annual, P=Primary 


5758-C20 


5758-C21 


5758-C22 


5758-C23 


5758-C24 


5758-C25 Facility Sy ge (Tier2, VM) 
B/ 25000 


5758-C26 


5758-C27 


5758-C28 


5758-C30 


5758-C31 


Facility Intel. (Tierl, VM) 
B/O 20000 


Service Code: W Test: 0 


Facility Master (Tierl, VM) 
B/O 20000 


Service Code: W Test: 0 


CADG+FM (Tier2 vu) 
B/O 130000 


Service Code: W Test: 0 


‘Facility System (Tier2, VM) 
ss ByYO 15000 


Service Code: W Test: 0 


Facility Inv. (Tier2, MV) 
B/O 45000 


Service Code: W Test: 0 


Service Code: W Test: 0 


Facility Loc. (Tier2, VM) 
B/O 15000 


Service Code: W Test: 0 


Facility Intel. (Tier2, VM) 
B/O 25000 


Service Code: W Test: 0 


Facility Master (Tier2, VM) 
B/O 25000 


Service Code: W Test: 0 
CADG+EM (RT/PC) 

B/O 7500 
Service Code: W Test: 0 


Space Inventory (RT/PC) 


Acronym: 


Available: 


Environment: 9370 4331 4341 4361 


Acronym: 


Available: 


Environment: 9370 4331 4341 4361 


Acronym: 


Available: 


Environment: 4381 30XX 


Acronym: 


Available: 


Environment: 4381 30XX 


Acronym: 


Available: 


Environment: 4381 30XX 


Acronym: 


Available: 


Environment: 4381 30XX 


Acronym: 


Available: 


Environment: 4381 30XX 


Acronym: 


Available: 


Environment: 4381 30XX 


Acronym: 


Available: 


Environment: 4381 30XX 


Acronym: 


Environment: 


Acronym: 


RT 


5-302 


Available: 


Available: 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


6/27/89 


6/27/89 


B/O 


Service Code: W 


5758-C32 Equipment Inventory (RT/PC) 
yom B/O 3000 / 


Service Code: W 


5758-C33 Lease Inventory (RT/PC) 
B/O 1500 


Service Code: W 
§758-C34 CADG+FM Sey 


/ 


Service Code: W 


5758-C35 Space Inventory (DOS) 
B/O 1999 


Service Code: W 


5758-C36 Equipment Inventory (DOS) 
suai B/O 999 


Service Code: W 


5758-C37 Lease Inventory (DOS) 
B/O 499 


Service Code: 


B/O 


Service Code: 


5758-C39 Inventory Control (MF 500+) 
B/O 40000 


Service Code: 


5758-C40 Inv. Control 
B/O 


Service Code: 


5758-C41 Inv. Control 
B/O 
(cont 'd) 


Charges:X/Y where zs 


(9370 200-499) 
20000 

(9370 500+) 
30000 


License Type 
Charge Type 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: PC 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


5758-C38 Inv. Control (MF 200-499) : 
30000 


Acronym: 


Environment: S/370 


Acronym: 


Environment: S/370 


Acronym: 


Environment: §/370 


Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Available: 6/27/89 


Available: 6/27/89 


Available: 6/27/89 


Available: 6/27/89 


Aveilable: 6/27/89 


Available: 6/27/89 


Available: 12/19/89 


Available: 12/19/89 


Available: 12/19/89 


Available: 12/19/89 


M=Multiple 
=Annual, P=Primary 


5758-C42 




















(cont'd) Service Code: W Test: 0 Environment: S/370 
5758-C42 Out Patient (MF 200-499) Acronym: Available: 12/19/89 
B/O 30000 
Service Code: W Test: 0 Environment: S/370 
5758-C43 Out Patient (MF 500+) Acronym: Available: 12/19/89 
B/O 40000 
Service Code: W Test: 0 Environment: S/370 
5758-C44 Out Patient (9370 200-499) Acronym: Available: 12/19/89 
B/O 20000 
Service Code: W _—iTest: O Environment: §$/370 | 
§758-C45 Out Patient (9370 500+) Acronym: Available: 12/19/89 
B/O 30000 
Service Code: W Test: 0 Environment: 8§/370 
5758-C46 Narcotic Ctrl (MF 200-499) Acronym: Available: 12/19/89 
B/O 3000 
Service Code: W Test: 0 Environment: S/370 
5758-C47 Narcotic Control (MF 500+) Acronym: Available: 12/19/89 
B/O 5000 
Service Code: W Test: 0 Environment: S/370 
5758-C48 Narcotic Ctrl.(9370 200-499) Acronym: Available: 12/19/89 
ane B/O 3000 
Service Code: W Test: 0 Environment: $/370 
5758-C49 Narcotic Control (9370 500+) Acronym: Available: 12/19/89 
B/O 5000 
Service Code: W Test: 0 Environment: 8/370 
5758-C50 Interfaces ae 200-499) Acronym: Available: 12/19/89 
B/O 15000 
Service Code: W Test: 0 Environment: S/370 
5758-C51 Interfaces (MF 500+) Acronym: Available: 12/19/89 
B/O 15000 
Service Code: W Test: 0 Environment: 8/370 





5-304 


5758-C52 


5758-C53 


5758-C54 


5758-C55 


5758-C56 


5758-C57 


5758-C58 


5758-C59 


5758-C60 


5758-C61 


Interfaces (9370 200-499) 
B/O 15000 


Service Code: W Test: 


Interfaces m2ie apOt) 
B/O 15000 


Service Code: W Test: 


TPN (MF 200-499) 
B/O 3000 
Service Code: W Test: 


TPN (MF 500+) 
B/O 5000 
Service Code: W Test: 


TPN (9370, 200-499) 
| B/O 3000 


Service Code: W Test: 


TPN (9370 500+) 
B/O 5000 


Service Code: W Test: 


Drug DB MF 200-499 
“YO 2000 ; 


Service Code: W 
Drug DB * (MF 500+ 
PB RIO 2000 


Test: 


Test: 
* ie 200-499) 
B/O 2000 


Service Code: W 


Drug DB 


Service Code: W Test: 


Drug DB * io 500+) 
B/O 2000 


Service Code: W Test: 


Charges:X/Y where aa License Type 


= Charge Type 


Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


8/370 


8/370 


S/370 


5/370 


$/370 


§/370 


8/370 


5/370 


8/370 


$/370 


M=Multi 
tnitial, 


=305 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


le 
=Annual, P=Primary 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


5758-C62 


5758-C63 


5758-C64 


5758-C65 


5758-DA1 


5758-DA2 


5756-DA3 


5758-DA4 


5758-DA5S 


5758-DA6 


5758-DDA 


Inpatient ‘oO 200-499) 
B/O 125000 - 


Service Code: W Test: 0 


Inpatient OF 500+) 
B/O 150000 


Service Code: W Test: 0 
Inpatient ae 200-499) 
B/O 75000 


Service Code: W Test: 0 


Inpatient ta770 500+) 
B/O 100000 


Service Code: W Test: 0 
PerFORM Designer (5 1/4) 
3/0” 294 


Service Code: W Test: 0 
PerFORM Filler (5 1/4) 
B/O 129 


Service Code: W Test: 0 
PerFORM LAN Pack (5 1/4) 
B/O 599 


Service Code: W Test: 0 


PerFORM Designer (3 1/2) 
. 3/0 294 


Service Code: W Test: 0 


PerFORM Filler (3 1?) 
B/O 12 


Service Code: W Test: 0 
PerFORM LAN Pack (3 1/2) 
B/O 599 


Service Code: W Test: 0 


Connex Foundation Switch 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Available: 12/19/89 


$/370 

Available: 12/19/89 
$/370 

Available: 12/19/89 
$/370 

Available: 12/19/89 
S/370 

Available: 8/02/89 
PC/AT PC/XT 


Available: 8/02/89 


PC/AT PC/XT PS/2 
Available: 8/02/89 


PC/AT PC/XT PS/2 


Available: 8/02/89 


PC/AT PC/XT PS/2 
Available: 8/02/89 


PC/AT PC/XT PS/2 
Available: 8/02/89 


PC/AT PC/XT PS/2 
Available: 12/01/87 


5-306 


5758-DDB 


5758-DEA 


5758-DEB 


5758-DEC 


5758-DED 


5758-DEE 


5758-DEF 


5758-DEG 


5758-DEH 


5758-DEI 


(cont'd) 


Charges: 


B/O 150000 
Service Code: W Test: 0 


Connex Full Switch 
B/Q 185000 


Service Code: W Test: 0 
Accounts Payaene 

B/ 1895 
Service Code: W Test: 0 


Accounts Rec./Inventory 
B/ 1895 


Service Code: W Test: 0 


General hedger w/Bank Recon. 
B/ 1895 


Service Code: W Test: 0 


Equipment Control 
B/O 1895 


Service Code: W Test: 0 


a ata 65 


Service Code: W Test: 0 


1895 
Service Code: W Test: 0 


Job Cost 
B/O 1995 


Service Code: W Test: 0 


Item Ba AOe 
B/ 


Order Entry 
B/O 1895 


Service Code: W Test: 0 


Payroll 
B/O 1995 


Charge Type 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


- Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


X/Y where X= License Type B=Basic, D=DSLO, S=Single 
Y= O=One Time, M=Monthly, mar 


S/370 


8/370 


RT AIX 


RT AIX 


RT AIX 


RT AIX 


RT AIX 


: RT AIX 


RT AIX 


RT AIX 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


M=Multiple 


=tnitial, 
5-307 


12/01/87 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


=Annual, P=Primary 


5758-DEJ 
(cont d) 


5758-DEJ 
eee 
5758-DT2 
5758-DT3 
5758-DT4 
5758-DT5 
sd 


5758-D01 


5758-D02 DataFlex (RT) RTL (unlimitd) 
. B/O 12000 


5758-D03 DataFlex (RT) FDL 





Service 


Purchase Order 
B/O 


Service 
JD/CAPP 


Service 
JD/CAPP 


Service 
JD/CAPP 


Service 
JD/CAPP 


Service 
JD/CAPP 


Service 
JD/CAPP 


Service 


Code: W Test: O | 
1895 
Code: W Test: 0 
(single seat RT) 
B/O 16000 
Code: W Test: 0 
(2-4 seats RT) 
B/O 31000 
Code: W Test: 0 
(5-8 seats RT) 
B/O 51000 
Code: W Test: 0 
(single seat PS/2) 
B/O° 15000 
Code: W Test: 0 


(2-4 seats PS/2) 
B/O 26000 

Code: W Test: 0 
(5-8 seats PS/2) 
B/O 46000 


Code: W Test: 0 


DataFlex (RT) RTL (4 users) 
B/O 750 


Service 


Service 


Service 


Code: W Test: 0 


Code: W Test: 0 


1500 


Code: W Test: 0 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


“Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


| Acronym: 


Environment: 


Acronym: 


Environment: 


RT AIX 


RT AIX 


RT 


RT 


RT 


PS/2 


PS/2 


PS/2 


RT 


RT 


RT 


5-308 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


5/16/89 


2720790 


2/20/90 


2/20/90 


2/20/90 


2/20/90 


2/20/90 


1/23/90 


1/23/90 


1/23/90 


5758-D04 


5758-D05 


5758-D06 


5758-D07 


5758-D08 


5758-D09 


5758-D10 


5758-D11 


5758-D12 


5758-D21 


Charges 


:X/Y where X= License Type 


DataFlex (RT) RTL (incr. 4) 
B/O 600 


Service Code: W Test: 0 
DataFlex (PS/2)RTL (4 users) 
B/O 500 


Service Code: W Test: 0 
DataFlex (PS/2)RTL(unlimitd) 
B/O 6000 


Service Code: W Test: 0 


DataFlex (PS/2) FDL 
B/O 1000 


Service Code: W Test: 0 
DataFlex (PS/2)RTL (incr. 4) 
B/O 400 


Service Code: W Test: 0 
DataFlex (RT) EDL 

B/O 100 
Service Code: W Test: 0 


DataFlex (PS/2) EDL 
B/O 100 


Service Code: W Test: 0 


DataFlex (RT) Upgreccs 
B/O 150 


Service Code: W Test: 0 


DataFlex (PS/2) Upgrades 
B/O. 1400 


Service Code: W Test: 0 
HOST CONNECT (list License) 
B/O 50000 


Service Code: W Test: 0 


Y= Charge Type 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


RT 
PS/2 
PS/2 
PS/2 
PS/2 
RT 
PS/2 
RT 
PS/2 
S/370 


M=Multiple 
tnitial, 


5-309 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


12/19/89 


=Annual, P=Primary 


5758-D22 


5758-D25 


$758-D26 


5758-D27 


5758-D28 


5758-D29 


5758-D30 


5758-D31 


5758-D32 


5758-D33 


5758-EEA 


HOST CONNECT (Add. Licenses) 
B/O 10000 


Service Code: W Test: 0 
Merchandise Control (S/36) 
B/O 25000 


Service Code: W Test: 0 
Accounts Receivable (S/364) 
B/O 3500 


Service Code: W Test: 0 


General 7 a (8/26) 
B/ 3500 


Service Code: W Test: 0 
Sales Audit ($738) 

B/O 2500 
Service Code: W Test: 0 


Dist. Center Mgmt. (S/36 
B/O 55000 (Po) 


Service Code: W Test: 0 
Automated Dist. (S/36) 
B/O 5000 


Service Code: W Test: 0 
Replen./Purchase Mgmt. (8/36 
: / B/O 5080 se 


Service Code: W Test: 0 
Barcode Ticket Prting. (S/36) 
B/O 3000 
Service Code: W Test: 0 


P.0O.S. Data Reform. (S/36) 
B/O 5000 


Service Code: W Test: 0 


Precise 


Acronym: 


Environment: 8/370 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


- Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


$/36 


$/36 


$/36 


$/36 


§/36 


S/36 


8/36 


8/36 


S/36 


5-310 


Available: 12/19/89 


Available: 1/09/90 


Available: 1/09/90 


Available: 1/09/90 


Available: 1/09/90 


Available: 1/09/90 


Available: 1/09/90 


Available: 1/09/90 


Available: 1/09/90 


Available: 1/09/90 


Available: 5/31/88 


B/O 45000 


Service Code: W Test: 0 Environment: 370VM 
5758-EEB Precise (RT/PC MODEL 125) Acronym: Available: 3/07/89 
B/O 12500 
Service Code: W Test: 0 Environment: RT 
5758-EEC Precise (RT/PC MODEL 135) Acronym: Available: 3/07/89 
B/O 15000 
Service Code: W Test: 0 Environment: RT 
5758-EIA Touchstone (3.5") Acronym: Available: 6/07/88 
B/O 900 
Service Code: W Test: 0 Environment: PC/AT PS2 
5758-EIB Touchstone (5.25) Acronym: Available: 6/07/88 
B/O 9900 
Service Code: W Test: 0 Environment: PC/AT PS/2 
5758-ERA pcARC/INFO Starter Kit Acronym: Available: 8/02/88 
B/O 2500 
Service Code: W Test: 0 Environment: PS/2 
5758-ERB PC GridConversion Acronym: ian Available: 8/02/88 
B/O 1000 
Service Code: W Test: 0 Environment: PS/2 
5758-ERC PC Overlay Acronym: Available: 8/02/88 
/0 2000 
Service Code: W Test: 0 Environment: PS/2 
5758-ERD PC ARCPLOT Acronym: Available: 8/02/88 
B/O 1000 
Service Code: W Test: 0 Environment: PS/2 
5758-ERE PC ARCEDIT Acronym: Available: 8/02/88 
B/O 1000 
Service Code: W Test: 0 Environment: PS/2 
5758-ERF PC Network Acronym: Available: 8/02/88 
B/O 2000 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


5-311 


5758-ERG 

















(cont'd) Service Code: W Test: 0 Environment: PS/2 
5758-ERG PC INFO Acronym: ~ Available: 8/02/88 
B/O 1200 
Service Code: W Test: 0 Environment: PS/2 
5758-ESE aaa leas Ve ieG0 Acronym: Available: 1/31/89 
Service Code: W Test: 0 Environment: S/36 
5758-ESF Cee OG ieee Acronym: Available: 1/31/89 
Service Code: W Test: 0 Environment: S/36 
5758-ESG SIMS/21 Registration (S/36) Acronym: = Available: 1/31/89 
B70 4000 
Service Code: W Test: 0 Environment: S/36 
5758-ESH “SIMS/21 Attendance(S/36) Acronym: Available: 1/31/89 
B/O 2000 
Service Code: W Test: 0 Environment: S/36 
5756-ES1 SIMS/21 Schedul ing(s/36) Acronym: Available: 1/31/89 
Service Code: W Test: 0 Environment: S/36 
5758-ESJ SIMS/21 “Bor es Acronym: Available: 1/31/89 
Service Code: W Test: 0 Environment: S/36 
5758-ESK SIMS/21 FTE Reporting (S/36) Acronym: Available: 1/31/89 
B/O 2500 
Service Code: W Test: 0 Environment: S/36 
5758-ESL seal eaae 7 ins Acronym: Available: 1/31/89 
Service Code: W Test: 0 Environment: AS400 
5758-ESM UBAS eae 1 keo0 Acronym: Available: 1/31/89 
Service Code: W Test: 0 Environment: AS400 


5-312 


5758-ESN SIMS/21 RRO. 2000 AS/400 Acronym: Available: 1/31/89 





Service Code: W Test: 0 Environment: AS400 ; 

5758-ESO SIMS/21 ATTENDANCE AS400 Acronym: Available: 1/31/89 | 

B/O 3500 

Service Code: W Test: 0 Environment: AS400 : 

5758-ESP SIM/21 SCHEDULING AS400 Acronym: Available: 1/31/89 | 

B/O 3500 

Service Code: W Test: 0 Environment: AS400 : 

5758-ESQ SIMS/21 GRADE REPORTING Acronym: Available: 1/31/89 

B/O 2500 

Service Code: W Test: 0 Environment: AS400 

5758-ESR SIMS/21 FTE REPORTING AS400 . Acronym: Available: 1/31/89 

B/O 2500 

Service Code: W Test: 0 Environment: AS400 

5756-ESS SEMS (PC) Acronym: Available: 1/31/89 

B/O 4000 a 

Service Code: W Test: 0 Environment: PC 

5758-EST UBAS (PC) Acronym: Available: 1/31/89 : 

B/O 4000 : 

Service Code: W Test: 0 Environment: PC ; 

5758-ESU SIMS/21 REGISTRATION -PC Acronym: Available: 1/31/89 ; 
B/O 2000 

Service Code: W Test: 0 Environment: PC 

5758-ESV SIMS/21 ATTENDANCE-PC Acronym: Available: 1/31/89 t 

B/O 3500 : 

Service Code: W Test: 0 Environment: PC : 

5758-ESW SIMS/21 SCHEDULING - PC Acronym: Available: 1/31/89 

B/O 3500 

Service Code: W Test: 0 Environment: PC 


Charges:X/Y where X= License. Type B=Basic, D=DSLO, S=Single, M=Multiple i 
Y= Charge Type O0=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


a=313 


5758-ESX SIMS/21 Sy cca - PC 7 Acronym: Available: 1/31/89 


Service Code: W Test: 0 Environment: PC 

















5758-ESY SIMS/21 FTE REPORTING PC Acronym: Available: 1/31/89 
-B/O 2500 
Service Code: W Test: 0 Environment: PC 
5758-ETA Client Accounting (8.0) . Acronym: Available: 8/16/88 
B/O 500 
Service Code: W Test: 0 Environment: 5360 5362 8/36 
5758-ETB Client pecounbens (5.25) Acronym: Available: 8/16/88 
. B/O 500 
Service Code: W Test: 0 Environment: 5363 5364 S/36 
5758-ETC Practice Management (8.0) Acronym: | Available: 8/16/88 
B/O 6500 
Service Code: W Test: 0 Environment: 5360 5362 S/36 
5758-ETD Practice Management (5.25) Acronym: _ Available: 8/16/88 
B/O 3500 
Service Code: W Test: 0 Environment: 5363 5364 S/36 
5758-ETE Small Business Account/AS400 Acronym: Available: 2/07/89 
B/O 6500 
Service Code: W Test: 0 Environment: AS400 
5758-ETF Small Business Account/AS400 Acronym: Available: 2/07/89 
B/O 7700 
: Service Code: W Test: 0 Environment: AS400 
5758-ETG Small Business Account /AS400 Acronym: Available: 2/07/89 
B/O 8900 
Service Code: W Test: 0 Environment: AS400 
5758-ETH Small Business Account/AS400 Acronym: Available: 2/07/89 
B/O 10400 
Service Code: W Test: 0 Environment: AS400 
5756-ET1l Time & Expense AS/400 Acronym: Available: 2/07/89 


5-314 


5758-ETJ 


5758-ETK 


5758-ETL 


5758-EVA 


5758-EVB 


5758-EVC 


5758-EVD 


5758-EVE 


5758-EVF 


5758-EVG 


(cont'd) 


PROFS Interface 
B/O 


B/O 4500 
Service Code: W 
Time & paponee AS/400 
/O 5300 
Service Code: W 
Time & bapense gr 
/0 6500 
Service Code: W 


Time & one AS/400 


Service Code: W 


Sales Information eyneen 
B/O 3000 
Service Code: W 


5000 
Service Code: W 


Management Reports 
B/O = 10000 


Service Code: W 


SaleMate System Software 
B/O 1150 


Service Code: W 


Sales Desk 
B/O 280 


Service Code: W 


Sales Mail 
B/O 380 


Service Code: W 


Sales File 
B/O 580 


Charges:X/Y where X= License Type 


Y= Charge Type 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

B=Basic, D=DSLO, S=Single 


=One Time, M=Monthly, I= 


iba 
AS400 
AS400 
AS400 
9370 
9370 
9370 
PC 

PC 


PC 


M=Multi 
tnitial, 


5-315 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


2/07/89 


2/07/89 


2/07/89 


3/22/88 


4/05/88 


3/22/88 


3/22/88 


3/22/88 


3/22/88 


3/22/88 


tar 
=Annual, P=Primary 


5758-EVH 
(cont d) 


5758-EVH 
5758-EVI 
5758-EVK 
5758-EVL 
5758-E01 
5758-E02 
5758-E03 
—5758-E04 
5758-E05 


5758-E06 


Service Code: W 


Sales Peau 


Service Code: W 


Sales Inquire 
~~ B/O 


Service Code: W 
Sales Aid 
B/O 


Service Code: W 


Sales Forms 
B/O 


Service Code: W 


SEMS -PS/2 
B/O 


Service Code: W 
UBAS (PS/2) 
: ‘0 


Service Code: W 


B/O- 


Service Code: W 


Test: 0 


300 
Test: 0 


380 
Test: 0 


480 
Test: 0 


150 
Test: 0 


4000 
Test: 0 


4000 
Test: 0 


‘SIMS/21 REGISTRATION -PS/2 
2000 


Test: 0 


SIMS/21 Cae ce -PS/2 


B/O 


Service Code: W 


3500 
Test: 0 


SIMS/21 SCHEDULING -PS/2 


B/O 


Service Code: W 


SIMS/21 GRADE REP 


B/O 


Service Code: W 


3500 
Test: 0 


. °PS/2 
2500 


Test: 0 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


PC 


PC 


PC 


PC 


PC 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


5-316 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


3/22/88 


3/22/88 


3/22/88 


3/22/88 


1/31/89 


1/31/89 


1/31/89 


1/31/89 


1/31/89 


1/31/89 


5758-E07 


5758-E08 


5758-E09 


Client Data System LAN 
B/O 


5758-E10 


5758-E11 


5758-Ell Client Data System 0S/2 Acronym: = | Available: 10/03/89 2...... °°” © 
B/O 1099 


27S B-Eie 
5758-E13 
5758-E14 
5758-E15 


5758-E16 


Service Code: W 


Charges:X/Y where X= 


‘Service Code: W 


SIMS/21 FTE REPORTING -PS/2 
B/O 2500 


Test: 0 


Client Data System 
B/O 699 


Service Code: W Test: 0 


1099 
Service Code: W Test: 0 
Add. LAN Client Data WS 
B/O 125 


Service Code: W Test: 0 


Service Code: W Test: 0 
Client Data System O0S/2 LAN 
B/O 1499 


Service Code: W Test: 0 
Additional OS/2 LAN C.D. WS 
B/O 200 


Service Code: W Test: 0 


Telemarketing Module 
B/O 199 
Service Code: W Test: 0 


New Business Tracking Module 
B/O 349 


Service Code: W Test: 0 


Investments Module 
B/O 199 


Test: 0 


Y= Charge Type - 


License Type B=Basic 
O=One T 


im 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


D=DSLO, S=Single 
e, M=Monthly, 


SrEtn 
5-317 


Available: 1/31/89 


PS/2 


Available: 10/03/89 


PC PS/2 LAN 


Available: 10/03/89 


PC PS/2 LAN 


Available: 10/03/89 


PC PS/2 LAN 


Available: 10/03/89 


PC PS/2 LAN 


Available: 10/03/89 


PC PS/2 LAN 
Available: 10/03/89 


PC PS/2 LAN 
Available: 10/03/89 


PC PS/2 LAN 
Available: 10/03/89 


PC PS/2 LAN 
Available: 10/03/89 


PC PS/2 LAN 


M=Multiple 
itial, A=Annual, P=Primary 


5758-E17 Telemarketing Module LAN 
| te B/O 9 


Service Code: 





398 
W 


Test: 0 


5758-E18 New Bus. Tracking Mod. LAN 
a B/O 349 


Service Code: 





W 


Test: 0 


5758-E19 Investments Module LAN 
B/O 398 





Acronym: 


Available: 10/03/89 


Environment: PC PS/2 LAN 
Available: 10/03/89 


Acronym: 


Environment: PC PS/2 LAN 
Available: 10/03/89 


Acronym: 


Service Code: W Test: 0 Environment: PC PS/2 LAN 
5758-FT1 Automotive Release Acronym: | Available: 10/24/89 
B/O 24000 
Service Code: W Test: 0 Environment: S/36 
5758-GMA ERSP Acronym: Available: 5/17/88 
B/O 8000 
Service Code: W Test: 0 Environment: S$/36 
5758-GMB CAD Interface Acronym: Available: 5/17/88 
B/O 750 
Service Code: W Test: 0 Environment: S/36 
5758-GRA  HILO-434X | Acronym: Available: 6/07/88 
B/O 103500 . 
Service Code: W Test: 0 Environment: RT 370VM 
5758-GRB  HILO-438X Acronym: Available: 6/07/88 
: B/O 133000 
Service Code: W Test: 0 Environment: RT 370VM 
5758-GRC HILO-30xx Acronym: | Available: 6/07/88 
B/O 184000 
Service Code: W Test: 0 Environment: RT 370VM 
5758-GRD HILO-RT Acronym: Available: 6/07/88 
B/O 23000 
Service Code: W Test: 0 Environment: RT 
5758-GRE HISIM Acronym: Available: 5/02/89 


5-318 


5758-GRF 


5758-GRG 


5758-GRI 


5758-GRJ 


Service Code: W : : 


Available: 


5758-GRK 


5758-GRL 


5758-GRM 


5758-GRN 


5758-G01 


(cont'd) 


Charges :X/Y where oe 


B/O 
Service Code: W 


HIFAULT 
B/O 


Service Code: W 


HITIME 
~  -B/O 


Service Code: W 


HITEST 
B/O 


Service Code: W 


HILIB 
B/O 


Service Code: W 


HISIM 
B/O 


HIFAULT 
B/O 


Service Code: W 


HITIME 
B/O 


Service Code: W 


HITEST 
B/O 


Service Code: W 


HILIB 
B/O 


Service Code: W 


Cha 


8000 


Test: 


6000 


Test: 


6000 


Test: 
5758-GRH : 


18000 


Test: 


5000 


Test: 


14500 
Test 


10800 


Test: 


10800 


Test: 


32500 


Test: 


5000 


Test: 
GOLDMEDAL ii : 
B/O 


1495 


License Type 


rge Type 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment 


Acronyn: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


RT 


RT 


RT 


RT 


RT 


RT 


RT 


RT 


RT 


RT 


M=Multiple 
{nitial, 


5-319 


Available: 


Available: 


Available 


Available: 


Available: 


Available: 


Available: 


Available: 


Available 


5/02/89 


5/02/89 


5/02/89 


5/02/89 


5/02/89 


5/02/89 


5/02/89 


5/02/89 


5/02/89 


1/23/90 


=Annual, P=Primary 


5758-G02 


(cont'd) Service Code: W 
5758-G02 GOLDMEDAL 3 8) 
B/O 


Service Code: W 
5758-G03 Se erage 


Service Code: W 
5758-G04  GOLDMEDAL ii7-32) 
B/O 11 


Service Code: W 
5758-G05 GOLDMEDAL ‘oe 
B/O 1 


Service Code: W 
5758-G06 GOLDMEDAL ae 
B/O 22400 


Service Code: W 
5758-G07 GOLDMEDAL 1c 
B/O 32640 


Service Code: W 


5758-HIA ONSPEC 
B/O 


Service Code: W 


5758-HIB ONSPEC SQC/SPC 
B/O 


Service Code: W 
5758-HIC ONSPEC Control OD aon 
B/O . 990 


Service Code: W 


5758-HID ONSPEC 9 a 


Service Code: W 





Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: 0S/2 
Acronym: 


Environment: 0OS/2 


Acronym: 


Environment: OS/2 


Acronym: 


Environment: O0S/2 


5-320 


Available: 1/23/90 


Available: 1/23/90 


Available: 1/23/90 


Available: 1/23/90 


Available: 1/23/90 


Available: 1/23/90 


Available: 10/03/89 


Available: 10/03/89 


Available: 10/03/89 


Available: 10/03/89 


5758-HIE 


5758-HIF 


5758-HIG 


5758-HIH 


5758-HII 


5758-HIJ 


5758-HIK 


5758-HIL 


5758-HIM 


5758-HIN 


Charges:X/Y where . 


ONSPEC Control Blocks 
B/O 765 


Service Code: W Test: 0 
ONSPEC Self Tuner 

B/O 1950 
Service Code: W 


Test: 0 
ONSPEC Control Logic 
B/O 1945 


Service Code: W Test: 0 


ONSPEC Modelling Kit 
B/O 1027 


Service Code: W Test: 0 
ONSPEC Batch Tool Kit 
B/O 25 


95 
Service Code: W Test: 0 
OnNet 
B/O 2600 
Service Code: W Test: 0 


500 
Service Code: W Test: 0 
ONSPEC Host eaheu ey Datalink 
B/O 1800 


ONSPEC Shadow Datalink 
B/O 1 


Service Code: W Test: 0 
ONSPEC World Interface 
B/O 645 


Service Code: W 
ONSPEC | Pak 
B/O 600 


Test: 0 


Service Code: W Test: 0 


= Charge Type 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment 


Acronym: 


Environment 


Acronym: 


Environment 


Acronym: 


Environment 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


08/2 


0S/2 


0S/2 


0S/2 


0S/2 


08/2 


: OS/2 


: OS/2 


: OS/2 


: OS/2 


M=Multi 


Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 


Available: 


10/03/89 


10/03/89 


10/03/89 


10/03/89 


10/03/89 


10/03/89 


10/03/89 


10/03/89 


10/03/89 


10/03/89 


le 
tnitial, AeAnUAl, P=Primary 


5-321 


5758-HIO ONSPEC BQ ase Acronym: Available: 10/03/89 

















Service Code: W Test: 0 Environment: OS/2 
5758-HIP ONSPEC SQC/SPC Standalone Acronym: Available: 10/03/89 
B/O 5325 ; 
Service Code: W Test: 0 Environment: OS/2 
5758-HOA CMAS/PLUS — Acronym: Available: 6/23/87 
B/O 2250 
Service Code: W Test: 0 Environment: S/36 
5758-IAA FACTORYnet I/S Acronym: Available: 11/01/88 
B/O 2600 
Service Code: W Test: 0 Environment: PC 
5758-IAB STATnet System Manager Acronym: Available: 11/01/88 
/O 775 
Service Code: W ~~ Test: 0 Environment: PC 
5758-IAC Information/Instruction Acronym: Available: 11/01/88 
B/O 1500 
Service Code: W Test: 0 Environment: PC 
5758-IAD Report Writer | Acronym: Available: 11/01/88 
B/O 2000 
Service Code: W Test: 0 Environment: PC 
5758-IAE Gage Management Acronym: Available: 11/01/88 
ak B/0 500 
Service Code: W Test: 0 Environment: PC 
5758-1AF Design of Experiments Acronym: Avatlable: 11/01/88 
B/O 750 : 
Service Code: W Test: 0 Environment: PC 
5758-IAG Interface Module 1 Acronym: Available: 11/01/88 
B/O 400 
Service Code: W . Test: 0 Environment: PC 


5758-IAH Interface Module 2 Acronym: Available: 11/01/88 


5-322 


5758-1Al 
5758-1AJ 
5758-1AK 
5758-1AL 
5758-1AM 
5756-1Al 
5758-142 
5758-1A3 
5758-1A4 


5758-TA5 


(cont 'd) 


B/O 400 
Service Code: W 


Customizing Interfacing 
B70 500 


Service Code: W 


Charting and Data Entry 
B/O 750 


Service Code: W 


History Analysis 
B/O 500 


Service Code: W 
Pareto ay ae 

B/ 500 
Service Code: W 


Systems Monitoring 
B/O 00 


Service Code: W 


FN 1-2 
B/O 2000 


Service Code: W 


FN 3-4 
B/O 3500 


Service Code: W 


FN 5-8 
B/O 6000 


Service Code: W 


FN 9-20 
B/O 9000 


Service Code: W 


FN 21-32 . 
B/O 15000 


Charges:X/Y where X= License Type 


Y= Charge Type 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

9) Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


PC 


PC 


PC 


PC 


PC 


PC 


PC 


PC 


PC 


PC 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


M=Multiple 


tnitial, 
5-323 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


=Annual, P=Primary 


5758-TA6 
(cont'd) Service Code: W Test: 0 Environment: PC 

















5758-IA6 FN 33-63 . . Acronym: | Available: 11/01/88 
B/O 21000 
Service Code: W Test: 0 Environment: PC 
5758-IA7 FN 64+ Acronym: Available: 11/01/88 
B/O 30000 
Service Code: W Test: 0 Environment: PC 
SSS Sy a ae Oy er 2-1 2 | 1 ne, ne ero ee ee near 2 yar Yo | ed 
5758-IIP SKILLPAC (5.25°) Acronym: Available: 8/16/88 
B/O 5000 
Service Code: W Test: 0 Environment: INFO VIDEO 
———— nn cn” TO” U-0 9-7 ee 
§758-II SKILLPAC (3.5 Acronym: Available: 8/16/88 
oe "AC 36° > s000 ies vrs 
Service Code: W Test: 0 Environment: INFO VIDEO 
5758-IOA CONNECTPAC (93XX 43XX $7370) Acronym: Available: 5/26/89 
B/O 8000 
Service Code: W Test: 0 Environment: 4381 3080 30XX PS/2 
5758-I0B CONNECTPAC (9370,4331,4361) Acronym: Available: 5/26/89 
B/O 6000 a 
Service Code: W Test: 0 Environment: 9370 4331 4361 PS/2 
5758-ISA CentralStation Acronym: Available: 5/23/89 
B/O 25000 
Service Code: W Test: 0 Environment: RT 
5758-ISB Jukebox Support . Acronym: Available: 5/23/89 
BvD 10000 a aa 
Service Code: W Test: 0 Environment: RT 
5758-1SC Mainframe Comm. Support Acronym: Available: 5/23/89 
B/O 50 
Service Code: W Test: 0 Environment: RT 
§758-ISD TaskStation Acronym: Available: 5/23/89 
B/O 1500 
Service Code: W Test: 0 Environment: RT 





5-324 


5758-1SE 
5758-1SF 
| 5758c186 
5758-1SH 
5758-181 
5758-101 
5758-102 
5758-103 
5758-105 


5758-109 


Charges 


ScanStation Acronym: 
B/O 12500 

Service Code: W Test: 0 Environment: 

Barcode Recognition Software Acronym: 
B/O 11000 

Service Code: W Test: 0 Environment: 

OCRStation Acronym: 
B/O 12500 

Service Code: W Test: 0 Environment: 

DeviceStation Acronym: 
B/O 1500 

Service Code: W Test: 0 Environment: 

DeliveryStation Acronym: 

ss B/O 10000 es 

Service Code: W Test: 0 Environment: 

EASEL (RUNTIME SOFTWARE) Acronym: 
B/O 350 

Service Code: W Test: 0 Environment: 

EASEL (Development Software) Acronym: 
B/O , 7500 . 

Service Code: W Test: 0 Environment: 

EASEL (Communication Module) Acronym: 
B/O 2500 

Service Code: W Test: 0 Environment: 

Customizer Acronym: 
B/O 12500 

Service Code: W Test: 0 Environment: 

IMSL Lib. (PS/2 80286) Com. Acronym: 
Bip / 1500 ) sa 

Service Code: W Test: 0 Environment: 


:X/Y where X= License Type B=Basic, D=DSLO, S=Single 


Charge Type 


O=One Time, M=Monthly, I= 


RT 

RT 

RT 

RT 

RT 

PC/AT PS2 
PC/AT PS2 
PC 

PC PS/2 
$/370 3090 


M=Multiple 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


PS/2 


5/23/89 


5/23/89 


5/23/89 


5/23/89 


5/23/89 


5/16/89 


5716/89 


8/15/89 


9/19/89 


2/20/90 


tnitial, =Annual, P=Primary 


5-325 


Med ss Se legates hah “ateee te wae in Ste 


5758-110 IMSL Lab. 5 (P8/2 80386) Com. - Acronym: Available: 2/20/90 
B/O 5300 

















Service Code: W Test: 0 Environment: S/370 3090 PS/2 
§758-I11 IMSL Lib. ‘oo & 937X) Com. Acronym: Available: 2/20/90 
B/O 17900 © 
Service Code: W Test: 0 Environment: S/370 3090 
5758-112 IMSL Lib. tor 3s00 Com. Acronym: Available: 2/20/90 
B/O 23300 — 
Service Code: W Test: 0 Environment: S/370 3090 
5758-113 MATH/PROTRAN (43XX&937X)Com. Acronym: Available: 2/20/90 
-B/O 5350 
Service Code: W Test: 0 Environment: $/370 3090 
5758-114 MATH/PROTRAN 30) Com. Acronym: Available: 2/20/90 
B/O 6700 
Service Code: W Test: 0 Environment: S/370 3090 
§758-I115 STAT/PROTRAN (43XX&937X)Com. Acronym: Available: 2/20/90 
_  B/O 5350 
Service Code: W Test: 0 Environment: S/370 3090 
5758-116 STAT/PROTRAN Om) Com. Acronym: Available: 2/20/90 
B/O 6700 
Service Code: W Test: 0 Environment: 8/370 3090 
5758-117 IDF (43XX & 22) Com. Acronym: Available: 2/20/90 
; B/O 150 
Service Code: W Test: 0 Environment: 8/370 3090 
5758-118 IDF (30XX & 3090 ee Com. “Acronym: Available: 2/20/90 
B/O 315 
Service Code: W Test: 0 Environment: 8/370 3090 
5758-119 BRTATCES(e aves) Com. Acronym: Available: 2/20/90 
/0 1200 
Service Code: W Test: 0 Environment: S/370 3090 PS/2 
5758-120 E&IAT (PS/2 80386) Com. Acronym: Available: 2/20/90 


5-326 


5758-121 


5758-122 


5758-123 


5758-124 


5758-125 


5758-126 


5758-127 


5758-128 


5758-129 


5758-130 


(cont 'd) 


Charges:X/Y where X= 


B/O 1200 

Test: 0 

E&IAT (43XX & oer Com. 
B/O 3000 


Service Code: W 


Service Code: W Test: 0 
E&IAT (30XX & 3090 VF) Com. 
B/O 3000 


Service Code: W Test: 0 


LP/PROTRAN (43XX & 937X)Com. 
B/O 10800 


Service Code: W Test: 0 


LP/PROTRAN (30XX) Com. 
B/O 16500 


Service Code: W Test: 0 


10800 


SEER a 1oR0e Com. 


Service Code: W Test: 0 
ae, a eae 
Service Code: W Test: 0 


IMSL Lib. hor 80286) Aca. 
B/O 1050 


Service Code: W Test: 0 
IMSL Lib. tEs/2 80386) Aca. 
B/O 2900 


Service Code: W Test: 0 


IMSL Lib. (43XX & 937X) Aca. 
B/O 9300 


Service Code: W Test: 0 


IMSL Lib. $a 3000 Aca. 
B/O 12000 


Y= Charge Type 


Environment: S/370 3090 PS/2 


Acronym: 


Available: 


Environment: $/370 3090 


Acronym: 


Available: 


Environment: S/370 3090 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


License Type B=Basic, D=DSLO, aoe nee 
O=One Time, M=Monthly, I 


$/370 
$/370 
S/370 
S/370 
$/370 
S/370 


S/370 


Available: 


3090 


Available: 


3090 


Available: 


3090 


Available: 


3090 


Available: 


3090 PS/2 


Available: 


3090 PS/2 


Available: 


3090 


Available: 


M=Multiple 
=Annual, P=Primary 


={nitial, 
§-327 


2/20/90 


2/20/90 


2/20/90 


2/20/90 


2/20/90 


2/20/90 


2/20/90 


2/20/90 


2/20/90 


2/20/90 


5758-}31 
































(cont'd) Service Code: W Test: 0 Environment: S/370 3090 
§758-131 MATH/PROTRAN (43XX&937X)Aca. Acronym: Available: 2/20/90 
B/O 2875 
Service Code: W Test: 0 Environment: S/370 3090 
5758-132 MATH/PROTRAN (30XX) Aca. Acronym: Available: 2/20/90 
B/O 3550 
Service Code: W Test: 0 Environment: 8/370 3090 
5758-133 STAT/PROTRAN (43XX&937X)Aca. Acronym: Available: 2/20/90 
B/O 2875 
Service Code: W Test: 0 Environment: §/370 3090 
5758-134 STAT/PROTRAN cee? Aca. Acronym: Available: 2/20/90 
- B/O 3550 
Service Code: W Test: 0 Environment: S/370 3090 
5758-135 IDF (43XX § 937%) Aca. Acronym: Available: 2/20/90 
B/O 050 
Service Code: W Test: 0 Environment: S/370 3090 
5758-136 IDF (30XX & 3090 VE} Aca. Acronym: Available: 2/20/90 
B/O 205 
Service Code: W Test: 0 Environment: S/370 3090 
5758-137 E&IAT te A B02ee) Aca. Acronym: Available: 2/20/90 
/0 50 
Service Code: W Test: 0 Environment: S/370 3090 PS/2 
§758-I138 E&IAT Sd & eeete. Aca. Acronym: Available: 2/20/90 
/0 50 
Service Code: W Test: 0 Environment: S/370 3090 PS/2 
5758-139 E&IAT (43XX & sere Aca. Acronym: Available: 2/20/90 
B/O 1650 
Service Code: W Test: 0 Environment: S/370 3090 
5758-140 E&IAT (30XX & 3090 VF) Aca. Acronym: Available: 2/20/90 
B/O 1650 
Service Code: W Test: 0 Environment: S/370 3090 





5-328 


5758-I41 


5758-142 


5758-143 


5758-144 


5758-145 


5758-146 


5758-147 


5758-148 


5758-149 


5758-150 


LP/PROTRAN (43XX & 937X)Aca. 
B/O 6295 


Test: 0 
LP /PROTRAN (30XX) Aca. 
B/O 540 


Service Code: W 


Service Code: W Test: 0 


PDE/PROTRAN (43XX&937X) Aca. 
B/O 6295 


Service Code: W Test: 0 
PDE/PROTRAN S30) Aca. 
B/O 9540 


Service Code: W Test: 0 
INFORMIX-4GL (RT) DL 
B/O 100 


Service Code: W Test: 0 
INFORMIX-4GL RDS (RT) DL 
B/O 4100 


Service Code: W Test: 0 
INFORMIX-4GL ID (RT) DL 
B/O 270 


Service Code: W Test: 0 
mer aa (RT) DL 
B/O 200 


Service Code: W Test: 0 
INFORMIX-ESQL/C (RT) DL 
B/O re 


Service Code: W Test: 0 
INFORMIX-TURBO (RT) DL 
B/O 1650 


Service Code: W Test: 0 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Charges :X/Y where 2 License Type B=Basic, D=DSLO, S=Single 


Charge Type 


O=One Time, M=Monthly, I= 


5-329 


Available: 
$/370 3090 
Available: 
$/370 3090 
Available: 
$/370 3090 
Available: 
$/370 3090 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
M=Multiple 
tnitial, 


2/20/90 


2/20/90 


2/20/90 


2/20/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


=Annual, P=Primary 


5758-I51 echt! RT) DL Acronym: Available: 1/23/90 


100 
Service Code: W Test: 0 Environment: RT AIX 
5758-152 C-1SAM (RT) DL Acronym: Available: 1/23/90 
B/O 630 
Service Code: W Test: 0 Environment: RT AIX 
$758-153 INFORMIX-4GL eT) Ete Acronym: Available: 1/23/90 
B/O 050 : 
Service Code: W Test: 0. Environment: RT AIX 
5758-154 INFORMIX-4GL RDS (RT) RTL Acronym: Available: 1/23/90 
B/O 2050 
Service Code: W Test: 0 Environment: RT AIX 
5758-155 TNEGENEX 507 (RT) RTL Acronym: Available: 1/23/90 
| B/O 1100 
Service Code: W Test: 0 Environment: RT AIX 
5758-156 iG. (RT) RTL ~ Acronym: Available: 1/23/90 
Service Code: W Test: 0 Environment: RT AIX 
5758-157 INFORMIX-4GL (PS/2) DL Acronym: Available: 1/23/90 
| B/O 2495 
Service Code: W Test: 0 Environment: PS/2 AIX 
5758-158 INFORMIX-4GL RDS (PS/2) DL Acronym: Available: 1/23/90 
B/O 2495 
Service Code: W Test: 0 Environment: PS/2 AIX 
§758-159 INFORMIX-4GL ID (PS/2) DL Acronym: Available: 1/23/90 
. B/O 1650 
Service Code: W Test: 0 . Environment: PS/2 AIX 
5758-160 INFORMIX-SQL (PS/2) DL Acronym: Available: 1/23/90 
7 BO 4395 = tee 
Service Code: W Test: 0 Environment: PS/2 AIX 


5758-161 INFORMIX-ESQL/C (PS/2) DL Acronym: Available: 1/23/90 


5-330 


5758-162 


5758-163 


5758-164 


5758-167 


5758-168 


5758-169 


5758-170 


5758-J13 


5758-J14 


§758-J15 
(cont'd) 


Charges 


B/O 1095 
Service Code: W Test: 0 Environment: 
INFORMIX-TURBO (PS/2) DL Acronym: 
B/O 1095 a 
Service Code: W Test: 0 Environment: 
INFORMIX-NET (PS/2) DL Acronym: 
B/O 2ho a 
Service Code: W Test: 0 Environment: 
C-ISAM (PS/2) DL Acronym: 
3/6 375 nk 
Service Code: W Test: 0 Environment: 
INFORMIX-4GL CPS) 2) RTL Acronym: 
B/O 1250 
Service Code: W Test: 0 Environment: 
INFORMIX-4GL RDS (PS/2) RTL Acronym: 
B/O 1250 
Service Code: W Test: 0 Environment: 
INFORMIX-SOL (PS/2) RTL Acronym: 
BO C /23. an 
Service Code: W Test: 0 Environment: 
INFORMIX-ESQL/C (PS/2) RTL Acronym: 
B/O / ERs ) oe 
Service Code: W Test: 0 Environment: 
JDE Inventor t. (Mod 35) Acronym: 
3/0”  F E500 i 
Service Code: W Test: 0 Environment: 
JDE Purchasing (Mod 35 Acronym: 
B/O . 8400 ) a 
Service Code: W Test: 0 Environment: 
JDE Sales Order Pro. (Mod 35) Acronym: 
B/O 16800 
:X/Y where X= License Type B=Basic, D=DSLO, S=Single 


Y= Charge Type 


O=One Time, M=Monthly, I= 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


AS400 


AS400 


AIX 
Available: 


AIX 
Available: 


AIX . 
“Available: 


AIX 
Available: 


AIX 
Available: 


AIX 
Available: 


AIX 
Available: 


AIX 
Available: 


Available: 


Available: 


M=Multiple 
=Annual, P=Primary 


tnitial, 
5-331 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/30 


1/23/90 


2/13/90 


2/13/90 


2/13/90 


5758-316 




















(cont'd) Service Code: W Test: 0 Environment: AS400 
5758-J16 JDE Sales Analysis (Mod 35) Acronym: Available: 2/13/90 
B/O 3000 
Service Code: W Test: 0 Environment: AS400 
§758-J17 JDE Payroll (Mod 35 Acronym: Available: 2/13/90 
B/O 2100 
Service Code: W Test: 0 Environment: AS400 
5758-J16 JDE Address Book {tee 35) Acronym: Available: 2/13/90 
B/O 2700 
Service Code: W Test: 0 Environment: AS400 
5758-319 JDE Electronic Mail (Mod 35) Acronym: Available: 2/13/90 
- B/O 2700 . 
Service Code: W Test: 0 Environment: AS400 
5758-J20 JDE General Bee: (Mod 35) Acronym: Available: 2/13/90 
one . B/O 2500 : 
Service Code: W Test: 0 Environment: AS400 
5758-J21 JDE Fin. Rope ees Te Hod 35) Acronym: ‘Available: 2/13/90 
B/O 6000 | , 
Service Code: W Test: 0 Environment: AS400 
5758-J22 JDE Accounts Payable(Mod 35) Acronym: Available: 2/13/90 
B/O 8400 
Service Code: W Test: 0 Environment: AS400 
5758-J23  JDE Accounts Rec. (Mod 35) Acronym: Available: 2/13/90 
v B/O 8400 : 
Service Code: W Test: 0 Environment: AS400 
5758-324 JDE Equipment Mgmt. (Mod 35) j Acronym: Available: 2/13/90 
e"PB/0 16800 a fos 
Service Code: W Test: 0 Environment: AS400 
5758-K04 IEW/CSP Enablement Acronym: Available: 9/19/89 
-.  B/Od 1000 
Service Code: W Test: 0 Environment: PC/AT 3270 PS/2 





5-332 


5758-LAA 


5758-LAB 


5758-LMA 


5758-LSA 


5758-LSB 


5758-LSC 


5758-LSD 


5758-LSE 


5758-LSF 


5758-L43 


Charges 


:X/Y where X= License Type 


REALBASE 
B/O 5900 


Service Code: W 


REALBASE 
B/O 6900 


Service Code: W 
Eee 


Test: 0 


Test: 0 


/O 2295 
Service Code: W Test: 0 


Fin. Rep/Gen Ledg Sys./36-PC 
P/RO Bast 


Service Code: W Test: 0 


Fin. Rep/Gen Ledg Sys/34-36 
P'3/0 8200 


Service Code: W 
Time Menagcaent py aceon 2e=te 
/0 4300 


Test: 0 


Service Code: W Test: 0 


Time a Tae eye onion oe 


Service Code: W Test: 0 
Fin/Rep (AS400) =F 

y B/O 5200 
Service Code: W Test: 0O 


Time & 1s cee) 


Service Code: W Test: 0 
IRIS (AS/400 B-10/20) 

B/O 50000 
Service Code: W Test: 0 


Charge Type 


B=Basic 
0=0ne Ti 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


D=DSLO, S=Single 
me, M=Monthly, I= 


Available: 
PC 

Available: 
PC 

Available: 


PC PS/2 4250 


Available: 


S/36 S36PC 


Available: 


S/36 S36PC 


Available: 


5/36 S36PC 


Available: 


S/36 S36PC 


Available: 


AS400 


Available: 


AS400 


Available: 


AS400 


M=Multiple 
{nitial, 


5-333 


11/01/88 


11/01/88 


4/19/88 


6/23/87 


6/23/87 


6/23/87 


6/23/87 


11/01/88 


11/01/88 


1/09/90 


=Annual, P=Primary 


5758-L44 IRIS (48/5 ara Acronym: Available: 1/09/90 




















000 
Service Code: W Test: 0 Environment: AS400 
5758-L45 IRIS 48 100 ry aa Acronym: : Available: 1/09/90 
Service Code: W Test: 0 Environment: AS400 
5758-L46 IRIS (5/38) : Acronym: Available: 1/09/90 
B/O 100000 
Service Code: W ‘Test: 0 Environment: S/38 
5758-L47 Led/Rep Wat GR ab 0000 (S/38) Acronym: Available: 1/09/90 
Service Code: W Test: 0 Environment: 8/38 
5758-L48 Cost Allocations Mod. (S/38) Acronym: Available: 1/09/90 
B/O 6000 
Service Code: W Test: 0 Environment: S/38 
5758-L49 Flexible Budgeting 59/98) Acronym: Available: 1/09/90 
Service Code: W Test: 0 Environment: 8/38 
§758-L50 eae payee le $00 Acronym: Available: 1/09/90 
Service Code: W Test: 0 Environment: S/38 
5758-L51 Project Tracking $00” hades Available: 1/09/90 
Service Code: W Test: 0 Environment: S/38 
§758-L52 Purchase Order (S/38) Acronym: Available: 1/09/90 
B/O 21000 
Service Code: W Test: 0 Environment: 8/38 
5758-L53 Accounts Receivable (S/38) Acronym: Available: 1/09/90 
| B/O 21000 
Service Code: W Test: 0 Environment: 8/38 
5758-L54 Billing Module (S/38) Acronym: Available: 1/09/90 


5-334 


5758-L55 


5758-L56 


5758-L57 


5758-L58 


Tip Allocation Module (S/38 : 
B/O 6000 


5758-L59 
5758-L60 
5758-MAA 
a a 


5758-MAC 


5758-MAC Resource Processor/38 Acronym: Available: 6/23/87 © 
B/O 


5758-MAG 
(cont 'd) 


Charges 


:X/Y where = 


B/O 9000 
Service Code: W Test: 0 Environment: 
Fixed Assets (S/38) Acronym: 
B/O 24000 a 
Service Code: W Test: 0 Environment: 
Payroll (S/38) Acronym: 

a B/O 30000 os 
Service Code: W Test: 0 Environment: 
Time Accural Module (S/38) Acronym: 

B/O 6000 

Service Code: W Test: 0 Environment: 
) Acronym: 

Service Code: W Test: 0 Environment: 
Personnel (S/38 Acronym: 
Bio! 31000 

Service Code: W Test: 0 Environment: 
Benefits Module (S/38) Acronym: 
B/O 24000 sn 

Service Code: W Test: 0 Environment : 
Foundation Module/38 Acronym: 

B/O 22000 

Service Code: W Test: 0 Environment: 
Resource Management/38 Acronym: 
B/O : 28000 i 

Service Code: W Test: 0 Environment: 
Acronym: 
25000 ha 

Service Code: W Test: 0 Environment: 
Acronym: 


Foundation Module Model B20 
B/O 12000 


License Type B 
= Charge Type 


=Basic, D=DSLO, S=Single 


O=One Time, M=Monthly, I= 


S/38 

Available: 
8/38 

Available: 
$/38 

Available: 
$/38 

Available 
$/38 

Available: 
$/38 

Available: 
$/38 

Available: 
$/38 

Available: 
§/38 

Available: 
S/38 

Available: 
M=Multiple 
tnitial, 


5-335 


1/09/90 


1/09/90 


1/09/90 


1/09/90 


1/09/90 


1/09/90 


6/23/87 


6/23/87 


6/23/87 


2/21/89 


=Annual, P=Primary 


5758- 























(cont d) Service Code: W Test: 0 Environment: AS400 B20 . 
5758-MAH Resource Management Mod. B20 Acronym: Available: 2/21/89 
B/O 15000 
Service Code: W Test: 0 Environment: AS400 B20 
5758-MAI Resource Processor Mod. B20 Acronym: Available: 2/21/89 
B/O 13500 
Service Code: W Test: 0 Environment: AS400 B20 
5758-MAJ Foundation Module Model B30 Acronym: Available: 2/21/89 
-B/O 22000 
Service Code: W Test: 0 Environment: AS400 B30 
5758-MAK Resource Management Mod. B30 Acronym: Available: 2/21/89 
B/O §= 28000 
Service Code: W Test: 0 Environment: AS400 B30 
5758-MAL Resource Processor Mod. B30 Acronym: Available: 2/21/89 
B/O 25000 
Service Code: W Test: 0 Environment: AS400 B30 
5758-MAM Foundation Module Model B40 Acronym: Available: 2/21/89 
B/O 25500 — 
Service Code: W Test: 0 Environment: AS400 B40 
5758-MAN Resource Management Mod. B40 Acronym: Available: 2/21/89 
B/O 32000 - 
Service Code: W Test: 0 Environment: AS400 B40 
5758-MAO Resource Processor Mod. B40 Acronym: Available: 2/21/89 
B/O 29000 
‘Service Code: W Test: 0 Environment: AS400 B40 
5758-MAP Foundation Module Model B50 Acronym: Available: 2/21/89 
B/O 31000 
Service Code: W Test: 0 Environment: AS400 B50 
5758-MAQ Resource Management Mod. B50 Acronym: Available: 2/21/89 
. B/O 39000 
Service Code:.W Test: 0 Environment: AS400 B50 





5-336 


5758-MAR 


5758-MAS 


5758-MAT 


5758-MAU 


5758-MCA 


5758-MCB 


5758-MCD 


5758-MCE 


5758-MCF 


5758-MCG 


Charges:X/Y where xe 


Resource Processor Mod. B50 
‘B/O 


35000 


Service Code: W 


Service Code: W 


Resource Management Mod. B60 
B/O 46000 


Service Code: W 


Resource Processor Mod. B60 
B/O 41000 


Service Code: W 


DEVELOPERS 
B/O 42000 


Service Code: W 


HOME BUILDERS 
B/Q 44000 


Service Code: W 


CONTRACTORS 
B/O 44000 


Service Code: W 


GENERAL CONTRACTORS 
B/O 50000 


Service Code: W 


HEAVY CONTRACTORS 
B/O 59000 


Service Code: W 


DEVELOPERS 
B/O 55000 


Service Code: W 


License Type 
Charge Type 


Test: 
Foundation Module Model B60 
B/O 36000 
Test: 
Test: 
Test: 
Test: 
Test: 
Test: 
Test: 


Test: 


Test: 


Acronym: 

0 Environment 
| Acronym: 

0 Environment 
Acronym: 

0 Environment 
Acronym: 

0 Environment 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
| Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Available: 


: AS400 B50 
Available: 


: AS400 B60 
Available: 


: AS400 B60 
Available: 


: AS400 B60 
Available: 


AS400 10,20 


Available: 


AS400 10,20 


Available: 


AS400 10,20 


Available: 


AS400 10,20 


Available: 


AS400 10,20 


Available: 


AS400 30,40 


M=Multiple 
initial, 


5-337 


2/21/89 


2/21/89 


2/21/89 


2/21/89 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


=Annual, P=Primary 














5758-MCH HOME BUILDERS Acronym: Available: 7/19/88 
B/O 58000 z 
Service Code: W Test: 0 Environment: AS400 30,30 
5758-MCJ CONTRACTORS Acronym: Available: 7/19/88 
. B/O 57000 
Service Code: W Test: 0 Environment: AS400 30,40 
5758-MCK GENERAL CONTRACTORS Acronym: Available: 7/19/88 
B/O 66000 
Service Code: W Test: 0 Environment: AS400 30,40 
5758-MCL HEAVY CONTRACTORS Acronym: Available: 7/19/88 
B/O 77000 
Service Code: W Test: 0 Environment: AS400 30,40 
5758-MCM DEVELOPERS Acronym: Available: 7/19/88 
B/O 67000 
Service Code: W Test: 0 Environment: AS400 50,60 
5758-MCN HOME BUILDERS Acronym: Available: 7/19/88 
B/O 69000 
Service Code: W Test: 0 Environment: AS400 50,60 
5758-MCP CONTRACTORS Acronym: Available: 7/19/88 
B/O 69000 
Service Code: W Test: 0 Environment: AS400 50,60 
5758-MCQ GENERAL CONTRACTORS Acronym: Available: 7/19/88 
B/O 81000 
Service Code: W Test: 0 Environment: AS400 50,60 
5758-MCR HEAVY CONTRACTORS ‘Acronym: Available: 7/19/88 
B/O 96000 
Service Code: W Test: 0 Environment: AS400 50,60 
5758-MCS DEVELOPERS Acronym: Available: 7/19/88 
B/O 17000 
Service Code: W Test: 0 Environment: AS400 30-60 
5758-MCT HOME BUILDERS Acronym: Available: 7/19/88 


5-338 


5758-MCV 


5758-MCW 


5758-MCX 


5758-MDA 


5758-MDB 


5758-MDC 


5758-MDD 


5758-MDE 


5758-MDF 


5758-MHA 


(cont'd) 


Charges:X/Y where a License Type 


B/O 18000 


Service Code: W Test: 0 Environment: 
CONTRACTORS Acronym: 
B/O 18000 
Service Code: W Test: 0 Environment: 
GENERAL CONTRACTORS Acronym: 
B/O 20000 
Service Code: W Test: 0 Environment: 
HEAVY CONTRACTORS Acronym: 
B/O 22000 
Service Code: W Test: 0 Environment: 
ChemText (5.25 Version) Acronym: 
B/O 1500 
Service Code: W Test: 0 Environment 
ChemBase (5.25 Version) Acronym: 
B/O 3500 
Service Code: W Test: 0 Environment: 
ChemTalk (5.25 Version) Acronym: 
B/O 1000 
Service Code: W Test: 0 Environment: 
ChemText (3.5 Version) Acronym: 
B/O 1500 
Service Code: W Test: 0 Environment: 
ChemBase (3.5 Version) Acronym: 
B/O 3500 
Service Code: W Test: 0 Environment: 
ChemTalk (3.5 Version) Acronym: 
B/O 1000 
Service Code: W Test: 0 Environment: 
Med. MeO e Sas000 Rev Acronym: 


Charge Type 


B=Basic, D=DSLO, ore lere 
O=One Time, M=Monthly, I 


=tnitial, 


AS400 30-60 


Available: 


AS400 30-60 


Available: 


AS400 30-60 


Available: 


AS400 30-60 


Available: 


: PC/XT PC/AT PS/2 
Available: 


PC/XT PC/AT PS/2 


Available: 


PC/XT PC/AT PS/2 


Available: 


PC/XT PC/AT PS/2 


Available: 


PC/XT PC/AT PS/2 


Available: 


PC/XT PC/AT PS/2 


Available: 


M=Multiple 


5-339 


7/19/88 


7/19/88 


7/19/88 


3/21/89 


3/21/89 


3/21/89 


3/21/89 


3/21/89 


3/21/89 


5/16/89 


=Annual, P=Primary 


5758-MHB 
(oent a) 


5758-MAB 
oon 
5758-MRB 
5758-MRC 
STSS-HI 
S758-HR2 
5756-MR3 
5756-MRG 
5758-MR5 


5758-MSA 


Service Code: W 


Test: 0 


Chart Management System 
ByO 53 


Service Code: W 


CRISP BASE 
B/O 


Service Code: W 


CRISP-PRODUCT 
B/0 


Service Code: W 


CRISP-RISK 


Service Code: W 
CRISP-BASE2 
. B/O 


Service Code: W 


CRISP-BASE 11 
. B/O 


Service Code: W 
CRISP-BASE 20. 
B/O 


Service Code: W 


CRISP-LOCATION 
B/O 


Service Code: W 


CRISP-BANK 
B/O 


Service Code: W 


HSPICE 
B/O 


Service Code: W 


000 


Test: 0 


25000 


Test: 0 


15000 
Test: 0 


20000 
Test: 0 


7500 . 
Test: 0 


5000 


Test: 0 


2500 


Test: 0 


75000 


Test: 0 


75000 


Test: 0 


8000 
Test: 0 


Environment: 43XX 


Acronym: 


Environment: 43XX 


Acronym: 


Available: 5/16/89 


Available: 5/03/88 


‘Environment: PC/XT PC/AT 


Acronym: Available: 5/03/88 
Environment: PC/XT PC/AT 
Acronym: Available: 5/03/88 
Environment: PC/XT PC/AT 
Acronym: Available: 5/03/88 
Environment: PC/XT PC/AT 
Acronym: Available: 5/03/88 
Environment: PC/XT PC/AT 
Acronym: Available: 5/03/88 
Environment: PC/XT PC/AT 
Acronym: Available: 5/03/88 
Environment: PC/XT PC/AT 
Acronym: Available: 5/03/88 
Environment: PC/XT PC/AT 
Available: 6/07/88 


Acronym: 


Environment: RT 


5-340 


5758-MSG 


5758-MSH 


5758-MSI 


5758-MSJ 


5758-MSK 


5758-MSL 


5758-MSM 


5758-MSN 


5758-MSO 


5758-MSP 


Charges:X/Y where a 


MIL-HDBK-217C Predition Bas. 
B/O 11572 


Service 


Commerical Reliability Basic 
B/O 12718 © 


Service 


MIL-HDBK-217 & E Reliability 
B/O 24042 


Service 


MIL-HDBK-217E and Commercial 
27430 


Service 


Code: W 


Code: W 


Code: W 


B/O 
Code: W 


Test: 0 


Test: 0 


Test: 0 


Test: 0 


MIL-HDBK-217E and Mission 
B/O 36124 


Service Code: W Test: 0 

Predictor Failure 
B/O 11572 

Service Code: W Test: 0 


PREDICTOR MAINTIAINABILITY 
B/O 11572 


Service 
RESULTS 


Service 
RESULTS 


Service 
RESULTS 


Service 


Code: W 


(CUTSET 
B/O 


Code: W 


(CUTSET 
B/O 


Code: W 


C,Q,C 
C98 ) 


Code: W 


License Type 
Charge Type 


Test: 0 


7420 


Test: 0 
QUANTIFY) 
10695 


Test: 0 


16481 
Test: 0 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


370VM 


370VM 


370VM 


370VM 


370VM 


370VM 


370VM 


370VM 


370VM 


370VM 


M=Multiple 
{nitial, 


5-341 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


5/31/88 


5/31/88 


5/31/88 


5/31/88 


5/31/88 


5/31/88 


5/31/88 


5/31/88 


5/31/88 


5/31/88 


=Annual, P=Primary 


5758-MSQ RESULTS (C,v,P) Acronym: Available: 5/31/88 























B/O 15335 
Service Code: W Test: 0 Environment: 370VM 
5758-MSR RESULTS (C,Q,C,P Acronym: Available: 5/31/88 
30° T4950 oe 
Service Code: W Test: 0 Environment: 370VM 
5758-MSS Predictor-BDE for RT Acronym: Available: 6/20/89 
B/O 5000 
Service Code: W Test: 0 Environment: RT 
5758-MST Predictor-FMECA for RT Acronym: Available: 6/20/89 
B/O 10000 
Service Code: W Test: 0 Environment: RT 
5758-MSU Predictor-M(RT) Acronym: Available: 6/20/89 
B/O 5000 
Service Code: W Test: 0 Environment: RT 
5758-MSV  Predictor-21 7E (RT) Acronym: Available: 6/20/89 
. B/O 10000 
Service Code: W Test: 0 Environment: RT 
5758-MSW Predictor-Mission-R (RT) Acronym: Available: 6/20/89 
B/O 10000 
Service Code: W Test: 0 Environment: RT 
5758-NA1l Customization 1 Acronym: Available: 11/07/89 
B/O 4500 
Service Code: W Test: 0 Environment: PS/2 
5758-NA2 Runtime Program Acronym: Available: 11/07/89 
, B/ 1500 
Service Code: W Test: 0 Environment: PS/2 
5758-QTA Math Advantage for PC _ Acronym: Available: 8/08/89 
B/O 495 
Service Code: W Test: 0 Environment: PC 





5758-QTB Math Advantage for RT Acronym: Available: 8/08/89 | 


5-342 


B/O 2000 


Service Code: W Test: 0 Environment: RT 
5758-QTC Math Advantage for 9370 Acronym: Available: 8/08/89 
B/O 5000 
Service Code: W Test: 0 Environment: 9370 
5758-QID Math Advantage for 43XX Acronym: Available: 8/08/89 
B/O 7500 . 
Service Code: W Test: 0 Environment: 43XX 
5758-QTE Math Advantage for 30XX Acronym: Available: 8/08/89 
B/O 10000 
Service Code: W Test: 0 Environment: 30XX 
5758-QTF Math poveavaee poe are . Acronym: Available: 8/08/89 
Service Code: W Test: 0 Environment: 3090 
5758-Q31 CliqWord (PS/2 or RT 1) Acronym: Available: 2/06/90 
B/O 495 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q32 CliqWord (PS/2 or RT 2-3) Acronym: Available: 2/06/90 
B/O 595 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q33 CliqWord (PS/2 or RT 4-8) Acronym: Available: 2/06/90 
B/O 795 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q34 CliqWord ste! Orne 9-20) Acronym: Available: 2/06/90 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q35 CliqWord so 21-40) Acronym: Available: 2/06/90 
. Service Code: W Test: 0 Environment: RT 
5758-Q36 cs eons ie orate 1) Acronym: Available: 2/06/90 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
. Charge Type O0=One Time, M=Monthly, I=initial, =Annual, P=Primary 


5-343 


5758-037 


(cont'd) Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q37 CliqAccess.(PS/2 or RT 2-3) Acronyn: Available: 2/06/90 
B/O 295 
Service Code: W Test: 0 Environment: PS/2 RT 
§758-Q38 CliqAccess. (PS/2 or RT 4-8) Acronym: Available: 2/06/90 
B/O 395 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q39 CliqAccess.(PS/2 or RT 9-20) Acronym: Available: 2/06/90 
B/O 845 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q40 Cli access.(RT 21-40) Acronym: Available: 2/06/90 
? B/O 1495 : i p03! 
Service Code: W Test: 0 Environment: RT 
5758-Q41 CliqForm (PS/2 or RT 1) Acronym: Available: 2/06/90 
B/O 295 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q42 CliqForm (PS/2 or RT 2-3) Acronym: ) Available: 2/06/90 
B/O 345 
Service Code: W Test: 0 Environment: PS/2 RT 
§758-Q43 CliqForm (PS/2 or RT 4-8) Acronym: Available: 2/06/90 
B/O 395 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q44 CliqForm (PS/2 or RT 9-20) Acronym: Available: 2/06/90 
B/O 795 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q45  CliqForm (RT 21-40 Acronym: Available: 2/06/90 
Q B/O 1600 | a g08} 
Service Code: W Test: 0 Environment: RT 
5758-Q46 CliqMenu (PS/2 or RT 1) Acronym: Available: 2/06/90 
B/O 325 
Service Code: W Test: 0 Environment: PS/2 RT 





5-344 


5758-Q47 


5758-Q48 


5758-Q49 


5758-Q50 


5758-Q51 


5758-Q52 


5758-Q53 


5758-Q54 


5758-Q55 


5758-Q56 


Charges:X/Y where X= License Type 


CliqMenu (PS/2 or RT 2-3 
is sro! 395 ) 


Service Code: W Test: 0 
CliqMenu (PS/2 or RT 4-8) 
i Bo 495 ) 


Service Code: W Test: 0 
CliqMenu (PS/2 or RT 9-20) 
? B/O 950 


Service Code: W Test: 0 


CliqMenu (RT ai age 
B/O 1995 


Service. Code: W Test: 0 
CliqPage (PS/2 or RT 1) 
eee 4/0 395 


Service Code: W Test: 0 
CliqPage (PS/2 or RT 2-3 
ati so 475 ) 


Service Code: W Test: 0 
CliqPage (PS/2 or RT 4-8 
eae Sho 635 ) 


Service Code: W Test: 0 
CliqPage (PS/2 or RT 9-20 
ane sre! 1195 ) 


Service Code: W Test: 0 


CliqPage SB 21- ee 


Service Code: W Test: 0 
CliqDCA (PS/2 or RT 1) 
i Bib 120 


Service Code: W Test: 0 


Y= Charge Type 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


B=Basic, D=DSLO, S=Single 
O=One Time, 


=Monthly, I= 


PS/2 


PS/2 


PS/2 


RT 


PS/2 


PS/2 


PS/2 


PS/2 


RT 


PS/2 


M=Multiple 
={nitial, 


5-345 


RT 


RT 


RT 


RT 


RT 


RT 


RT 


RT 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


2/06/90 


2/06/90 


2/06/90 


2/06/90 


2/06/90 


2/06/90 


2/06/90 


~ 2/06/90 


2/06/90 


2/06/90 


=Annual, P=Primary 


5758-Q57 CliqDCA CS" or neo Acronym: Available: 2/06/90 


Service Code: W Test: 0 Environment: PS/2 RT 














5758-Q58 CliqDCA (PS/2 or RT 4-8) Acronym: Available: 2/06/90 
B/O 250 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q59 CliqDCA (PS/2 or RT 9-20) Acronym: Available: 2/06/90 
B/O 725 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q60 CliqDCA (RT 21-40 Acronym: Available: 2/06/90 
Q 2 B/O 2495 _ {007 
Service Code: W Test: 0 Environment: RT 
5758-Q61 Q-Chart (PS/2 or RT 1) Acronym: Available: 2/06/90 
 &B/O 325 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q62 Q-Chart (PS/2 or RT 2-3) . - Acronym: Available: 2/06/90 
B/O 350 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q63 Q-Chart (PS/2 or RT 4-8) Acronym: Available: 2/06/90 
B/O 395 . 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q64 Q-Chart (PS/2 or RT 9-20) Acronym: Available: 2/06/90 
B/O 895 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q65 Q-Chart (RT 21-40 Acronym: Available: 2/06/90 
Q Q B/O O05 on tot 
Service Code: W Test: 0 Environment: RT 
5758-Q66 Q-Plan (PS/2 or RT 1) Acronym: Available: 2/06/90 
B/O 395 
Service Code: W Test: 0 Environment: PS/2 RT 
5758-Q67 Q-Plan (PS/2 or RT 2-3) Acronym: Available: 2/06/90 


5-346 


5758-Q68 


5758-Q69 


5758-Q70 


5758-Q71 


5758-Q72 


5758-RAA 


5758-RAB 


5758-RAC 


5758-RAD 


5758-RAE 
(cont'd) 


Charges 


B/O 
Service Code: W 
-Plan (PS/2 or RT 4-8 
Q B46 695 ) 


450 


Service Code: 
Q-Plan (PS/2 or RT 9-20) 
B/O 1295 


Service Code: W 
-Plan (RT 21-40 
. ( B/O 3500 


Service Code: W Test: 
PS/2 Demo 

B/O 195 
Service Code: W Test: 
RT Demo 

195 

Service Code: W Test: 
EIS (Government) 

B/O 1800 
Service Code: W Test: 


E1S/EMD (Government ) 
B/O 2500 
Service Code: W 


EIS/C (Government ) 
B/O 3500 


Service Code: W Test: 
EIS (Commercial) 

B/O 1800 
Service Code: W Test: 


EIS/EMD Re gmeencsenn 
B/O 250 


:X/Y where = License Type 


Charge Type 


Test: 


W Test: 


Test: 


Test: 


0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


PS/2 RT 


PS/2 RT 


PS/2 RT 


RT 


PS/2 


RT 


S/36 


8/36 


$/36 


§/36 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


M=Multiple 


tnitial, 
5-347 


2/06/90 


2/06/90 


2/06/90 


2/06/90 


2/06/90 


10/04/88 


10/04/88 


10/04/88 


10/04/88 


10/04/88 


=Annual, P=Primary 


5758- 
eeeee\d) 
5758-RAF 


5758-SAA 
5758-SAB 
5758-SAC 
5758-SAD 
5758-SAE 
5758-SAF 
5758-SAG 
5758-SAH 


5758-SAI 


Service Code: W 
EIS/C (Commercis?) 
B/O 3500 


Service Code: W 


Cemetery-5363 
B/O 15000 


Service Code: W Test: 


Cemetery-5362 
B/O 19250 


Service Code: W Test: 


Cemetery-5360 
B/O 27500 


Service Code: W Test: 


Human Resources 
B/O 85000 


Service Code: W Test: 


Payroll 2000 
B/O 42000 


Service Code: W Test: 


Personnel 2000 
B/O 50000 


Service Code: W Test: 


Financial Management 2000 
04000 


B/0 
Service Code: W Test: 


Accounts Receivable 2000 
B/O 60000 


Service Code: W Test: 


Fixed Assets 2000 
B/O 39000 


Service Code: W Test: 


Test: 0 


Test: 0 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


$/36 


8/36 


$/36 


S/36 


8/36 


8/38 


8/38 


8/38 


S/38 


$/38 


$/38 


5-348 


Available: 10/04/88 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


6/07/88 


6/07/88 


6/07/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


5758-SAJ 


5758~-SAK 


5758-SAM 


5758-SA0 


5758-SAP 


5758-SAQ 


5758-SAR 


5758-SAS 


5758-SAU 


5758-SAV 


Charges:X/Y where = 


Accounts Payable 2000 Acronym: 
B/ 44000 
Service Code: W Test: 0 Environment: 
General Ledger 2000 Acronym: 
B/ 61000 
Service Code: W Test: 0 Environment: 
Benefits 2000 Acronym: 
B/O 25000 
Service Code: W Test: 0 Environment: 
Human Resources Series Acronym: 
B/O 172000 
Service Code: W Test: 0 Environment: 
Human Resources 2000 Acronym: 
B/O 85000 
Service Code: W Test: 0 Environment: 
Payroll 2000 Acronym: 
= B/O 42000 se 
Service Code: W Test: 0 Environment 
Personnel 2000 Acronym: 
B/O 50000 
Service Code: W Test: 0 Environment 
Human Resources Series 2000 Acronym: 
B/O 172000 
Service Code: W Test: 0 Environment: 
Benefits 2000 — Acronym: 
B/O 25000 . 
Service Code: W Test: 0 Environment: 
Financial Management 2000 Acronym: 
B/O 04000 
Service Code: W Test: 0 Environment: 
License Type B=Basic, D=DSLO, S=Single 
Charge Type O0=One Time, M=Monthly, I= 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


7/19/88 


Available: 
$/38 
Available: 
$/38 
Available: 
$/38 
Available: 
$/38 
Available: 
AS400 
Available: 
: AS400 
Available: 
: AS400 
Available: 
AS400 
Available: 
AS400 
Available: 
AS400 
M=Multiple 
tnitial, =Annual, P=Primary 


5-349 


5758-SAW 


5758-SAX 


5758-SAY 


5758-SAZ 


5758-SDA 


5758-SDB 


5758-SDC 


5758-SDD 


5758-SDE 


5758-SDF 


5758-SDG 


Accounts Receivable 2000 
-. B/O 60000 __—=i«zj. 
Service Code: W Test: 


Fixed Assets 2000 
B/O 39000 


Service Code: W Test: 


Accounts Payable 2000 
B/O 44000 


Service Code: W Test: 


General Ledger 2000 
B/ 61000 


Service Code: W Test: 
OCM24/ATMS (MVS Version) 
B/O 190000 — 


Service Code: W Test: 


Cardholder gauge 4 tot eae 
B/O 1250 


Service Code: W Test: 


Transaction Control-MVSs 
B/O 91400 


Service Code: W Test: 


Shared Network-MVS 
B/O 78590 


Service Code: W Test: 


OCM24/ATMS (VSE Version) 
| B/O 144000 


Service Code: W Test: 


Cardholder Management-VSE 
B/O £9000 


Service Code: W Test: 


Transaction Control-VSE 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


AS400 


AS400 


AS400 


AS400 


$/370 


8/370 


8/370 


§/370 


§/370 


§/370 


5-350 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


7/19/88 


7719/88 


7/19/88 


7/19/88 


6/23/87 


6/23/87 


6/23/87 


6/23/87 


6/23/87 


6/23/87 


6/23/87 


B/O 73120 


Service Code: W Test: 0 Environment: S/370 
5758-SDH Shared Network-VSE Acronym: ) Available: 6/23/87 
B/O 62970 
Service Code: W Test: 0 Environment: $/370 
5758-SD1 OCM24/ATMS 9370 Model 90 Acronym: Available: 6/23/87 
B/O 130000 
Service Code: W Test: 0 Environment: $/370 
5758-SDJ OCM24/ATMS 9370 Model 60 Acronym: Available: 6/23/87 
B/O 130000 
Service Code: W Test: 0 Environment: S/370 
5758-SDK OCM24/ATMS 9370 Model 40 Acronym: Available: 6/23/87 
B/O 95000 
Service Code: W Test: 0 Environment: S/370 
5758-SDL OCM24/ATMS 9370 Model 20 Acronym: Available: 6/23/87 
B/O 95000 
Service Code: W Test: 0 Environment: S/370 
5758-SEA REAPMATE (3.5) Acronym: Available: 5/31/88 
B/O 3850 
Service Code: W Test: 0 Environment: PC/AT 
5758-SEB REAPMATE (5.25") Acronym: Available: 5/31/88 
B/O 3850 
Service Code: W Test: 0 Environment: PC/AT 
5758-SFA SFS-ON/2 Base Acronym: Available: 6/23/87 
B/O 75000 
Service Code: W Test: 0 Environment: S/88 
5758-SFB ON/2 ATM Application Acronym: Available: 6/23/87 
/ By 20000 ed 1321 
Service Code: W Test: 0 Environment: S/88& 
5758-SFC ON/2 Manned Teller Appl. Acronym: Available: 6/23/87 
B/O 50000 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single Seype hag er 
Y= Charge Type 0=One Time, M=Monthly, t=tnitial, =Annual, P=Primary 


5-351 


5758-SFD 


(cont d) Service Code: W Test: 0 Environment: S/88 
5758-SFD ON/2 ETDS Application Acronym: Available: 6/23/87 
/ B/p° 40000 = eed 
Service Code: W Test: 0 Environment: S/88& 
5758-SFE ON/2 Switch Application Acronym: Available: 6/23/87 
/ B/O PP 5000 ia ad 
Service Code: W Test: 0 Environment: S/88 
5758-SLA Food/36 (5.25) Acronym: Available: 5/03/88 
B/O 3850 
Service Code: W Test: 0 Environment: 8/36 
TV ee eee —— 0 See 
5758-SLB Food/36 (3.5 Acronym: Available: 5/03/88 
; B/O ; 3000 ve ae) 
Service Code: W Test: 0 Environment: S/36 
5758-SLC  Food/400 ~ Acronym: Available: 8/08/89 
B/O 5000 
Service Code: W Test: 0 Environment: AS400 
5758-SPA Speakeasy for VF Acronym: Available: 3/07/89 
B70 9500 pOU 
Service Code: W Test: 0 Environment: RT 9370 4381 3090 
5758-SPB Speakeasy for XA Acronym: Available: 3/07/89 
: oi 3/0 8500 vn LON 
Service Code: W Test: 0 Environment: RT 9370 4381 3090 
5758-SPC Speakeasy for RT Acronym: Available: 3/07/89 
a %B/0 3500 sly Ne 
Service Code: W Test: 0 Environment: RT 9370 4381 3090 
5758-SPD Speakeasy for S/370 Acronym: Available: 3/07/89 
° YB /0 3300 a /07/ 
Service Code: W Test: 0 Environment: RT 9370 4381 3090 
5758-SPE Speakeasy for the PS/2 (Com) Acronym: Available: 2/13/90 
B/O 2500 
Service Code: W Test: 0 Environment: PS/2 





5-352 


5758-SPF 


5758-SRA 


5758-SYA 


5758-SYB 


5758-SYC 


5758-SYD 


5758-SYE 


5758-SYF 


5758-S03 


5758-807 


Charges:X/Y where X= License Type 


Speakeasy for the PS/2 (Aca) 
y 3/0 1000 


Service Code: W Test: 0 


KOLOA 
B/O 50000 


Service Code: W 
Synon/2E FOR RPG 1/2 
ynony. B/O Baab8 


Test: O 


Service Code: W Test: 0 
Synon/2E FOR COBOL 1/2 
yneny B/O Boo! 


Test: 0 
RPG 1/2 


Service Code: W 


Synon/2E FOR COBOL 
me B/O 60000 
Service Code: W Test: 0 


Synon/2E FOR RPG 1/4 
unees B/O 718000 


Service Code: W Test: 0 
Synon/2E FOR COBOL 1/4 
yaony, B/O pebon! 


Service Code: W Test: 0O 
Synon/2E FOR COBOL RPG 1/4 
yan B/O 60000 / 


Service Code: W Test: 0 
PROGRAMABLE LOGIC/MEM 

B/O 125 
Service Code: W Test: 0 
CMOS 

B/O 125 
Service Code: W Test: 0 


Y= Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


tnitial, 
5-353 


PS/2 


370VM 


AS400 


AS400 


AS400 


AS400 


AS400 


AS400 


5/370 RT 


8/370 RT 


M=Multi 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


2/13/90 


5/31/88 


5/02/89 


5/02/89 


5/02/89 


5/02/89 


5/02/89 


5/02/89 


5716/89 


5/16/89 


le 
AeAnnial: P=Primary 


5758-S16 


5758-S18 


5758-S20 


5758-S25 


5758-S26 


5758-S27 


5758-S28 


5758-S29 


5758-S30 


5758-S31 


5758-S32 


TTL/LS 
B/O 125 


Service Code: W 
TTL, HD74HC 
B/O 


Test: 0 


125 
Service Code: W Test: 0 


TOSHIBA 
125 
Service Code: W Test: 0 


Basic Cemetery Mod. B-10/20 
B/O += 17000 


Service Code: W Test: 0 


Basic Cemetery Mod. B-30/40 
B/O 20500 


Service Code: W Test: 0 


Basic Cemetery Mod. B-50/60 
B/O 33000 


Service Code: W Test: 0 
Inventory B-10/20 

B/O 4000 
Service Code: W Test: 0 
Taventory yo "3000 
Service Code: W Test: 0 
Inventory B-50/60 

B/O 8000 
Service Code: W Test: 0 


Enhanced yeas B-10/20 
B/O 6000 


Service Code: W Test: 0 
Enhanced Inventory B-30/40 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


S/370 RT 


S/370 RT 


8/370 RT 


AS400 


AS400 


AS400 


AS400 


AS400 


AS400 


AS400 


5-354 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


5/16/89 


5/16/89 


5/16/89 


10/24/89 


10/24/89 


10/24/89 


10/24/89 


10/24/89 


10/24/89 


10/24/89 


10/24/89 


5758-833 


§758-S34 


5758-S35 


5758-836 


5758-S74 


53758-S75 


5758-S76 


5758-S77 


5758-878 


5758-TAA 


(cont'd) 


Charges:X/Y where 8 


B/O 
Service Code: W 


8000 


Enhanced ayent ory B-50/60 
B/O 12000 


Service Code: W 

Tust/Fundin B-10/20 
B/5 4000 

Service Code: W 


Trust/Funding B-30/40 
B/O 5000 


Service Code: W 


Trust/Funding B-50/60 
B/O 8000 


Service Code: W 


CoreLib 
B/O 395 


Service Code: W 


TechLib-TTL 
B/O 295 


Service Code: W 


TechLib-HCMOS 
B/O 295 


Service Code: W 


TechLib-FAST 
B/O 295 


Service Code: W 


TechLib-ECL 
B/O 295 


Service Code: W 


PlantMaster/2 Basic Support 
B/O 8000 


License e 
Charge Tyee 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


Test: 


0 Environment: AS400 
Acronym: 

0 Environment: AS400 

Acronym: 

0 Environment: AS400 
Acronym: 

0 Environment: AS400 
Acronym: 

0 Environment: AS400 
Acronym: 

0 Environment: 8/370 RT 
Acronym: 

0 Environment: $/370 RT 
Acronym: 

0 Environment: $/370 RT 
Acronym: 

0 Environment: 8/370 RT 
Acronym: 

0 Environment: S/370 RT 
Acronym: 

B=Basic, D=DSLO, S=Single, M=Multiple 

O=One Time, M=Monthly, I=tnitial, 


57352 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


10/24/89 


10/24/89 


10/24/89 


10/24/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


5/16/89 


11/01/88 


=Annual, P=Primary 


5758-TAB 
(cont d) 


5758-TAB 
5758-TAC 
5758-TAD 


5758-TAE 


5758-TAF 


5758-TAG 


5758-TAH 


5758-TAI 


5758-TAJ 


5758-TAK 


Service Code: W Test: 0 
Time & Attendance 

B/O 4000 
Service Code: W Test: 0 


Labor Time Adjustment 
B/O 2000 


Service Code: W Test: 0 


Time Balance & Cost Alloc. 
B/O 2000 


Service Code: W Test: 0 


Labor Reporting & Work 
~B/O 3000 


Service Code: W Test: 0 


operat sea soe 


Service Code: W Test: 0 


Plant Routing Traveler 
B/O 000 
Service Code: W Test: 0 


Network Configuations 
B/O 150 
Service Code: W Test: 0 


Gateway Host Access 3270 
B/O 1500 
Service Code: W Test: 0 


Gateway Host Access 5250 
B/O 1500 


Service Code: W Test: 0 
$/370 ECF Communication 
B/O 2500 


Service Code: W Test: 0 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


5-356 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC - 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


11/01/88 
11/01/88 
11/01/88 
11/01/88 
11/01/88 
11/01/88 
11/01/88 
11/01/88 
11/01/88 


11/01/88 


5758-TAL 


5758-TAM 


5758-TAN 


5758-TAO 


5758-TAP 


5758-TAQ 


5758-TAR 


5758-TAT 


5758-TAU 


5758-TAV 


Charges :X/Y MUSED Se 


MAP Gateway 3.0 and MMS 
B/O 8000 


Service Code: W 
LFI/2 Data Collection 
B/O 995 


Service Code: W 


LFI/2 Network Gent recreation 
B/O 300 


Service Code: W 


LFI/2 Gateway Host 3270 
B/O 1500 


Service Code: W 
LFI/2 S/370 ECF Comm. 
B/O 1000 


Service Code: W 
LFI/2 MAP Gateay 3.0 and 
B/O 3000 


Service Code: W 
LFI/2 DINA file Manager 
B/O 2000 


Service Code: W 
TEC/2 Terminal Emulation 
B/O 350 


Service Code: W 


Service Code: W Test: 
TEC/2 TECNET Suppers 

B/O 500 
Service Code: W Test: 


Charge Type 


Test: 
Test: 
Test: 
Test: 
Test: 
Test: 
Test: 


Test: 
TEC/2 Terminal Emul. (Site) 
B/O 2500 


Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
MMS Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 
Acronym: 

0 Environment: 


License Type B=Basic, D=DSLO, S=Single 


=One Time, M=Monthly, I= 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


PC/AT 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


Available: 


PS/2 PC/IC 


M=Multiple 
=Annual, P=Primary 


tnitial, 


5-357 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


11/01/88 


5758-TAW IFS Program- SQL Access Acronym: Available: 11/01/88 
B/O 8000 . 




















Service Code: W Test: 0 Environment: 9370 
5758-TBA RVTS O76 5585 Acronym: Available: 6/07/88 
Service Code: W Test: 0 Environment: PC/AT PS/2 PC/XT 
5758-TBB RVTS (5.25" Acronym: Available: 6/07/88 = © 
B/O 2250 
Service Code: W Test: 0 Environment: PC/AT PS/2 PC/XT 
5758-TB1 HUPDATE Acronym: Available: 2/13/90 
B/O 5900 
Service Code: W Test: 0 Environment: S/370 
5758-TB2 CDSR-Personal Services DSR Acronym: Available: 2/13/90 
B/O 3550 
Service Code: W Test: 0 Environment: 8/370 
5758-TB3 DDSR-DISOSS DSR Acronym: Available: 2/13/90 
B/O 3550 
Service Code: W Test: 0 Environment: S/370 
5758-TDA CORE (08/30 pee Acronym: Available: 3/20/90 
Service Code: W Test: 0 Environment: PS/2 08/2 
§758-TDB TYDIG (08/23 Shae Acronym: Available: 3/20/90 
Service Code: W Test: 0 Environment: PS/2 08/2 
5758-1TDC POTMAP (0S/2) Acronym: Available: 3/20/90 
B/O 2800 
Service Code: W Test: 0 Environment: PS/2 OS/2 
5758-TDD CONTOUR Sy San0 Acronym: . Available: 3/20/90 
Service Code: W Test: 0 Environment: PS/2 0OS/2 
5758-TDE RASTER (08/2) Acronym: Available: 3/20/90 


5-358 


5758-TDF 


5758-TDG 


5758-TD1 


5758-TD2 


5758-TD3 


5758-TD4 


5758-TDS 


5758-TD6 


5758-TD7 


5758-TD8& 


(cont'd) 


Charges:X/Y where a 


B/O 
Service Code: 
VECTOR (0S/2) 
B/O 


Service Code: 


Service Code: 


CORE 
B/O 


Service Code: 


TYDIG 
B/O 


Service Code: 


POTMAP 
B/O 


Service Code: 


CONTOUR 
B/O 


Service Code: 


RASTER 
B/O 


Service Code: 


VECTOR 
B/O 


Service Code: 


SPANS 
B/O 


Service Code: 


TIP-DART 
B/O 


2000 


W Test: 


2000 


W Test: 
SPANS (OS/2) (all modules 
$70 16000 ) 


W Test: 


8000 


W Test: 


2400 


W Test: 


2800 


W Test: 


2800 


W Test: 


2000 


W Test: 


2000 


W Test: 


16000 


W Test: 


1995 


License Type 
Charge Type 


0 


0 


0 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


e 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


{nitial, 
5-359 


PS/2 OS/2 
Available: 
PS/2 OS/2 
Available: 
PS/2 OS/2 
Available: 
RT PS/2 
Available: 
RT PS/2 
Available: 
RT PS/2 
Available: 
RT PS/2 
Available: 
RT PS/2 
Available: 
RT PS/2 
Available: 
RT PS/2 
Available: 
M=Multi 


3/20/90 


3/20/90 


8/08/89 


8/08/89 


8/08/89 


8/08/89 


8/08/89 


8/08/89 


8/08/89 


1/23/90 


le 
A= Anntiat: P=Primary 


5758-781 














(cont Service Code: W Test: 0 Environment: PS/2 
5758-TS1 HubView/PC CDR Sing te Site Acronym: Available: 2/06/90 
B/O 6500 
Service Code: W Test: 0 Environment: PS/2 O0S/2 
5758-TS2 HubView/PC CDR 2-5 Sites Acronym: Available: 2/06/90 
B/O 5200 
Service Code: W Test: 0 Environment: PS/2 OS/2 
5758-TS3 HubView/PC CDR Unlimited Use Acronym: Available: 2/06/90 
B/O 28600 
Service Code: W Test: 0 Environment: PS/2 0S/2 
5758-TS4 HubView/PC AT Brae aS Site Acronym: Available: 2/06/90 
_  B/O 8500 
Service Code: W Test: 0 Environment: PS/2 0S/2 
5758-TS5 HubView/PC AT 2-5 Sites Acronym: Available: 2/06/90 
_ B/O 6800 
Service Code: W Test: 0 Environment: PS/2 0S/2 
5758-TS6 HubView/PC AT Unlimited Use , Acronym: Available: 2/06/90 
"a B/O 38400 
Service Code: W Test: 0 Environment: PS/2 0S/2 
5758-TS7 HubView/PC PLUS pangrerete Acronym: Available: 2/06/90 
~B/O 1050 
Service Code: W Test: 0 Environment: PS/2 OS/2 
5758-TS8 HubView/PC PLUS 2-5 Sites Acronym: Available: 2/06/90 
_ . B/O 8400 
Service Code: W Test: 0 Environment: PS/2 0S/2 
5758-TS9 HubView/PC PLUS Unlimited Acronym: Available: 2/06/90 
B/O 46200 
Service Code: W Test: 0 Environment: PS/2 0S/2 
Acronym: Available: 3/21/89 


5758-TTA Unisys Series to COBOL (VM) 
B/O 8000 


Service Code: W Test: 0 


Environment: RT 9370 43XX 30XX 


5-360 


5758-TTB 


5758-TTC 


5758-TTD 


5758-TO1 


5758-TO2 


5758-TO3 


5758-T04 


5758-TOS 


5758-T06 


5758-TO7 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single 
Y O=One Time, M=Monthly, I=initial, 


Honeywell DPS to COBOL (VM) 
B/O 8000 


Service 


Unisys Series to COBOL (MVS) 
B/O 10 


Service 


Service 
TBL for 


Service 
TBL for 


Service 
TBL for 


Service 
TBL for 


Service 
TBL for 


Service 
TBL ADD 


Service 
TBL ADD 


Service 


Code: W 
Honeywell DPS to COBOL (MVS) 
B/O 10000 


Code: W Test: 0 


000 
Test: 0 


Code: W Test: 0 
the RT Qty 1-8 

B/O a 
Code: W Test: 0 


the RT Qty 9-16 
B/O. 7250 


Code: W Test: 0 


the RT gry 17-24 
B/O 10875 


Code: W Test: 0 


the RT Ory 25-32 
B/O =14500 


Code: W Test: 0 


the RT Qty 33-64 
B/O 21750 


Code: W ‘Test: 0 
COPIES /RT Qty 1-8 
B/O oF : 


Code: W Test: 0 
COPIES /RT Qty 9-16 
B/O (Re oS sf 


Code: W Test: 0 


Charge Type 


Acronym: 


Available: 3/21/89 


Environment: RT 9370 43XX 30XX 


Acronym: 


Available: 3/21/89 


Environment: RT 9370 43XX 30XX 


Acronym: 


Available: 3/21/89 


Environment: RT 9370 43XX 30XX 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


Acronym: 


Environment: RT 


5-361 


Available: 11/07/89 


Available: 11/07/89 


Available: 11/07/89 


Available: 11/07/89 


Available: 11/07/89 


Available: 11/07/89 


Available: 11/07/89 


M=Multiple 
=Annual, P=Primary 


5758-T08 TBL ADD oe ‘BT ty 17-24 Acronym: Available: 11/07/89 


























Service Code: W Test: 0 Environment: RT 
5758-T09 TBL ADD COPIES /RT Qty 25-32 Acronym: Available: 11/07/89 
B/O 8980 
Service Code: W Test: 0 Environment: RT 
5758-T10 TBL ADD COPIES (RT oty 33-64 Acronym: Available: 11/07/89 
Service Code: W Test: 0 Environment: RT 
5758-Tll TBL for S72 Qty,1°8 Acronym: Available: 11/07/89 
Service Code: W Test: 0 Environment: RT 
5758-T12 aaa for Pe4G Oey een” Acronym: Available: 11/07/89 
Service Code: W Test: 0 Environment: RT 
5758-T13  TBL for PES YR 357" Acronym: Available: 11/07/89 
Service Code: W Test: 0 Environment: RT 
§5758-T14 TBL for PSié Qty cna Acronym: Available: 11/07/89 
Service Code: W Test: 0 Environment: RT 
5758-T15 TBL ADD COPIES/ PS/2 Qty 1-8 Acronym: Available: 11/07/89 
B/O 2697 
Service Code: W Test: 0 Environment: RT 
5758-T16 TBL ADD COPIES PS/2 Qty 9-16 Acronym: Available: 11/07/89 
B/O 4625 
Service Code: W Test: 0 Environment: RT 
5758-T17 TBL ADD COPIES PS/2 Qty17-24 Acronym: Available: 11/07/89 
B/O 5438 
Service Code: W Test: 0 Environment: RT 
5758-118 TBL ADD COPIES PS/2 Qty25-32 Acronym: Available: 11/07/89 


5-362 

















B/O 8980 


Charges:X/Y where a License Type B=Basic, D=DSLO, S=Single 


Charge Type O=One Time, M=Monthly, I= 


Service Code: W Test: 0 Environment: RT 
5758-T19 Termi. Em gror/ este Qty 1-8 Acronym: Available: 11/07/89 
Service Code: W Test: 0 Environment: RT 
' §758-T20 Termi. Emu. PS/2 Qty 9-16 Acronym: Available: 11/07/89 
B/O 58 
Service Code: W Test: 0 Environment: RT 
5758-T21 Termi. Emu. PS/2 Qty 17-24 | Acronym: Available: 11/07/89 
B/O 84 
Service Code: W Test: 0 Environment: RT 
5758-T22 Termi. Emu. PS/2 Qty 25-32 Acronym: Available: 11/07/89 
B/O / 1868 a pon 
Service Code: W Test: 0 Environment: RT 
5758-T23 Termi. Emu. PS/2 Qty 33-64 Acronym: Available: 11/07/89 
B/O / on58 Pa “OU 
Service Code: W Test: 0 Environment: RT 
57586-UA1 ACCELL IDS 9-16 To 65+(RT)RL Acronym: Available: 3/27/90 
B/O 3950 
Service Code: W Test: 0 Environment: RT AIX 
5758-UA2 ACCELL/SQL17 -32T033-64(RT)RL Acronym: Available: 3/27/90 
B/O 2080 
Service Code: W Test: 0 Environment: RT AIX 
5758-UA3 ACCELL IDS17-32T033-64(RT)RL Acronym: Available: 3/27/90 
B/O 1825 
Service Code: W Test: 0 Environment: RT AIX 
5758-UA4& ACCELL/SQL 17-32 To65+(RT)RL Acronym: Available: 3/27/90 
B/O 3955 
Service Code: W Test: 0 Environment: RT AIX 
5758-UA5 ACCELL IDS 17-32 To65+(RT)RL Acronym: Available: 3/27/90 
B/O 3325 
(cont'd) 


M=Multiple 


{nitial, 
5-363 


=Annual, P=Primary 


sels * pat Sy PO Be ar a 


5758-VA6 


(cont d) Service Code: W Test: 0 Environment: RT AIX 
5758-UA6 ACCELL/SQL 33-64To 65+(RT)RL Acronym: Available: 3/27/90 
B/O 2200 
Service Code: W Test: 0 Environment: RT AIX 
5758-UA7 ACCELL 1DS 33-64To 65+(RT)RL Acronym: Available: 3/27/90 
B/O 1825 
Service Code: W Test: 0 Environment: RT AIX 
5758-UA8 ACCELL/SQL (PS/2) RL Acronym: Available: 3/27/90 
: (508 6 ee Res ym /27/ 
Service Code: W Test: 0 Environment: PS/2 AIX 
5758-UA9 ACCELL IDS (PS/2) RL Acronym: - Available: 3/27/90 
B/O 1995 
Service Code: W Test: 0 Environment: PS/2 AIX 
5758-U01 EMS (AS/Entr Acronym: Available: 12/05/89 
; BVO 15000 peo 
Service Code: W Test: 0 Environment: S/36 AS400 
5758-U02 EMS (AS/400 Model B20) Acronym: Available: 12/05/89 
B/O 35000 . 
Service Code: W Test: 0 Environment: S/36 AS400 
5758-U03 EMS (AS/400 Model B35) Acronym: Available: 12/05/89 
B/O 40000 ; 
Service Code: W Test: 0 Environment: S/36 AS400 
5758-U04 EMS (AS/400 Model B45) Acronym: Available: 12/05/89 
B/O 45000 
Service Code: W Test: 0 Environment: $/36 AS400 
5758-U05 EMS (AS/400 Model B50) Acronym: re Ge Available: 12/05/89 
B/O 50000 
Service Code: W Test: 0 Environment: S/36 AS400 
5758-U06 EMS (AS/400 Model B60) Acronym: Available: 12/05/89 
B/O 60000. 
Service Code: W Test: 0 Environment: S/36 AS400 





5-364 


5758-U07 EMS (AS/400 Model B70) 
B/O 75000 


Service Code: W 


Test: 0 


5758-U08 TPMS (AS/400 Model B20) 
B/O 25000 


Service Code: W 


Test: O 


5758-U09 TPMS (AS/400 Model B35) 
B/O 30000 


Service Code: W 


Test: 0 


5758-U10 TPMS (AS/400 Model B45) 
B/O 35000 


Service Code: W 


Test: 0 


5758-U11 TPMS (AS/400 Model B50) 
B/O 40000 


5758-U12 


5758-U13 


53758-U14 


5758-U15 


5758-U16 


Charges:X/Y where X= 


Service Code: W 


Test: 0 


TPMS (AS/400 Model B60) 
B/O 50000 


Service Code: W 


Test: 0 


TPMS (AS/400 Model B70) 
B/O 65000 


Service Code: W 


Test: 0 


EMS & TPMS (AS/400 Mod B20) 
B/O | 50000 


Service Code: W 


Test: 0 


EMS & TPMS (AS/400 Mod B35) 
B/O 60000 


Service Code: W 


Test: 0 


EMS & TPMS (AS/400 Mod B45) 
B/O 70000 


Service Code: W 


License Type 
Y= Charge Type 


Test: 0 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


tnitial, 


Available: 


$/36 AS400 
Available: 


S/36 AS400 
Available: 


S/36 AS400 


Available: 


8/36 AS400 
Available: 


$/36 AS400 
Available: 


$/36 AS400 
Available: 


5/36 AS400 
Available: 


8/36 AS400 
Available: 


$/36 AS400 
Available: 


S/36 AS400 


=Multiple 


5-365 


12/05/89 


12/05/89 


12/05/89 


12/05/89 


12/05/89 


12/05/89 


12/05/89 


12/05/89 


12/05/89 


12/05/89 


=Annual, P=Primary 


5758-U17_ EMS & TPMS (AS/400 Mod B50) Acronym: Available: 12/05/89 
B/O 80000 























Service Code: W Test: 0 Environment: S/36 AS400 
5758-U18 EMS & TPMS (AS/400 Mod B60) Acronym: Available: 12/05/89 
B/O 100000 
Service Code: W Test: 0 Environment: S/36 AS400 
5758-U19 EMS & TPMS (AS/400 Mod B70) Acronym: Available: 12/05/89 
B/O 125000 
Service Code: W Test: 0 Environment: S/36 AS400 
5758-U20 ACCELL/SQL 1-8 Users (RT) DL Acronym: Available: 3/27/90 
B/O 4995 
Service Code: W Test: 0 Environment: RT AIX 
5758-U21 scaled yg errs hy) DL Acronym: Available: 3/27/90 
Service Code: W Test: 0 Environment: RT AIX 
5758-U22 ACCELL IDS 1-8 Users (RT) DL Acronym: Available: 3/27/90 
B/O 3995 
Service Code: W Test: 0 Environment: RT AIX 
5758-U23  ACCELL/SQL 9-16 Users (RT)DL Acronym: Available: 3/27/90 
B/O 6400 
Service Code: W Test: 0 Environment: RT AIX 
5758-U24 sade cet Ya Ba (RT) DL Acronym: Available: 3/27/90 
Service Code: W Test: 0 Environment: RT AIX 
5758-U25 ACCELL IDS 9-16 Users (RT)DL Acronym: Available: 3/27/90 
B/O 5250 
Service Code: W Test: 0 Environment: RT AIX 
5758-U26 ACCELL/SQL 17-32 Users(RT)DL Acronym: Available: 3/27/90 
B/O 7995 
Service Code: W Test: 0 Environment: RT AIX 
5758-U27  ACCELL/CP 17-32 Users (RT)DL Acronym: Available: 3/27/90 


5-366 


B/O 975 


Service Code: W Test: 0 Environment: RT AIX 
5758-U28 ACCELL IDS 17-32 Users(RT)DL Acronym: Available: 3/27/90 
B/O 6500 
Service Code: W Test: 0 Environment: RT AIX 
5758-U29 ACCELL/SQL 33-64 Users(RT)DL Acronym: Available: 3/27/90 
B/O 11500 
Service Code: W Test: 0 Environment: RT AIX 
5758-U30 ACCELL/CP 33-64 Users (RT)DL Acronym: Available: 3/27/90 
B/O 1425 
Service Code: W Test: 0 Environment: RT AIX 
5758-U31 ACCELL IDS 33-64 Users(RT)DL Acronym: Available: 3/27/90 
B/O 6500 
Service Code: W Test: 0 Environment: RT AIX 
5758-U32 ACCELL/SQL 65+ Users (RT) DL Acronym: Available: 3/27/90 
B/O 15250 
Service Code: W Test: 0 Environment: RT AIX 
5758-U33 “ACCELL/CP 65+ Users (RT) DL Acronym: Available: 3/27/90 
B/O 1875 
Service Code: W Test: 0 Environment: RT AIX 
5758-U34 ACCELL IDS 65+ Users (RT) DL Acronym: Available: 3/27/90 
B/O 12500 
Service Code: W Test: 0 Environment: RT AIX 
5758-U35 ACCELL/SQL 1-8 To 9-16(RT)DL Acronym: Available: 3/27/90 
B/O 1730 
Service Code: W Test: 0 Environment: RT AIX 
5758-U36 as aca | To Zoae (RT)DL Acronym: Available: 3/27/90 
‘Sarvies Code: W Test: 0 Environment: RT AIX 
5758-U37 ACCELL BIO Peo soee Acronym: Available: 3/27/90 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=initial, =Annual, P=Primary 


5-367 


5758-138 


























(cont Service Code: W Test: 0 Environment: RT AIX 
5758-U38 ACCELL/SQL 1-8 Tol7-32(RT)DL > Acronym: Available: 3/27/90 
B/O 3325 
Service Code: W Test: 0 Environment: RT AIX 
5758-U39 ee Oo To a zoewha) 0k Acronym: Available: 3/27/90 
Service Code: W Test: 0 Environment: RT AIX 
5758-U40 ACCELL IDS 1-8 Tol7-32(RT)DL Acronym: Available: 3/27/90 
B/O 2830 
Service Code: W Test: 0 Environment: RT AIX 
5758-U41 ACCELL/SQL 1-8 T033-64(RT)DL Acronym: Available: 3/27/90 
B/O © 6830 
Service Code: W Test: 0 Environment: RT AIX 
5758-U42 ACCELL/CP 1-8 To 33-64(RT)DL Acronym: Available: 3/27/90 
. B/O 1155 
Service Code: W Test: 0 Environment: RT AIX 
5758-U43  ACCELL IDS 1-8 To33-64(RT)DL Acronym: Available: 3/27/90 
B/O 5830 
Service Code: W Test: 0 Environment: RT AIX 
5758-U44 ACCELL/SQL 1-8 To 65+ (RT)DL Acronym: Available: 3/27/90 
/ B70 igeee ) ym /27/ 
Service Code: W Test: 0 Environment: RT AIX 
§758-U45 ACCELL/CP 1-8 To 65+ (RT) DL Acronym: Available: 3/27/90 
B/O 1605 
Service Code: W Test: 0 Environment: RT AIX 
5758-U46 ACCELL IDS 1-8 To 65+ (RT)DL Acronym: Available: 3/27/90 
B/O 8830 . 
Service Code: W Test: 0 Environment: RT AIX 
5758-U47 ACCELL/SQL 9-16Tol7-32(RT)DL Acronym: Available: 3/27/90 
4 B/O 1920 — ra 
Service Code: W Test: 0 Environment: RT AIX 





5-368 


5758-U48 
5758-U49 
5758-U50 
5758-U51 
5758-U52 
5758-U53 
5758-U54 
5758-U55 
5758-U56 


5758-U57 


Charges 


:X/Y where i License Type 


ACCELL/CP 9-16 Tol7-32(RT)DL 
B/O 510 


Service Code: W Test: 0 
ACCELL IDS 9-16To017-32(RT)DL 
B/O 1575 


Service Code: W Test: 0 
ACCELL/SQL 9-16T033-64(RT)DL 
B/O 5425 


Service Code: W Test: 0 
ACCELL/CP 9-16 To33-64(RT)DL 
B/O 960 


Service Code: W Test: 0 
ACCELL IDS 9-16T033-64(RT)DL 
B/O 4575 


Service Code: W Test: 0 
ACCELL/SQL 9-16 To 65+(RT)DL 
B/O 9175 


Service Code: W Test: 0 
ACCELL/CP 9-16 To 65+ (RT)DL 
B/O 1410 


Service Code: W Test: 0 
ACCELL IDS 9-16 To 65+(RT)DL 
B/O 7575 


Service Code: W Test: 0 
ACCELL/SQL17 -32T033-64(RT)DL 
B/O 3830 


Service Code: W Test: 0 
ACCELL/CP 17-32T033-64(RT)DL 
B/O 775 


Service Code: W Test: 0 


Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


RT AIX 


RT AIX 


RT AIX 


RT AIX 


RT AIX 


RT AIX 


RT AIX 


RT AIX 


RT AIX 


RT AIX 


=Multi 


tnitial, 


5-369 


Available: 


Available: 


Available: 


Available: 


Available: 
Available: 
Available: 
Available: 
Available: 


Available: 


le 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


— 3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


=Annual, P=Primary 


5758-US8 ACCELL IDS17-32To33-64(RT)DL 
Sue ae, IO Bate ee 


5758-U59 


5758-U60 


5758-U61 


5758-U62 


5758-U63 


5758-U64 


5758-U65 


5758-U66 


5758-U67 


5758-U68 


Service Code: W Test: 0 
ACCELL/SQL 17-32 To65+(RT)DL 
B/O 7580 ; 


Service Code: W Test: 0 
ACCELL/CP 17-32 To 65+(RT)DL 
B/O 1225 


Service Code: W Test: 0 
ACCELL IDS 17-32 To65+(RT)DL 
B/O 6325 


Service Code: W Test: 0 
ACCELL/SQL 33-64 To65+(RT)DL 
B/O 4075 


‘Service Code: W Test: 0 
ACCELL/CP 33-64 To 65+(RT)DL 
B/O 775 


Service Code: W Test: 0 
ACCELL IDS 33-64 To65+(RT)DL 
B/O 3325 


Service Code: W Test: 0 
ACCELL/SQL (PS/2) DL 
B/O. hogs 


Service Code: W Test: 0 


ACCELL/CP (PS/2) DL 
: BY ae 595 


Service Code: W Test: 0 
ACCELL IDS (PS/2} DL 
B/O 995 


Service Code: W Test: 0 
PC Charge ACCELL/CP 1-5 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


RT AIX 
RT AIX 
RT AIX 
RT AIX 
RT AIX 
RT AIX 
RT AIX 
aati 
PS/2 AIX 


PS/2 AIX 


5-370 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


5758-U69 


5758-U70 


5758-U71 


5758-U72 


5758-U73 


5758-U74 


5758-U75 


5758-U76 


5758-U77 


5758-U78 
(cont'd) 


Charges 


B/O 


Service Code: W 


199 


Test: 0 


PC Charge ACCELL/CP 6-10 
B/O 184 


Service Code: W 


Test: 0 


PC Charge ACCELL/CP 11-25 
B/O 174 


Service Code: W 


Test: 0 


PC Charge ACCELL/CP 26-50 
B/O 159 


Service Code: W 


Test: 0 


PC Charge ACCELL/CP 51-100 
B/O 149 


Service Code: W 


Test: 0 


PC Charge ACCELL/CP 101-150 
B/O 139 


Service Code: W 


Test: 0 


PC Charge ACCELL/CP 151-200 
B/O 129 


Service Code: W 


Test: 0 


PC Charge ACCELL/CP 201-300 
B/O 119 


Service Code: W 


Test: 0 


PC Charge ACCELL/CP 301+ 
B/O 99 


Service Code: W 


ACCELL/SQL 1-8 Users (RT) RL 
B/O 2495 


Service Code: W 


ACCELL IDS 1-8 Users (RT) RL 
B/O 1995 


Test: 0 


Test: 0 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


:X/Y where = License Type B=Basic, D=DSLO, S=Single 


Charge Type 


O=One Time, 


=Monthly, I= 


PS/2 PC 


PS/2 PC 


PS/2 PC 


PS/2 PC 


PS/2 PC 


PS/2 PC 


PS/2 PC 


PS/2 PC 


PS/2 PC 


RT AIX 


DOS 


Available: 


DOS 


Available: 


DOS 


Available: 


DOS 


Available: 


DOS 


Available: 


DOS 


Available: 


DOS 


Available: 


DOS 


Available: 


DOS 


Available: 


Available: 


M=Mulitiple 
=Annual, P=Primary 


tnitial, 


S7372 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


5758-79 
(cont d) 


5758-079 - 


5758-U80 
5758-U81 
5758-U82 
5758-U83 
5758-U84 
5758-U85 
5758-U86 
5758-U87 


5758-U88 


Service Code: W Test: 0 


ACCELL/SQL 9-16 Users (RT)RL 
B/O 3200 


Service Code: W Test: 0 
6CCELL IDS 9-16 Users (RT)RL 
 &B/O 2625 


Service Code: W Test: 0 
ACCELL/SQL 17-32 Users(RT)RL 
B/O 3995 


Service Code: W Test: 0 
ACCELL IDS 17-32 Users(RT)RL 
B/O. 3250 


Service Code: W Test: 0 

ACCELL/SQL 33-64 Users (RT)RL 
. B/O 5750 , 

Service Code: W Test: 0 


ACCELL IDS 33-64 Users(RT)RL 
B/0 4750 


Service Code: W Test: 0 
ACCELL/SQL 65+ Users (RT) RL 
B/O 7625 


Service Code: W Test: 0 
ACCELL IDS 65+ Users (RT) RL 
B/O 6250 
Service Code: W Test: 0 


ACCELL/SQL 1-8 To 9-16(RT)RL 
B/O —-:1030 


Service Code: W Test: 0 
ACCELL IDS 1-8 To 9-16(RT)RL 
B/0 995 


Service Code: W Test: 0 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


RT 


RT 


: RT 


RT 


RT 


RT 


RT 


RT 


RT 


RT 


RT 


AIX 


AIX 


AIX 


AIX 


AIX 


AIX 


AIX 


AIX 


AIX 


AIX 


AIX 


5-372 


Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 
Available: 


Available: 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


5758-U89 
5758-090 
5758-U91 
5758-U92 
5758-U93 
5758-U94 
5758-095 
5758-U96 
5758-U97 


5758-U98 


Charges 


:X/Y where co 


ACCELL/SQL 1-8 Tol7-32(RT)RL 
B/O 1895 


Test: 0 
ACCELL IDS 1-8 To17-32(RT)RL 
B/O 1580 


Service Code: W 


Service Code: W Test: 0 
ACCELL/SQL 1-8 To33-64(RT)RL 
B/O 3580 


Service Code: W Test: 0 
ACCELL IDS 1-8 To33-64(RT)RL 
B/O 3080 


Service Code: W Test: 0 
ACCELL/SQL 1-8 To 65+ (RT)RL 
B/O 5455 


Service Code: W Test: 0 
ACCELL IDS 1-8 To 65+ (RT)RL 
B/O 4580 


Test: 0 
ACCELL/SQL 9-16To17-32(RT)RL 
B/O 1120 


Service Code: W 


Test: 0 
ACCELL IDS 9-16Tol7-32(RT)RL 
B/O 950 


Service Code: W 


Service Code: W Test: 0 
ACCELL/SQL 9-16T033-64(RT)RL 
B/O 2875 


Service Code: W Test: 0 
ACCELL IDS 9-16T033-64(RT)RL 
B/O 2450 


Service Code: W Test: 0 


Charge Type 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


License Type B=Basic, D=DSLO, S=Single 
0O=One Time, M=Monthly, I= 


Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
Available: 
RT AIX 
M=Multiple 
tnitial, 


5-373 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


3/27/90 


=Annual, P=Primary 


5758-U99 


5758-001 


5758-002 


5758-003 


5758-004 


5758-005 


5758-006 


5758-007 


5758-008 


5758-009 


5758-010 


ACCELL/SQL 9-16 To 65+(RT)RL 
B/O 4750 
Service Code: W Test: 0 


SPX Base-line Pkg 
B/O 895 


Service Code: W Test: 0 


SPD Dual Driver Pkg. 
B/O. 2985 


Service Code: W Test: 0 


SDD Dual Driver Upgrd Pkg. 
B/O ‘1100 


Service Code: W Test: 0 
SCD SPECIFIX MDA Pke. 
B/O 400 


Service Code: W Test: 0 

FFR Rep. Gen. and Scheduler 
B/O 500 

Service Code: W Test: 0 


CBT Computer Based Training 
B/O 395 


Service Code: W Test: 0 
SX1/Expanded SCADA Pkg. 
B/O 2995 


Service Code: W Test: 0 
ACE Appl. Control Engine 

/ ia B/O 3995" 
Service Code: W Test: 0 


CON/Continuous Control 
B/O 1000 
Service Code: W Test: 0 


BAT/Batch Control 


Acronym: 


Environment: RT AIX 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Pc IC DOS 
PC IC DOS 
PC IC DOS 
PC IC DOS 
PC IC DOS 
PC IC DOS 
PC IC DOS 
PC IC DOS 


PC IC DOS 


5-374 


Availabie: 


Availabie: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


3/27/30 


3706/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


5758-011 


5758-012 


3758-013 


5758-014 


5758-015 


5758-016 


5758-017 


5758-018 


5758-019 


5758-020 
(cont 'd) 


Charges 


Service Code: W 


:X/Y where X= 


B/O 1750 

Test: 0 

SPC/Statistical Proc Control 
B/O 650 


Service Code: W 


Service Code: W Test: 0 


PXL/Pixel Graphics 
B/O 500 


Service Code: W Test: 0 
HTR/Historical Trending 
B/O 500 


Test: 0 
FFR/FF Rep Gen and Scheduler 
/0 500 


Service Code: W 


Test: 0 


SHL/Multitasking Shell 
B/O 150 
Service Code: W Test: 0 


RCP/Recipe Package 
/ PB /0 5500 
Service Code: W Test: 0 


GBX/IBM 7552 Support 
: B/O PHO00 


Service Code: W Test: 0 


FIX 1/0 Driver e 800 
B/O 00 


Service Code: W Test: 0 


FIX I/O Driver e 1100 
/ B/O TYPS0 


Test: 0 


SX2/R-T Expanded SCADA Pkg. 
/ ByO 1750 : 


Service Code: W 


Y= Charge Type 


License Type B=Basic 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Available: 3/06/90 
Available: 3/06/90 
Available: 3/06/90 
Available: 3/06/90 
: PC Ic DOS 
Available: 3/06/90 
Pc Ic DOS 
Available: 3/06/90 
Pc Ic DOS 
Available: 3/06/90 
Pc Ic DOS 
Available: 3/06/90 
PC IC DOS 
Available: 3/06/90 
Pc IC DOS 
Available: 3/06/90 
M=Multiple 
tnitial, =Annual, P=Primary 


5-375 


5758-921 
(cont d) 


5758-021 


5758-022 


5758-023 BAT2/Batch Control Runtime 
B/O 1400 


5758-024 SPC2/Statistical Pro Ctrl RT 
: B/O 520 


aiae ree 
5758-026 
5758-027 
5758-028 
5758-029 


5758-030 


Service Code: W 


Test: 6 


ACE2/R-T Appl Ctrl Engine 
/ BvD 2750 . 


Service Code: W 


Test: 0 


CON2/Continuous Control R-T 
B/O 800 . 


Service Code: W 


Service Code: W 


Service Code: W 


Test: 0 


Test: 0 


Test: 0 


PXL2/Pixel Graphics Runtime 
~ B/O 400 


Service Code: W 


HTR2/Historical Trending R-T 
B/O  — +400 


Service Code: W 


Test: 0 


Test: 0 


FFR2/FF Rep Gen and Schdir 
.  B/0 400 


Service Code: W 


Test: 0 


SHL2/Multitasking Shell R-T 
B/O 120 


Service Code: W 


Test: 0 


RCP2/Recine Package Runtine 


Service Code: W 


Service Code: W 


Test: 0 


GBX2/IBM 7552 Support R-T 
B/O 00 


Test: 0 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


Acronym: 


Environment: PC IC DOS 


5-376 


Available 


Available 


Available 


Available 


Available 


Available 


Available 


Available: 


Available 


Available 


: 3/06/90 


> 3/06/90 


: 3/06/90 


: 3/06/90 


: 3/06/90 


: 3/06/90 


: 3/06/90 


3/06/90 


: 3/06/90 


: 3/06/90 














5758-031 FIX I/O Drvr Type 640 R-T Acronym: Available: 3/06/90 
B/O 640 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-032 FIX I/O Drvr Type 880 R-T Acronym: Available: 3/06/90 
B/O 880 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-033 MDA/C Database Access Acronym: Available: 3/06/90 
B/O 400 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-034 ITX/Adv. I/O Driver Toolkit Acronym: Available: 3/06/90 
B/O 2000 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-035 100-010/BASIC Node (DOS) Acronym: Available: 3/06/90 
B/O 2950 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-036 600-010/BASIC Node (0S/2) Acronym: Available: 3/06/90 
B/O 3250 
Service Code: W Test: 0 Environment: PC IC OS/2 
5758-037 100-020/SCADA Node (DOS) Acronym: Available: 3/06/90 
B/O 3950 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-038 600-020/SCADA Node (0S/2) Acronym: Available: 3/06/90 
B/O 4500 
Service Code: W Test: 0 Environment: PC IC OS/2 
5758-039 100-030/Data Con. Node (DOS) Acronym: Available: 3/06/90 
B/O 4500 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-040 200-010/Char. Brees. (008) Acronym: Available: 3/06/90 
B/O 75 
Service Code: W Test: 0 Environment: PC IC DOS 
Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
= Charge Type 0=One Time, M=Monthly, 1={nitial, =Annual, P=Primary 


5-377 











5758-041 700-010/Char. Graph 08/2) Acronym: Available: 3/06/90 
. : B/O = 375 sb 
Service Code: W Test: 0 Environment: PC IC 0S/2 
5758-042 200-020/Pixel Graph. (DOS) Acronym: Available: 3/06/90 
B/O 00 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-043 700-020/Pixel Graph: (OS/2) Acronym: Available: 3/06/90 
B/O 00 
Service Code: W Test: 0 Environment: PC IC 0S/2 
5758-044 200-030/Hist. Trend (DOS) - Acronym: Available: 3/06/90 
B/O 1000 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-045 700-030/Hist. Trend (0S/2) Acronym: Available: 3/06/90 
B/O 1000 
. Service Code: W Test: 0 Environment: PC IC OS/2 
5758-046 200-090/Report Gen. (DOS) Acronym: Available: 3/06/90 
B/O 600 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-047 700-090/Report Gen. (OS/2) Acronym: Available: 3/06/90 
B/O 600 | 
Service Code: W Test: 0 Environment: PC IC 0S/2 
5758-048 ROO“ FOOTE FOS: Sched. (DOS) Acronym: Available: 3/06/90 
B/ 300 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-049 ZOO EOL Rear Sched. (0S/2) Acronym: Available: 3/06/90 
B/ 300 
Service Code: W Test: 0 Environment: PC IC 0S/2 
5758-050 aia aa a sat aa (DOS) Acronym: Available: 3/06/90 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-051 700-140/Recipe Handler(0S/2) Acronym: | Available: 3/06/90 


5-378 


5758-052 


5758-053 


5758-054 


5758-055 


5758-056 


5758-061 


5758-062 


5758-063 


5758-064 


5758-068 


(cont'd) 


Charges:X/Y where a License Type 


B/O 500 
Service Code: W Test: 0 
200-050/Control Blocks (DOS) 
B/O 1250 


Service Code: W Test: 0 
700-050/Control Blocks(0S/2) 
B/O 1250 


Service Code: W Test: 0 
200-060/Batch Blocks (DOS) 
B/O 750 


Service Code: W 


Central/VM 
B/O 15000 


Service Code: W 


Central/MVS 
B/O 15000 


Service Code: W Test: 0 


X.400 Gab evay lees) 10 
B/O 30000 


Service Code: W Test: 0 


X.400 Gerevaycnoce. 20 
B/O 55000 


Test: 0 


Test: 0 


Test: 0 


Service Code: W 


SMTP at 
30000 
Service Code: W Test: 0 


SMTP Gate VS 1000 


Service Code: W Test: 0 
MAILbridge Server/MCI 
B/O 10000 


Charge Type 


B=Basic 
0=One rine. 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


PC IC 


PC IC 


PC IC 


PC IC 


$/370 


$/370 


$/370 


08/2 


Available: 


DOS 


Available: 


0S/2 


Available: 


DOS 


Available: 


PS/2 


Available: 


PS/2 


' Available: 


PS/2 


Available: 


Environment: 8/370 PS/2 


Acronym: 


Available: 


Environment: 8/370 PS/2 


‘Acronym: 


Available: 


Environment: 8/370 PS/2 


Acronym: 


=DSLO, S=Single, M=Multiple 
M=Monthly, l=initial, 


§-379 


Available: 


=Annual, 


“3/06/90 


3/06/90 


3/06/90 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


12/19/89 


P=Primary 


5758-974 
(cont d) 


5758-074 
5758-075 
5758-076 
5758-169 
5758-170 
5758-171 
5758-172 
5758-173 
5758-174 


5758-175 


Service Code: W Test: 0 


‘Directory Services/Central 
B/O 30000 


Service Code: W Test: 0 


“Directory Services/DEC 
B/O 


15000 


Service Code: W Test: 0 


Directory Services/Wang OFF. 
B/O - 15000 


Service Code: W Test: 0 


000 
Test: 0 


Base Order Batry (OC) 
B/O 2 


Service Code: W 


Accounts Receivable (0C) 
B/O 1500 


Service Code: W Test: 0 


Accounts Pavacte (OC) 
B/ 1500 


Service Code: W Test: 0 


General Begece (OC) 
B/O 3000 


Service Code: W Test: 0 
Payroll (OC 

7 B00 2500 
Service Code: W Test: 0 


Scheduling (0C) 
RG? 5500 
Service Code: W Test: 0 


uality Ctrl Reporting (OC 
Q J B/O P3500 . ) 


Service Code: W Test: 0 


Environment: 


Acronym: . 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


S/370 


S/370 


$/370 


S/370 


AS400 


AS400 


AS400 


AS400 


AS400 


AS400 


AS400 


5-380 


PS/2 
Available: 12/19/89 
PS/2 
~ Available: 12/19/89 
PS/2 
Available: 12/19/89 
PS/2 
Available: 1/23/90 
5363 PS/2 
Available: 1/23/90 
5363 PS/2 
Available: 1/23/90 
5363 PS/2 
Available: 1/23/90 
5363 PS/2 
Available: 1/23/90 
5363 PS/2 
Available: 1/23/90 
5363 PS/2 
Available: 1/23/90 
5363 PS/2 


5758-176 


5758-177 


5758-178 


5758-179 


5758-180 


5758-181 


5758-182 


5758-183 


5758-184 


5758-185 


Charges 


Quoting Os 5880 Acronym: 
Service Code: W Test: 0 Environment: 
Mold poate 600 a6 Acronym: 
Service Code: W Test: 0 Environment: 
Molders Office+ Bundled (OC) Acronym: 
B/O 29900 
Service Code: W Test: 0 Environment: 
Job Costing Base Module (OC) Acronym: 
B70 7500 
Service Code: W Test: 0 Environment: 
Accounts Receivable (OC) Acronym: 
B/O 1500 
Service Code: W Test: 0 Environment: 
Accounts yams Acronym: 
Service Code: W Test: 0 Environment: 
Payroll Ore Deb Acronym: 
Service Code: W Test: 0 Environment : 
General Vise SOE A6 Acronym: 
Service Code: W Test: 0 Environment: 
Mold Builders Off+ Bund. (OC) Acronym: 
B/O 12500 
Service Code: W Test: 0 Environment: 
Molders Shop Automation Acronym: 
B/ 19900 
Test: 0 Environment: 


Service Code: W 


:X/Y where X= 


i) 


Charge Type 


License Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


reba 
AS400 
AS400 
AS400 
AS400 
AS400 
AS400 
AS400 
AS400 


AS400 


' Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


M=Multiple 
=Annual, P=Primary 


{nitial, 


5-381 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


5758-186 


5758-187 


5758-188 


5758-189 


5758-190 


5758-191 


5758-192 


5758-193 


5758-194 


5758-195 


5758-196 


Molders SPC 
B/O 28800 


Service Code: W Test: 0 


Upgrade from M.S.A. to M.SPC 
B/O 8900 


Service Code: W Test: 0 


Base Order Entry (SC) 
B/O 5000 


Service Code: W Test: 0 


Accounts Receivable (SC) 
B/O 2000 


Service Code: W Test: 0 
Accounts Payable (SC) 

B/O 2000 
Service Code: W Test: 0 


General Ledger (SC) 
B/ 3500 
Service Code: W Test: 0 


Payroll (SC 
* B70 3000 
Service Code: W Test: 0 


Scheduling (SC) 
/O 10500 
Service Code: W Test: 0 


uality Ctrl Reporting (SC) 
: a B/O P6000 . 


Service Code: W Test: 0 
Quoting (SC 

. B70 5000 
Service Code: W Test: 0 


Mold History (SC) 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Available: 


AS400 5363 PS/2 
Available: 


AS400 5363 PS/2 


Available: 


AS400 5363 PS/2 
Available: 


AS400 5363 PS/2 
Available: 


AS400 5363 PS/2 
Available: 


AS400 5363 PS/2 
Available: 


AS400 5363 PS/2 
Available: 


AS400 5363 PS/2 


Available: 


AS400 5363 PS/2 
Available: 


AS400 5363 PS/2 
Available: 


5-382 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


5758-197 


5758-198 


5758-199 


5758-200 


5758-201 


5758-202 


5758-203 


5758-207 


5758-208 


5758-209 


(cont'd) 


Charges:X/Y where X= License Type 


B/O 7500 
Service Code: W Test: 0 
Molders Office+ Bundled (SC) 
B/O 59900 


Service Code: W Test: 0 


Job Costing Base Module (SC) 
B70 17000 


Service Code: W Test: 0 


Accounts Receivable (SC) 
B/O 2000 


Service Code: W Test: 0 
Accounts Eayenie (SC) 

B/ 2000 
Service Code: W 


Payroll (SC 
B/ 3500 


Service Code: W 


Test: 0 


Test: 0 
General Ledger (SC 
B/O 5600 


Service Code: W Test: 0 
Mold Builders Off+ Bund. (SC) 
B/O 25000 


Service Code: W Test: 0 
700-055/Batch Blocks (0S/2) 
B/O 750 


Service Code: W Test: 0 
200-070/SPC Blocks (DOS) 
B/O 1000 


Service Code: W Test: 0 
700-070/SPC Blocks (0S/2) 
B/O 1000 


Y= Charge Type 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


AS400 
AS400 
AS400 
AS400 
AS400 
AS400 
AS400 
AS400 
PC IC 


Pc IC 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


5363 PS/2 


Available: 


OS/2 


Available: 


DOS 


Available: 


M=Multiple 
=Annual, P=Primary 


{nitial, 
5-383 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


1/23/90 


3/06/90 


3/06/90 


3/06/90 


5758-210 
(cont d) Service Code: W Test: 0 











5758-333 Run-Time Foundation S/W DOS 
) 7 B/O 1050 — 


Service Code: W Test: 0 





Environment: PC IC 0S/2. 


Environment: PS/2 IC PC DOS 


5-384 


5758-210 200-080/Mult ARTIC Supp(DOS) Acronym: Available: 3/06/90 
B/O 1000 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-211 200-110/C DataBase Acc. (DOS) Acronym: Available: 3/06/90 
: B/O 800 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-212 To0=s 10/0 Database £e2(08/2) Acronym: Available: 3/06/90 
Service Code: W Test: 0 Environment: PC IC OS/2 
5758-213 300-410/FIX DMACS I/O Dri.Tk Acronym: — Available: 3/06/90 
B/O 2000 
Service Code: W Test: 0 Environment: PC IC DOS 0S/2 
5758-214 400-010/FIX 2.3 Bridge Acronym: Available: 3/06/90 
B/O 1000 
Service Code: W Test: 0 Environment: PC IC DOS OS/2 
5758-215 FIX DMACS ig Dri 1500 DOS Acronym: Available: 3/06/90 
ar B/ 1500 
Service Code: W Test: 0 Environment: PC IC DOS 
5758-216 FIX DMACS 1/0 2000 DOS OS/2 Acronym: Available: 3/06/90 
B/ 2000 
Service Code: W Test: 0 Environment: PC IC DOS 0S/2 
5758-331 DEV/Run-Time Found. S/W DOS ‘Acronym: _ Available: 3/20/90 
B/O 3100 
Service Code: W Test: 0 Environment: PS/2 IC PC DOS 
5758-332 DEV/Run-Time Found. S/W 0S2 Acronym: Available: 3/20/90 
; B/O ~=+=3875 
Service Code: W Test: 0 Environment: PS/2 IC PC 0S/2 
Acronym: Available: 3/20/90 


5758-334 


5758-335 


5758-336 


5758-337 


5758-338 


5758-339 


5758-340 


5758-341 


5758-342 


5758-343 


Charges:X/Y where = License Type 


Run-Time Foundation S/W O0S2 
B/O 1325 


Service Code: W Test: 0 
Int. & Event Timer R-T DOS 
B/O 260 


Test: 0 
Int. & Event Timer R-T 0S2 
B/O 325 


Service Code: W 


Service Code: W Test: 0 


a a he Func. R-T DOS 
B/ 260 


Service Code: W Test: 0 
Int .Math&Logic Func. R-T OS2 
B/B 325 


Service Code: W Test: 0 


Alarm Super./Logger R-T DOS 
P5/0 38565 


Service Code: W Test: 0 


Alarm Super./Logger R-T 082 
PEt ol BET 50 


Service Code: W Test: 0 


Report Gen./Logger R-T DOS 
B/O si 260 


Service Code: W Test: 0 


Report Gen. /Logger R-T 0S2 
sf B/O a 325 


Service Code: W Test: 0 
Data Log.&Stor.Hand. R-T DOS 
B/O 260 


Service Code: W Test: 0 


= Charge Type 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


=Basic, D=DSLO, S=Single 
0=One Time, M=Monthly, I= 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


Ic 


IC 


Ic 


Ic 


IC 


Ic 


IC 


Ic 


IC 


IC 


Available: 


PC OS/2 


Available: 


PC DOS 


Available: 


PC 0S/2 


Available: 


PC DOS 


Available: 


PC 08/2 


Available: 


PC DOS 


Available: 


PC 08/2 


Available: 


PC DOS 


Available: 


PC 08/2 


Available: 


PC DOS 


M=Multiple 
tnitial, 


5-385 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


=Annual, P=Primary 


5758-344 
5758-345 
5758-346 
5758-347 
5758-348 
5758-349 
5758-350 
5758-351 


5758-352 


5758-353 


5758-354 


eo 


Data Log.&Stor.Hand. R-T 0S2 
B/O 325 


Service Code: W Test: 0 


File meneece R-T DOS 
/0 260 
Service Code: W Test: 0 


File penaees R-T 0OS2 
/0 325 


Service Code: W Test: 0 
Comp. Math&Logic DEV/R-T DOS 
B/O 725 


Service Code: W Test: 0 


Comp. Math & Logic R-T DOS 
B/O 470 


Service Code: W Test: 0 
Int., aiar mm al DOS 
Service Code: W Test: 0 
Int., Dyn. Pixel CGS R-T DOS 
B/O 1000 — 
Service Code: W Test: 0 


Int., Dyn. Pixel DEV/R-T 0S2 
2m R/O «2565 


Service Code: W Test: 0 
Int., Dyn. Pixel CGS R-T OS2 
B/O 1250 


Service Code: W Test: 0 


Touch Screen I/F DEV/R-T DOS 
B/O 625 


Service Code: W Test: 0 


Dyn. R-T & Hist. DEV/R-T DOS 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym:: 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


Ic 


IC 


Ic 


IC 


IC 


Ic 


Available: 


PC OS/2 
Available: 


PC DOS 
Available: 


PC OS/2 
Available: 


PC DOS 
Available: 


PC DOS 
Available: 


PC DOS 
Available: 


Environment: PS/2 IC PC DOS 


Acronym: 


Available: 


Environment: PS/2 IC PC OS/2 


Acronym: 


Available: 


Environment: PS/2 IC PC OS/2 


Acronym: 


Available: 


Environment: PS/2 IC PC DOS 


Acronym: 


5-386 


Available: 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


5758-355 


5758-356 


5758-357 


5758-358 


5758-359 


5758-360 


5758-361 


5758-362 


5758-363 


5758-364 
(cont'd) 


Charges 


B/O 


Service Code: 


1050 


W Test: 


Dyn.R-T & Hist.Trend R-T 
B/O 575 


Service Code: 


W Test: 


Dyn. R-T & Hist. DEV/R-T 
a B/O 1308! 


Service Code: 


W Test: 


Dyn.R-T & Hist.Trend R-T 
B/O 725 


Service Code: 


Batch Recipe 
B/O 


Service Code: 


Batch Recipe 
B/O 


Service Code: 


Batch Recipe 
B/O 


Service Code: 


Batch Recipe 
B/O 


Service Code: 
Online Relat. 
B/O 


Service Code: 


W Test: 


Fun .DEV/R-T 
415 


W Test: 


DOS 


O0S2 


0S2 


0 
DOS 


0 


Func. R-T DOS 
260 


W Test: 


Fun. DEV/R-T 
525 


W Test: 


0 
082 


0 


Func. R-T 082 
325 


W Test: 


DB DEV/R-T 
1500 


W Test: 


0 
DOS 


0 


Online Relational DB R-T DOS 
B/O 1250 


Service Code: 


Online Relat. 
B/O 


:X/Y where X= 


W Test: 


DB DEV/R-T 
1875 


License Type 
Charge Type 


0 
0S2 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2 


PS/2: 


IC 


IC 


Ic 


Ic 


IC 


IC 


Ic 


IC 


Ic 


Ic 


PC DOS 


Available: 


PC DOS 


Available: 


PC 0S/2 


Available: 


PC 0S/2 


Available: 


PC DOS 


Available: 


PC DOS 


Available: 


PC OS/2 


Available: 


PC OS/2 


Available: 


PC DOS 


Available: 


PC DOS 


Available: 


M=Multiple 
tnitial, 


5-387 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


=Annual, P=Primary 


5758-365 
(cont d) 


5758-365 
5758-366 
5758-367 
5758-368 
5758-369 
5758-370 
5758-371 
5758-372 
5758-373 


5758-374 





Service Code: W Test: 0 


Online Relational DB R-T O82 
B/O 1575 


Service Code: W Test: 0 


Stat. Pro. Ctrl. DEV/R-T DOS 
B/O 2000 


Service Code: W Test: 0 


Stat. Process Ctrl. R-T DOS 
B/O 1750 


Service Code: W Test: 0 
R-T I/F to Lotus DEV/R-T DOS 
B/O 750 


Service Code: W Test: 0 
LAN S/W InterfaceDEV/R-T DOS 
B/O 1000 
Service Code: W Test: 0 
LAN S/W Interface R-T DOS 
B/O 750 on 
Service Code: W Test: 0 


LAN S/W InterfaceDEV/R-T OS2 
B/O 1250 


Service Code: W Test: 0 
LAN S/W Interface R-T 0S2 
B/O 935 


Service Code: W Test: 0 
I-F to IBM D.A.E.DEV/R-T O0S2 
B/O 1950 


Service Code: W Test: 0 
I-F to IBM Dist.A.E. R-T OS2 
~  B/O 800 


Service Code: W Test: 0 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


PS/2 IC PC OS/2 


Available: 


PS/2 IC PC 0S/2 


Available: 


PS/2 IC PC DOS 


Available: 


PS/2 IC PC DOS 


Available: 


PS/2 IC PC DOS 


Available: 


Environment: PS/2 IC PC DOS 


Acronym: 


Available: 


Environment: PS/2 IC PC DOS 


Acronym: 


Available: 


Environment: PS/2 IC PC 0S/2 


Acronym: 


Available: 


Environment: PS/2 IC PC O0S/2 


Acronym: 


Available: 


Environment: PS/2 IC PC 0S/2 


Acronym: 


Available: 


Environment: PS/2 IC PC OS/2 


5-388 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


5758-375 PLC I-F Drivers DEV/R-T DOS 
B/O 1500 


5758-376 


5758-377 


5758-378 


5758-379 


5758-380 


5758-381 


5758-382 


5758-383 


5758-384 


Charges:X/Y where X= 


Service Code: W 


Test: 


0 


PLC 1-F Drivers DEV/R-T 0S2 
B/O 187 


Service Code: W 


Test: 


1000 


Dev. Drvrs. COMM DEV/R-T 
B/O 


Service Code: W 


Test: 


Dev. Drvrs. COMM DEV/R-T 
B/O 1250 


Service Code: W 
Sup.SW ARTIC/RIC 
B/O 


Service Code: W 


Sup.SW ARTIC/RIC 
B/O 


Service Code: W 
Sup.SW ARTIC Co. 
B/O 


Service Code: W 


Sup.SW ARTIC Co. 
B/O 


Service Code: W 


Dev. Drvrs ARTIC 
B/O 


Service Code: W 


Dev. Drvrs ARTIC 
B/O 


Service Code: W 


Test: 


DEV/R-T 
250 


Test: 


DEV/R-T 
350 


Test: 


DEV/R-T 
750 


Test: 


DEV/R-T 
950 


Test: 


DEV/R-T 
500 


Test: 


DEV/R-T 
625 


Test: 


License Type 


Y= Charge Type 


0 
DOS 


O0S2 


DOS 


OS2 


DOS 


O0S2 


DOS 


OS2 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Acronym: 


Available: 


Environment: PS/2 IC PC DOS 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


PS/2 IC 


PS/2 IC 


PS/2 IC 


PS/2 IC 


PS/2 IC 


PS/2 IC 


PS/2 IC 


PS/2 IC 


PS/2 IC 


Available: 


PC 0S/2 
Available: 


PC DOS 
Available: 


PC 0S/2 
Available: 


PC DOS 
Available: 


PC 0S/2 
Available: 


Pe€ DOS 
Available: 


PC 0S/2 
Available: 


PC DOS 
Available: 


PC O0S/2 


M=Multiple 
=Annual, P=Primary 


tnitial, 


5-389 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


5758-385 


5758-386 


5758-387 


5758-388 


5758-389 


5758-390 


5758-391 


5758-392 


5758-393 


5758-394 


5758-395 


R-T DB Debugger DEV/R-T DOS 
B/ 250 


Service Code: W Test: 0 


R-T DB penussee DEV/R-T OS2 
B/ 300 


Service Code: W Test: 0 
Prog. Access Kit DEV/R-T DOS 
B/O 1000 


Service Code: W Test: 0 
Prog. Access Kit DEV/R-T 0S2 
B/O 1250 
Service Code: W Test: 0 
41-DESQview Appl. Mgr. -3.50 

: B/O - 208 


Service Code: W Test: 0 
41-DESQview Appl. Mgr.-5.25 
3 B/O re 208 


Service Code: W Test: 0 


udck.Exp.Mem.Mgr.PS/2-50/60 
: P3/0 . 100 


Service Code: W Test: 0 


Quarterdeck QEMM-386-3.50 
B/O 100 


Service Code: W Test: 0 
Quarterdeck QEMM-386-5.25 
B/O 100 


Service Code: W Test: 0 
Quarterdeck DESQview386-3.50 
B/O 300 


Service Code: W Test: 0 


Quarterdeck DESQview386-5.25 


Acronym: 


Available: 


Environment: PS/2 IC PC DOS 


._ Acronym: 


Available: 


Environment: PS/2 IC PC OS/2 


Acronym: 


Available: 


Environment: PS/2 IC PC DOS 


Acronym: 


Available: 


Environment: PS/2 IC PC OS/2 


Acronym: 


Available: 


Environment: PS/2 IC PC DOS OS/2 


Acronym: 


Available: 


Environment: PS/2 IC PC DOS OS/2 


Acronym: 


Available: 


Environment: PS/2 IC PC DOS 0S/2 


Acronym: 


Available: 


Environment: PS/2 IC PC DOS OS/2 


Acronym: 


Available: 


Environment: PS/2 IC PC DOS 0S/2 
Available: 3/20/90 


Acronym: 


Environment: PS/2 IC PC DOS OS/2 


Acronym: 


5-390 


Available 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


: 3/20/90 


5758-396 


5758-397 


5758-398 


5758-399 


5758-400 


5758-401 


5758-402 


5758-403 


5758-404 


5758-405 
(cont 'd) 


Charges 


:X/Y where ae 


B/O 300 
Service Code: W Test: 0 


Qutrdk aaa API PD-3.50 
B/O 250 


Test: 0 
Qurtrdk DESQview API PD-5.25 
B/O 250 


Service Code: W 


Service Code: W Test: 0 
Qurtrdk DESQview API TK-3.50 
B/O 550 


Service Code: W Test: 0 


Qurtrdk DESQview API TK-5.25 
B/O 550 


Service Code: W Test: 0 


Forms Xpress/36(Development) 
P B/O 3000 r 


Service Code: W Test: 0 


RT Forms Xpress/36 1-10 
B/O 2000 


Service Code: W Test: 0 


RT for Forms Xpress/36 11-25 
B/O 1750 


Service Code: W Test: 0 
RT Forms Xpress/36 26-100 
B/O 1500 


Service Code: W Test: 0 


RT Forms Xpress/36 100 plus 
B/O 1000 


Service Code: W Test: 0 
Forms Xpress/400 B10-B20 Dev 
B/O 3000 


Charge Type 


License Type B=Basic 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Initial, 
5-391 


PS/2 Ic PC DOS OS/2 
Available: 


PS/2 IC PC DOS OS/2 
Available: 


PS/2 IC PC DOS OS/2 
Available: 


PS/2 IC PC DOS OS/2 
Available: 


PS/2 IC PC DOS OS/2 
Available: 


S/36 AS400 SSP 0S400 
Available: 


$/36 AS400 SSP 0S400 
Available: 


$/36 AS400 SSP 0S400 
Available: 


S/36 AS400 SSP 0S400 


Available: 


$/36 AS400 SSP 0S400 
Available: 


M=Multiple 


3/20/90 


3/20/90 


3/20/90 


3/20/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


=Annual, P=Primary 


5758-406 
(contd) 


5758-406 


5758-407 


5758-408 


5758-409 


5758-410 


5758-411 


5759-001 


5759-002 


5759-010 


5759-012 


Service Code: W Test: 0 


Forms Xpress/400 B30-B45 Dev 
B/O 4500 


Service Code: W Test: 0 
Forms Xpress/400 B50-B70 Dev 
B/O 6500 


Service Code: W Test: 0 
RT Forms Xpress/400 1-10 
B/O 2000 


Service Code: W Test: 0 
RT Forms Xpress/400 11-25 
B/O 1750 


Service Code: W Test: 0 


RT Forms Xpress/400 26-100 
B/O 1500 


Service Code: W Test: 0 
RT Forms Xpress/400 100 plus 
B/O 1000 


Service Code: W Test: 0 


Office Series - SolutionPac S/36 V2 


Prices Vary 
Service Code: M 


SolutionPac Office Series V2 
Prices Vary 


Service Code: K 


SolutionPac VSE/MVS Migration Assistant 


Prices Vary 


Service Code: M 


SolutionPac Database Application Develp 


Prices Vary 


Service Code: M 


Test: 0 License: 


Test: O License: 


Test: O License: §S 


Test: O License: 


Environment: S/36 AS400 SSP 0S400 


Acronym: Available: 


Environment: S/36 AS400 SSP 0S400 


Acronym: Available: 


Environment: S/36 AS400 SSP O0S400 


Acronym: Available: 


Environment: S/36 AS400 SSP 08400 


Acronym: Available: 


Environment: 8/36 AS400 SSP 0S400 


Acronym: Available: 


Environment: 8/36 AS400 SSP O0S400 


Acronym: Available: 


Environment: S/36 AS400 SSP 0S400 
Acronym: 


Environment: $/36 5363 
Acronym: VM/IS Available: 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


3/06/90 


Available: 10/30/87 


6/17/88 


Environment: VM/370 Grad Chg 


Acronym: 


Environment: VSE,MVS-MS 


Acronym: 


Available: 11/30/87 


Available: 10/31/87 


Environment: MVS,VM,VSE,Grad Chg 


S392 


5759-025 


5759-026 


5760-AS1 


5760-CB1 


5760-LB1 


5760-LM2 


5760-PLi 


5760-XR1 


5767-038 


5770-SA1 
(cont'd) 


Charges:X/Y where = 


+SolutionPac NetView for VSE 
SolutionPac NetView for VM 
Prices Vary 

Service Code: M Test: O License: § 


Automated Console Operations 
Prices Vary 
Service Code: M Test: 2 License: § 


-DPPX Assembler 
B/O 2535 


Test: 1 


B/M 


License: § 


96 
Service Code: K 


-DPPX COBOL Compiler 
B/O 4630 B/M 


Service Code: K Test: 1 
-DPPX COBOL Runtime Library 
B/O 826 


185 


License: § 


B/M 30 


Service Code: K Test: 1 License: § 
~DPPX PL/I papas) . 
B/O 2075 B/M 81 
Service Code: K Test: 1 License: § 
-DPPX PL/I Compiler 
B/O 11350 


Test: 


B/M 450 

Service Code: K 1 License: § 

-DPPX Distributed Presentation Service Vl 
B/O 1650 B/M 60 


DPPX Interactive Map Definition Feature 
B/O 396 B/M 157 


Service Code: K Test: 1 License: § 


Application Sys. Project Man. Costin 
1 B/O is000- 


Service Code: M Test: 2 License: § 


Store System Installation Aids 
No Charge 


License Type 
Charge Type 


Acronym: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 
b/d 


Pubs: 


edi ya 


Pubs: 


sis se 


Pubs: 
eT 
D/ 


Pubs: 
gay ha 
D/ 


Pubs: 
Acronym: 

b/d 
Acronym: 

b/d 


Pubs: 


Acronym: 


Z120-2465 
ACO 


SC30-3474 


2150 
GC27-0411 


3930 
GC26-3914 


701 
GC26-3914 


1765 
GH19-6081 


9645 
GH19-6081 


1400 
3370 


Available: 
Available: 


Environment: 


Available: 


Environment: 


3/31/89 
ECE 


VM 


12/30/88 


MVS/XA,MVS/ESA 


Available: 10/30/79 
D/M 81 


Environment: 


Available: 
D/M 157 


Environment: 


Available: 
D/M 2 


Environment: 


Available: 
D/M 7 


Environment: 


Available: 
D/M 382 


Environment: 


DPPX 
4/30/80 


DPPX 
4/30/80 


DPPX 
3/19/82 


DPPX 
3/19/82 


DPPX 


Available: 10/30/79 
/M 51 


Available: 
D/M 133 


GC33-0090 Environment: DPPX 


ASPMC 


Available: 


7/22/88 


Pubs: SH45-5018 Environment: AS,MVS 
Available: 11/30/80 


Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


PSS 


M=Multi 
tnitial, 


5-393 


pee 
=Annual, P=Primary 


5770-SA1 
(cont d) 


5770-SA2 


5771-AAA 
5771-AAB 
5771-AAC 
5771-AAD 
5771-AAE 
5771-AAF 
5771-AAG 
5771-AAH 


5771-AAJ 


Service Code: B Test: 0 License: 


Store System Installation Aids 
No Charge 
Service Code: B Test: 0 License: 


G250 ITC Avant Garde Gothic tm 
B/O 705. 


Service Code: E Test: 1 License: 


4250 Monotype Baskerville tm 
By 705 


Service Code: E 


4250 Honor ype Bodoni tm 
B/ 705 


Service Code: E Test: 1 License: 


4250 Candida tm 
B/O 882 


Service Code: E Test: 1 License: 


4250 Monotype Century tm 
ByD 705> 


Service Code: E Test: 1 License: 


4250 MOBO EY pS Century Schoolbook tm 
B/ 705 


Service Code: E Test: 1 License: 


4250 Excelsior tm 
B/O 529 
Service Code: E _ Test: 1 License: 


4250 Futura tm 
- B/O 1055 
Service Code: E Test: 1 License: 


4250 Monotype Garamond tm 
B/D 705 


Test: 1 License: 


5 


S 


I 


I 


I 


I 


Environment: DOS/VS,DOS/VSE 
Acronym: 


PSS 


Available: 10/30/80 


Environment: OS/VS 


Acronym: 


Typefont 


Available: 


3/31/84 


Pubs: G520-0004 Environment: CDPF (5668-997) 


Acronym: 


Typefont 


Available: 


3/31/84 


Pubs: G520-0004 Environment: CDPF (5668-997) 


Acronym: 


Pubs: 


Acronym 


Pubs: 


Acronym 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Typefont 


G520-0004 
Typefont 


G520-0004 
Typefont 


G520-0004 
Typefont 


G520-0004 
Typefont 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


3/31/84 


CDPF (5668-997) 
3731/85 


CDPF (5668-997) 
3/31/85 


CDPF (5668-997) 
3/31/84 


CDPF (5668-997) 
3/31/84 


Pubs: G520-0004 Environment: CDPF (5668-997) 


Acronym: 


Typefont 


Available: 


3/31/84 


Pubs: G520-0004 Environment: CDPF (5668-997) 


Acronym: 


Typefont 


5-394 


Available: 


3/31/84 


Service Code: E Test: 1 License: 


5771-AAK 4250 Helvetica tm 
B/O 1055 


Service Code: E Test: 1 License: 


5771-AAL 4250 Optima tm 
B/O 705 


Service Code: E Test: 1 License: 


5771-AAN 4250 Palatino tm 
B/O 705 


Service Code: E Test: 1 License: 


5771-AAP 4250 Monotype Rockwell tm 
B/ 705 


Service Code: E Test: 1 License: 


5771-AAQ 4250 ITC Souvenir tm 
B/O 705 


Service Code: E Test: 1 License: 


5771-AAR 4250 BORE YES Times New Roman tm 
B/ 705 


Service Code: E Test: 1 License: 
5771-AAT 4250 Univers tm 
B/O 1405 
Service Code: E Test: 1 License: 


5771-AAW 4250 Typewriter and Pi tm 
B/O 882 


Service Code: E Test: 1 License: 


5771-ABA +Sonoran Serif (Source or Object) 
B/O 1000 


Service Code: E 
5771-ABB +Sonoran Sans 
B/O 


Test: 2 License: 


Serif Source or Object 
1000 


Service Code: E Test: 2 License: 


License Type 


Charges:X/Y where X= 
Y= Charge Type 


i 


I 


I 


I 


I 


I 


I 


S) 


Pubs: 
Acronym: 


Pubs: G520-0004 Environment: CDPF (5668-997) 


Acronym: 


Pubs: G520-0004 Environment: CDPF (5668-997) 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 


=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=tnitial, 


G520-0004 Environment: CDPF 


Typefont 


Typefont 


Typefont 


G520-0004 
Typefont 


G520-0004 
Typefont 


6520-0004 
Typefont 


G520-0004 
Typefont 


G520-0004 
Typefont 


G520-0004 Environment: CDPF (5668-997) 
G544-3088 Environment: PSF+3800/20/3812 


G544-3088 Environment: PSF+3800/20/3812 


Available: 


Available: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Enviranment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Available: 


3/31/84 


3/31/84 


3/31/84 


CDPF (5668-997) 


3/31/84 


CDPF (5668-997) 


3/31/84 


CDPF (5668-997) 


3/31/84 


CDPF (5668-997) 


3731/84 


CDPF (5668-997) 


3/31/84 


8/08/89 


Available: 10/06/89 


M=Multiple 
=Annual, P=Primary 


5-395 


5771-ABC +Pi and Spacga's pa teounce or Object) Acronym: Available: 8/08/89 














Service Code: E Test: 2 License: I Pubs: 6544-3088 Environment: PSF+3800/20/3812 
5771-ACA Univers Condensed tm Acronym: Available: 5/24/85 
B/O 705 
Service Code: E Test: 1 License: S Pubs: G520-0004 Environment: CDPF 
5771-ACB Helvetica Condensed and Expanded tm Acronym: Available: 5/24/85 
B/O 1230 | . 
Service Code: E Test: Il License: S Pubs: G520-0004 Environment: CDPF 
5771-ACC ITC Souvenir tm Version 2 Acronym: Available: 5/24/85 
B/O 1055 
Service Code: E Test: 1 License: § Pubs: G520-0004 Environment: CDPF 
5771-ACD ITC Korinna tm - Acronym: Available: 5/24/85 
B/O 1405 
Service Code: E Test: 1 License: § Pubs: G520-0004 Environment: CDPF 
5771-ACF Helverice a = Pansuane Extentions Acronym: Available: 5/24/85 
Service Code: E . Test: 1 License: § Pubs: G520-0004 Environment: CDPF 
5771-ACG Monotype B96 3505 Language Extensions Acronym: Available: 5/24/85 
Service Code: E Test: 1 License: Ss Pubs: G520-0004 Environment: CDPF 
5771-ACH Monotype Bang SR Language Extensions Acronym: Available: 5/24/85 
Service Code: E Test: 1 License: Ss Pubs: G520-0004 Environment: CDPF 
5771-ACJ Monotype Noo aoe N Roman Acronym: Available: 5/24/85 
Service Code: E Test: 1 License: § Pubs: G520-0004 Environment: CDPF 
5771-ACK Monotype Ho eso Helvetica tm Acronym: Available: 5/24/85 
Service Code: E Test: 1 License: 5S Pubs: G520-0004 Environment: CDPF 
5771-ACL “Oron tm and Univers (R) Acronym: Available: 5/24/85 


5-396 


5771-ACN 


5771-ACP 


5771-ACQ 


5771-ACR 


5771-ACW 


5771-ACX 


5771-ACY 


5771-ADA 


5771-ADB 


5771-ADE 


(cont'd) 


Charges:X/Y where X= 


B/O 


Service Code: E 


1650 


Test: 1 License: 


Hadassah tm and Monotype Century tm 
B/O 1650 


Service Code: E Test: 1 License: 


Univers Gyr iseae tm 
/0 3305 
Test: 


Service Code: E 1 License: 


Monotype Times New Roman Cyrillic tm 
B/O 3305 


Service Code: E Test: 1 License: 


Monotype Bodoni Cyrillic tm 
i B/O 3305 


Service Code: E Test: 1 License: 


Characters for Mathematics and Science 
B/O 1055 


Service Code: E Test: 1 License: 


Monotype Times New Roman Language Extens 
B/O 3305 


Service Code: E Test: 1 License: 


Monotype Old Eng Text & New Berolina tm 
B/O 561 


Service Code: E Test: 1 License: 


Service Code: E Test: 2 License: 


+APL2 Fonts (Source or Object) 
B/O 250 


Service Code: E Test: 2 License: 


) 


Ss 


S 


5 


I 


I 


Adv Function Printing Kanji Source Font 
B/O 1650 


License Type 
Y= Charge Type 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
+Datal Fonts (Source or Object) : 
B/O 250 


Acronym 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


G520-0004 


6520-0004 


G520-0004 


6520-0004 


G520-0004 


G520-0004 


G520-0004 


G520-0004 


6544-3088 


6544-3088 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


M=Multiple 


5-397 


CDPF 
5/24/85 


CDPF 
5/24/85 


CDPF 
5/24/85 


CDPF 
5/24/85 


CDPF 
5/24/85 


CDPF 
5/24/85 


CDPF 
5/24/85 


CDPF 
8/08/89 


PSF+3800/20/3812 
8/08/89 


PSF+3800/20/3812 
5/15/87 


=Annual, P=Primary 


5771-ADF 
(cont d) Service Code: E Test: 2 License: S 


5771-ADF Kanji Font for 3620 Page Printer - MVS 
B/O 1650 


Service Code: E Test: 2 License: S 
5771-ADG Kanji Font for 3820 Page Printer - VSE 
B/O 1650 


Service Code: E Test: 2 License: § 
5771-ADH Typewriter and Pi V2 
- B/O 1220 


Service Code: E Test: 1 License: §S 


5771-ADJ +Century Schoolbook (R) 
B/O 1000 


Service Code: E Test: 1 License: §S 
5771-ADL +ITC Avant Garde Gothic (R) 
B/O 1000 


Service Code: E Test: 1 License: § 
5771-ADQ +ITC Souvenir Font 
B/O 1000 
Service Code: E Test: 1 License: S 


5771-ADT +Mathematics and Science 
B/O 1300 


Service Code: E Test: 1 License: S 


5771-ADW +Sonoran Serif Headliner 
B/O 250 


Service Code: E Test: 1 License: §S 
5771-ADX +Sonoran Sans Serif Headliner 
B/O 250 


Service Code: E Test: 1 License: § 
5771-AEK AFP Simplified Chinese Font 
B/O 1800 


Service Code: E Test: 2 License: S 


Pubs: GC18-0119 Environment: 3820 PAGE PRINTER 


Acronym: 


Available: 5/15/87 


Pubs: GC18-0119 Environment: 3820 Pge Printer MVS 


Acronym: 


Available: 5/15/87 


Pubs: GC18-0119 Environment: 3820 Pge Printer VSE 


Acronym: 


Available: 5/24/85 


Pubs: G520-0004 Environment: CDPF 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: 


Environment: 


Acronym: AFP 


Available: 8/08/89 


5665-275 
Available: 8/08/89 


5665-275 
Available: 8/08/89 


5665-275 
Available: 8/08/89 


5665-275 
Available: 10/06/89 


5665-275 
Available: 10/06/89 


5665-275 
Available: 11/17/89 


Pubs: §C18-0133 Environment: MVS,VM,VSE 





5-398 


5771-AEN 


5771-AEP 


5771-AFK 


5771-AFN +Sonoran Sans 
B/O 


5771-AFW 


5771-AFX 


5771-AFZ 


5777-DBJ 


5785-ABH VM Programming in Logic Svc Extension 
B/O 8820 


(cont'd) 


Charges:X/Y where a 


AFP Thai Font 
B/O 1800 
“Service Code: E Test: 2 License: 
VM Kanji Source Fonts 
B/O 1470 
VM Kanji O ject Fonts for 3820 Feat. 
B/ 1470 


Service Code: E Test: 2 License: 


Monotype Garamond (tm) 
aE B/O 1100 


Service Code: Z Test: 1 License: 


Serif Condensed 
1200 


Service Code: Z Test: 1 License: 


Serif Expanded 
1200 


Service Code: Z Test: 1 License: 


AFP Korean Font 
B/O 1740 
Service Code: E Test: 2 License: 


AFP Japanese Font 
B/O 3000 
Service Code: E Test: 2 License: 


AFP Traditional Chinese Font 
B/O 1000 


Service Code: E Test: 2 License: 


Capacity Management with the IBM PC 
B/O 2700 


Service Code: G Test: 2 License: 


Charge Type 


NS) 


S 


S Pubs: G544-3188 Environment: 3800,3820,3812 
5771-AFL +Sonoran Sans 
B/O 


s 


+S) 


Acronym: 


AFP 


Available: 


11/17/89 


Pubs: SC18-0137 Environment: MVS,VM,VSE 


Acronym: 
Acronym: 


Available: 


Available: 


Environment: VM 


Acronym: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


G544-3188 


G544-3188 
AFP 


SB09-1421 
AFP 


8C18-2332 
AFP 


8C18-0124 


Available: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: PC XT, PC AT 


Acronym: 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


PROLOG 


Available: 


M=Multiple 
=Annual, P=Primary 


tnitial, 


5-399 


5/06/88 
5/06/88 


12/18/87 


10/06/89 


3800 ,3820 ,3812 
10/06/89 


3800, 3820, 3812 
11/17/89 


MVS , VM, VSE 
11/17/89 


MVS , VM, VSE 
11/17/89 


MVS , VM, VSE 
6/28/88 


9/06/85 


5785-ABJ 
(cont d) 


Service Code: X Service End Date: 9/06/89 Test: 


5785-ABJ +COBOL & CICS/VS Command Level Conver Aid Acronym: 
B/O B/M 424 


aac 
5785-DBD 
5785-DBE 
5785-DDN 
5785~-DED 
5785 -DHJ 
5785 -EBW 
5785 -ECF 


5785 -ECG 


8485 


Service Code: E Test: 1 License: § Pubs: 


JES/328x Print Facility Version 2 Acronym: 
B/O 6665 B/M 


302 


Service Code: X Service End Date: 9/30/90 Test: 


DOBIS/Leuven Periodicals Control V2 Acronym: 
B/O 32000 


Service Code: H Service End Date: 12/31/92 Test: 


DOBIS/Leuven Periodicals Control V2 Acronym: 
B/O 32000 


Service Code: H Service End Date: 12/31/92 Test:. 


Periodicals Control System R4& a) a 

B/O 17400 B/I 2755 B/ 
Service Code: X Service End Date: 12/31/87 Test: 
Periodicals Control System R4 sa ae 
. B/O 17400 B/I 2755 B/ 


Service Code: X Service End Date: 12/31/87 Test: 


COPICS Engineering Data Support VI1R1 Acronym: 
"B70 19850 8 95 977 ae 


6/30/91 Test: 


Acronym: 


Service Code: H Service End Date: 


View Data Support 
B/O 4220 


B/M 192 
Service Code: C Test: O License: § 


DPCX DISOSS Extensions Acronym: 
B/O — 1690 


Service Code: X Service End Date: 12/31/86 Test: 1 License: § 


DPCX DOSF Dialog Manager Acronym: 
B/O 1095 


Service Code: X Service End Date: 12/30/83 Test: 1 License: § 


2 License: 


S Pubs: G320-9228 Environment: VM 
Available: 12/16/88 


G320-9498 Environment: MVS,XA+VS COBOL II 


1 License: 


2 License: 


2 License: 


DOBIS 
790 


2 License: 


DOBIS 
790 


2 License: 


CEDS 


2 License: 


Available: 5/30/86 


S Pubs: G320-9500 Environment: MVS 
Available: 12/08/89 


s Environment: MVS/SP,MVS/XA 
Available: 12/08/89 


Environment: 3705 


] Environment: VSE/SP 
Available: 8/19/83 
S Pubs: G320-6662 Environment: 5787-DAA+FAJ+FAH 
Available: 8/19/83 
S Pubs: G320-6662 Environment: 5787-DAB+FAK+FAL 
Available: 6/30/89 
S Pubs: GB30-5002 Environment: MVS/SP,VSE/SP 
Available: 
Available: 12/07/84 

Pubs: G320-9209 Environment: DOSF 


Available: 12/30/82 


Pubs: GB21-3080 Environment: DPCX+DOSF 





5-400 


5785 -EDH 
5785-EDT 
5785-EDW 
5785-GAJ 


5785 -GAX 
5785 -GAZ 
5785-GBD 
5785-GBE 
5785-GCF 


5785 -GCG 
(cort d) 


Charges: 


Multiple ee from a Single Screen 
B/ 9700 B/M 442 


Service Code: X Service End Date: 


6/30/88 Test: 
Ext DISOSS & CICS Support for Workstatns Acronym: 
B/O 6825 


Acronym: 


MXXX 


1 License: 
XWRP 


Service Code: X Service End Date: 12/31/88 Test: 1 License: 
Image Document Utilit ) Acronym:: 
. B/0 264 : a 
Service Code: X Service End Date: 9/19/88 Test: 0 License: 
IMS/VS Queue Loader Acronym: 
/ B/O 6305 B/M 286 
Service Code: X Service End Date: 6/30/86 Test: 1 License: 
COPICS Purchasing | Acronym: 
+COPICS ar ai Acronym: 
B/O 15800 B/M 478 
Service Code: X Service End Date: 3/30/90 Test: 1 License: 
COPICS Receiving Ri | Acronym: 
+COPICS Receay tS R2 Acronym: COPICS 
B/O 1010 B/M 333 
Service Code: X Service End Date: 10/31/89 Test: 1 License: 
COPICS Product Cost Calculations II Rl Acronym: COPICS 
+COPICS Product Cost Calculations II R2 Acronym: COPICS 
B/O 7225 B/M 218 
Service Code: X Service End Date: 12/31/89 Test: 1 License: 
COPICS Inventory Accounting II Rl Acronym: COPICS 
+COPICS Inventory Accounting II R2 Acronym: COPICS 
B/O 4395 B/M 132 
Service Code: X Service End Date: 10/31/89 Test: 1 License: 
X.400 DISOSS Connection ey) DISOSS 
B/O 16590 B/M 691 D/ 12440 
Service Code: H Service End Date: 12/30/90 Test: 2 License: 
X.400 PROFS Connection Acronym: PROFS 
X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Charge Type 


O=One Time, M=Monthly, I={nitial, 


5-401 


Available: 


S Pubs: 


6/20/86 


G320-9511 


Available: 12/19/86 


) Pubs: G320-9518 
Available: 9/30/86 

) Pubs: G320-9516 
Available: 6/24/83 

Ss Pubs: GB21-3125 
Available: 6/30/81 
Available: 9/29/89 

Ss Pubs: GB21-2772 
Available: 7/30/81 
Available: 4/28/89 

Ss Pubs: GB21-2774 
Available: 1/30/81 
Available: 6/30/89 

iS) Pubs: GB21-2642 
Available: 1/30/81 
Available: 4/28/89 

S Pubs: GB21-2644 
Available: 12/30/88 
D/M 518 

s Pubs: SB11-8316 
Available: 12/30/88 


=Annual, P=Primary 


Environment: 
Environment: 
Environment : 


Environment: 


Environment: 


Environment: 


Environment: 


Environment 


VTAM+MVS 
CICS or DISOSS 
ImageSupport2+3117 


IMS/VS-DB/DC 


DOS/VSE ,OS/VS DL/I 


DOS/VSE,OS/VS DL/I 


DOS/VSE OS/VS DL/I 


: DOS/VSE OS/VS DL/I 


$785-906 


(cont d . B/O 13650 B/M 568 D/O 10235 D/M 426 

Service Code: H Service End Date: 12/30/90 Test: 2 License: § Pubs: SB11-8443 
5785-GCL VTAM Protocol Conversion EPA on Acronym: VPCA Available: 3/31/89 Variable Charges 

18 B/O 3210 0 2405 

20 B/O 3755 D0 2815 

30 B/O 5365 D/O 4020 

40 B/O 8585 D/O 6440 

60 B/O 12740 D/O 9555 

Service Code: H Service End Date: 12/31/91 Test: 2 License: S Environment: MVS/XA,MVS/ESA 
5785-HAP mrnamnas Host Sila Acronym: Available: 2/20/90 

Service Code: E Test: 2 License: §S Pubs: G221-2675 Environment: MVS/SP,MVS/ESA 
5785-RAA DPPX Peg ONE Facility Acronym: DDFF Available: 1/17/84 

Service Code: X Service End Date: 3/31/86 Test: 1 License: S Pubs: G320-0355 Environment: 8100 
5787-DAA Dortmund Leuven Library System R4 Acronym: DOBIS ~ Available: 2/12/82 

-B/O 24610 B/M 1115 

Service Code: X Service End Date: 12/31/87 Test: 2 License: 5 Pubs: G320-6662 Environment: OS/VS ,CICS/VS 

5787-DAB. Dortmund Leuven Library System R4 Acronym: DOBIS Available: 2/12/82 
B/O 19050 B/M 866 

Service Code: X Service End Date: 12/31/87 Test: 2 License: S Pubs: G320-6662 Environment: DOS/VSE,CICS/VS 
5787-DBB aca an V7 pipe ay System Acronym: Available: 12/08/89 

Service Code: H Service End Date: 12/31/92 Test: 2 License: S Environment: MVS/SP,MVS/XA 
5787-DBC eka rrr System Acronym: Available: 12/08/89 

Service Code: H Service End Date: 12/31/92 Test: 2 License: § Environment: VSE 
5787-EBB Realtime ag Progrmmg Intfce/DISOSS R2 Acronym: RAPID Available: 5/20/88 

B/ 28320 

Service Code: M Test: 1 License: § Environment: TSO,DISOSS ,MVS 

5787-EBD DISOSS pap eTy rae DLS-E R2 Acronym: DLS-E Available: 11/18/88 


5-402 


Service Code: H Service End Date: 11/30/90 Test: 2 License: § Environment: MVS 
5787-FAH Dortmund Leuven Library System Batch Acronym: DOBIS Rel2 Available: 2/12/82 
B/O 15310 B/M 696 
Service Code: X Service End Date: 12/31/87 Test: 2 License: S Pubs: G320-6662 Environment: 5787-DAA 
5787-FAJ Dortmund Leuven Library System Online Acronym: DOBIS Rel4 Available: 2/12/82 
B/O 15310 B/M 696 
Service Code: X Service End Date: 12/31/87 Test: 2 License: $ Pubs: G320-6662 Environment: 5787-DAA -FAH 
5787-FAK Dortmund Leuven Library System Online Acronym: DOBIS Rel4 Available: 2/12/82 
B/O 10780 B/M 490 
Service Code: X Service End Date: 12/31/87 Test: 2 License: $ Pubs: G320-6662 Environment: 5787-DAA -FAH 
5787-FAL Dortmund Leuven Library System Batch Acronym: DOBIS Rell Available: 2/12/82 
B/O 9720 B/M 442 
Service Code: X Service End Date: 12/31/87 Test: 2 License: S Pubs: G320-6662 Environment: 5787-DAB 
5787-MVS MVS Migration System Acronym: MVS-MS Available: 12/01/86 
+MVS Migration System R2 Acronym: MVS-MS Available: 5/05/89 
B/O 1660 
Service Code: C Test: 2 License: L Pubs: GB11-8074 Environment: MVS/SP,MVS/XA 
5792-ZFB =MONEY=TRACK= (Teaching & Demonstrator) Acronym: Available: 11/04/83 


No Charge 


Service Code: X Service End Date: 12/31/85 Test: 0 License: § Pubs: GB30-2313 Environment: IBM Internal 
5793-AAN Waterloo FC Networs eeeuaaione Server Acronym: Available: 9/21/84 
Waterloo PC Network Channel Attached Acronym: Available: 11/04/83 
Waterloo pe Network VM Server Acronym: Available: 
Waterloo HOSTCM Acronym: Available: 
B/O 399 


Service Code: X Service End Date: 10/01/87 Test: 
5793-AAP Waterloo and WATCOM Languages (30 PCs) 
B/O 5995 
Waterloo languages for VM/CMS 
B/O 8000 


0 License: S Pubs: GB30-2411 Environment: DOS+RPS on Series/1 


Acronym: Available: 9/21/84 


Acronym: Available: 


Service Code: X Service End Date: 10/01/87 Test: 0 License: $ 


5793-AAZ Client Financial Management 
(cont d) 


Pubs: 


Available: 


GB30-2339 Environment: DOS 
Acronym: Attorney 8/05/83 


Charges:X/Y where X= M=Multiple 


I=initial, =Annual, P=Primary 
5-403 


License Type 


B=Basic, D=DSLO, S=Single 
Charge Type 


O=One Time, M=Monthly, 


Venta 
5793-ABA 
5793-ABB 
3793-ABD 
5793-ABE 
5793-ABF 
5793-ABG 
5793-ABH 
5793-ABJ 


5793-ABK 


5793-ABL 


B/O 13120 
Service Code: X Service End Date: 


Law Firm Financial Management 
B/O 5815 


Service Code: X Service End Date: 


Lawyer Financial Management 
B/O 4685 


Service Code: X Service End Date: 8/05/83 Test: 0 License: S 


Accounts Receivable and Collection 
~ B/O 1170 


Service Code: X Service End Date: 


Client Statements 
B/O 512 


Service Code: X Service End Date: 


Attorney Practice - Statutory Dates 
B/O 4660 


Service Code: X Service End Date: 


8/05/85 Test: 0 License: 


Acronym: Attorney 


8/05/83 Test: 0 License: 


Acronym: Attorney 


Acronym: Attorney 


8/05/85 Test: 0 License: 


Acronym: Attorney 


8/05/85 Test: 0 License: 


Acronym: Docket 


8/05/85 Test: 


Attorney Practice - Research & Retrieval Acronym: 
B/O 7595 


Service Code: X Service End Date: 


8/05/85 Test: 


Attorney Practice - Conflict of Interest Acronym: 
B/O 4660 


Service Code: X Service End Date: 


Law Firm Library Management 
B/O 5795 


Service Code: X Service End Date: 


Litigation Support 
. B/O RP 7595 


Service Code: X Service End Date: 


Client/Matter Record Management 
B/O 2810 


8/05/85 Test: 
Acronym: Attorney 


8/05/85 Test: 0 License: 


Acronym: Attorney 


8/05/85 Test: 0 License: 


Acronym: Attorney 


5-404 


0 License: 


0 License: 


Q License: 


S Pubs: 


Available: 


S Pubs: 


Available: 


Pubs: 


Available: 


S Pubs: 


Available: 


Ss Pubs: 


Available: 


S Pubs: 


Available: 


S Pubs: 


Available: 


S Pubs: 


Available: 


s Pubs: 


Available: 


S Pubs: 


Available: 


GB30-2151 Environment: 5793-ABZ 
8/05/83 


GB30-2151 Environment: 5793-ABZ 
8/05/83 


GB30-2151 Environment: 5793-AAZ+ABZ 
8/05/83 


GB30-2151 Environment: 5793-AAZ+ABZ 
8/05/83 


GB30-2151 Environment: 5793-AAZ+ABZ 
8/05/83 


GB30-2160 Environment: 5793-ABL+ABZ 
8/05/83 


GB30-2160 Environment: 5793-ABZ 
8/05/83 


GB30-2160 Environment: 5793-ABL+ABZ 
8/05/83 


GB30-2160 Environment: 5793-ABZ 
8/05/83 


GB30-2160 Environment: 5793-ABZ 
8/05/83 


5793-AEG 
5793-AEH 
5793-AEJ 
5793-ABK 
5793-AEL 
5793-AEN 
5793-AEP 
5793-AEQ 
5793-AER 


5793-AET 


Charges:X/Y where oe 


Service Code: X Service End Date: 


Info Syst_for 
B/O 


Service Code: X Service End Date: 


Info Syst for aerny - Conflict Interest 
B/O 2220 


Service Code: X Service End Date: 


Info Syst for 
B/O 


Service Code: X Service End Date: 


Info Syst for abeny - Client Statements 
B/O 259 


Service Code: X Service End Date: 


Info Syst for Attny - Accts Rec & Coll 
B/O 563 


Service Code: X Service End Date: 


Info Syst for Attny - Lawyer Finan Mgt 
of B/O 2230 ae : 


Service Code: X Service End Date: 


Info Syst for aaa - Law Firm Finance 
B/O 2770 


Service Code: X Service End Date: 


Service Code: X Service End Date: 


Service Code: X Service End Date: 


Service Code: X Service End Date: 


License Type 
Charge Type 


8/05/85 Test: 
Attny - Client/Matter Recd Acronym: 
1660 / las 


9/30/87 Test: 
Acronym: 


9/30/87 Test: 
Attny - Stat Dates (Docket Acronym: 
2230 i 


9/30/87 Test: 
Acronym: 


9/30/87 Test: 


Acronym: 


9/30/87 Test: 


Acronym: 


9/30/87 Test: 
Acronym: 


9/30/87 Test: 
Info Syst_for BEERY - Client Finance Mgt Acronym: 
B/O 6250 


9/30/87 Test: 
Info Syst for Attny - Litigation Support Acronym: 
a B/O 3445 = oe z 


9/30/87 Test: 
Info Syst for Attny - Library Management Acronym: 
4 B/O 3425 . 


9/30/87 Test: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I 


QO License: 


Series 900 


0 License: 


Series 900 


Q License: 


Series 900 


QO License: 


Series 900 


QO License: 
Series 900 


0 License: 


Series 900 


QO License: 
Series 900 


0 License: 


Series 900 


0 License: 


Series 900 


QO License: 


Series 900 


0 License: 


M=Multiple 
tnitial, 


5-405 


S Pubs: 


Available: 


S Pubs: 


Available: 


N} Pubs: 


Available: 


S Pubs: 


Available: 


i) Pubs: 


Available: 


S Pubs: 


Available: 


S Pubs: 


Available: 


S Pubs: 


Available: 


Ss Pubs: 


Available: 


5 Pubs: 


Available: 


S Pubs: 


GB30-2166 
8/23/85 


GB30-6001 
8/23/85 


GB30-6001 
8/23/85 


GB30-6001 
8/23/85 


GB30-6001 
8/23/85 


GB30-6001 
8/23/85 


GB30-6001 
8/23/85 


GB30-6001 
8/23/85 


GB30-6001 
8/23/85 


GB30-6001 
8/23/85 


GB30-6001 


=Annual, P=Primary 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


5793-ABZ 

oe Finance Mgt 
nia aman Rec 
Client/Matter Rec 
Finance Mgt 

Lawyer Finance Mgt 
Contrir+Client Fin 
Contrlr+Client Fin 
Controller 
Controller 


Controller 





5793-AEW Info Syst ior Aceay Research/Retreival Acronym: Series 900 Available: 8/23/85 


Service Code: X Service End Date: 9/30/87 Test: 0 License: S Pubs: GB30-6001 Environment: Controller "~~" 
5793-AFX Info Sys 590 muborneye - Accts Payable Acronym: Series1000 Available: 11/19/85 


Service Code: X Service End Date: 12/31/87 Test: 0 License: § Pubs: GB30-6012 Environment: 5793-ABA 





5793-AFY Info Sys 5% Aer Oeeys - Accts Payable Acronym: Series 900 Available: 11/19/85 

















Service Code: X Service End Date: 12/31/87 Test: 0 License: S Pubs: GB30-6011 Environment: 5793-AEF 
5793-AGD Taylor Pndusteial = Heaican 484/584/884 Acronym: Available: 8/31/85 
Service Code: Y Test: 0 License: S$ Pubs: GB30-2037 Environment: 5531,7531,7532 
5793-AHL ISA OMNILAW Series 900 Acronym: ISA Available: 10/20/87 
B/O 2595 
Service Code: H Test: 0 License: S Environment: DisplayWrite 4,36 
5793-AHN ISA OMNILAW Series 1000 Acronym: ISA Available: 10/20/87 
B/O 5455 
Service Code: H Test: 0 License: S Environment: DisplayWrite 4,36 
5793-AHP Cross Sell Manager 2 Author Acronym: Available: 1/31/88 
Cross Sell Manager V2 Author Applic Acronym: Available: 3/31/88 
B/O 2090 
Service Code: Z Test: 0 License: § Environment: PC 
5793-AHQ Cross Sel] Manager V2 Workstation Acronym: Available: 1/31/88 OE a pro ty OOo 
Service Code: Z Test: 0 License: §S Environment: PC 
5793-AJK Enhanced Operator Console Acronym: Available: 9/23/88 
+Enhanced Operator Console V4 Acronym: Available: 6/29/90 
B/O 3400 
Service Code: X Service End Date: 10/20/89 Test: 0 License: S Environment: PC AT,PS/2 
5793-AJL Enhanced Alert Monitor Acronym: Available: 9/23/88 
+Enhanced Alert Monitor ViR3 Acronym: Available: 6/29/90 


5-406 


5793-AJP 


B/O 1900 
Service Code: X Service End Date: 


Cross Sell agape V3.0 - Author 
B/O 4300 


10/20/89 Test: 0 License: S 


Author Ap feetion Foundsrion Feature 
Author IBM FBSS Device Driver Feature 
B/O 2860 


Author Messages Authoring Feature 
B/O 2860 


Service Code: Y 


Test: 0 License: S 


5793-AJQ Cross Sell Manager 3.0 - Workstation 
B/O 715 


(cont 'd) 


Charges:X/Y where X= License Type 


Service Code: Y 


Test: 0 License: § 


B/ 340 1085 
20 B/O 45600 B/M 1140 
25 B/O 48000 B/M 1200 
28 B/O 50600 B/M 1265 
30 B/O 53200 B/M 1330 
32 B/O 56000 B/M 1400 
35 B/O 58800 B/M 1470 
38 B/O 61800 B/M 1545 
40 B/O 64800 B/M 1620 
50 B/O 68000 B/M 1700 
60 B/O 71400 B/M 1785 
Inventory Information Manager Feature 

B/ 548 B/M 387 
20 B/O 16280 B/M 407 
25 B/O 17160 B/M 429 
28 B/O 18040 B/M 451 
30 B/O 19000 B/M 475 
32 B/OQ 20000 B/M 500 
35 B/O 21000 B/M 525 
38 B/O 22040 B/M 551 
40 B/O 23160 B/M 579 
50 B/O 24320 B/M 608 

B/ 25520 /M 638 


60 0 B 
Administrative Workstation Feature 
B/O 5000 
Operator Workstation Feature 
B/O 2000 


Manager Workstation Feature 
B/O 100 


Inventory Information Manager Wrkstation Acronym: 
B/O 250 


Y= Charge Type 


Acronym: Available: 3/31/89 
Acronym: Available: 3/31/89 
Acronym: Available: 3/31/89 
Acronym: Available: 3/31/89 
Environment: PC,PS/2 
Acronym: Available: 3/31/89 
Environment: PC,PS/2 
ncronye Available: 12/29/89 
D/O 32550 D/M 813 
D/O 34200 D/M 855 
D/O 36000 D/M 900 
D/O 37950 D/M 948 
D/O 39900 D/M 997 
D/O 42000 D/M 1050 
D/O 44100 D/M 1100 
D/O 40350 D/M 1155 
D/O 48600 D/M 1215 
D/Q 51000 D/M 1275 
D/O 53550 D/M 335 
Ba oat Available: 12/29/89 
D/ 11610 /M 0 
D/O 12210 D/M 305 
D/O 12870 D/M 321 
D/O 13530 D/M 338 
D/O 14250 D/M 356 
D/O 15000 D/M 375 
D/O 15750 D/M 393 
D/O 16530 D/M 413 
D/O 17370 D/M 434 
D/O 18240 D/M 456 
D/O 19140 D/M 478 
Acronym Available: 12/29/89 
Acronym Available: 12/29/89 
Acronym: Available: 12/29/89 
Available: 12/29/89 
M=Multiple 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, 


T={nitial, 
5-407 


=Annual, P=Primary 


Environment: PC AT,PS/2 


Variable Charges 


Variable Charges 


5793-A5X 























(cont d} 
Service Code: M Test: 2 License: §S Pubs: GC75-0104 Environment: MVS,PS/2,PS/55 
5793-AKC JetForm Design V2. Acronym: JetForm Available: 3/30/90 
B/O é95 
Service Code: Y Test: O License: S Environment: PC AT,PS/2 
5796-AFK 2927 Dual Printer Utility Program Acronym: Available: 
B/M 126 
Service Code: X Service End Date: 1/16/85 Test: 1 License: S Pubs: G320-8106 Environment: 2927+1403N1 
5796-AHJ CICS/VS Online Test Debug II Acronym: OLTD II Available: 11/30/76 
B/O 2890 B/M 122 
Service Code: X Service End Date: 8/17/87 Test: 1 License: S Pubs: G320-5710 Environment: DOS/VS,0S/VS 
5796-AHT IMS Log Bir Hanae System Acronym: . Available: 2/30/76 
Service Code: H Test: 1 License: § Pubs: G320-8141 Environment: OS/VS2, IMS/VSIMS 
5796-ALP 3890 Statement FP pneek ace Sort Acronym: Available: 4/30/77 
B/O 4400 B/M 399 : 
Service Code: H Test: 1 License: § Pubs: G320-5715 Environment: OS/VS1 
5796-ANY HCS PCS Patient Care System OS Acronym: PCS “Available: 3/30/78 
B/M 3510 
Service Code: H Test: 2 License: §S Pubs: G320-5756 Environment: MVS+CICS+IMSDB 
5796-AQW EPIC - ae an Maint System Acronym: Available: 4/30/78 
Service Code: H Test: 1 License: § Pubs: G320-5814 Environment: DOS/VS,CICS/VS 
5796-ATA CADAM (R) CAD ony Interactive Module ee Aa pyotcore: gle 
B/O 70090 B/I 6450 B/ 1400 D/O D/M 799 
Service Code: E Test: 1 License: §S Pubs: G320-6063 Environment: OS/VS,VM+GAM 
5796-ATB  CADAM (R) See Interactive Module Acronym: Available: 5/15/84 
B/O 80820 B/I 7380 B/ 1615 D/O 41960 D/M 922 
Service Code: E Test: 1 License: & Pubs: G320-6063 Environment: OS/VS,VM+GAM 
5796-ATC CADAM (R) Data Han agement Module peronym: Available: 5/15/84 
B/O 3144 B/I 3075 B/ 624 D/O 16210 D/M 356 


5-408 


Service Code: E Test: 1 License: 5S Pubs: G320-6063 Environment: OS/VS,VM+GAM 








5796-ATD CADAM (R) fer deopy Module cr onym: Available: 5/15/84 
B/O 26520 B/I 2545 B/ 527 D/O 13710 D/M 300 
Service Code: E Test: 1 License: § Pubs: G320-6063 Environment: OS/VS,VM+GAM 
5796-ATE +CADAM APT Interface } Acronym: CADAM Available: 7/28/89 
$/O0 23900 S/I 4520 $/ 430 M/O 13660 M/I 2580 M/M 246 
Service Code: E Test: 1 License: S Term: B Environment: VM/SP,VM/HPO,MVS/SP 
5796-ATG CADAM (R) Statistical Data Module ner ouym: Available: 5/15/84 
$/0 1734 S/I 171 S/ 34 M/O 894 M/M 19 
Service Code: E Test: 1 License: S Term: B Pubs: G320-6063 Environment: OS/VS,VM+GAM 
5796-ATH CADAM (R) inde Information Module Acronym: Available: 5/15/84 
$/0 314 S/I 300 s/ 63 M/O 1621 M/M .. ao 
Service Code: E Test: 1 License: S Term: B Pubs: G320-6063 Environment: OS/VS,VM+GAM 
5796-ATP "Message Requeuer Acronym: MQR Available: 1/30/79. 
B/O 5995 B/M 185 
Service Code: E Test: 1 License: I Pubs: G320-6071 Environment: IMS/VS V1 
5796-ATZ HCS PCS Patient Care System DOS Acronym: PCS Available: 3/30/79 
B/M 3860 
Service Code: H Test: 2 License: S Pubs: G320-5756 Environment: VSE+CICS+DL/I 
5796-AWC peDOESLOEY Data Management System II Acronym: LDMS II Available: 6/30/79 
/O 44290 B/M 2010 
Service Code: H Test: 1 License: § Pubs: G320-6080 Environment: VSE+CICS 
5796-AWH mapOnerOry aero ik Caeecees System Acronym: LDAS Available: 10/30/79 
Service Code: H Test: 1 License: S Pubs: G320-6095 Environment: VSE 
5796-AWR CADAM 3D Mesh Geometry R21 Acronym: CADAN Available: 7/22/88 
$/O 27510 S/I 7115 S/ 457 M/I 4060 
Service Code: H Test: 0 License: S Term: B Pubs: G320-6063 Environment: OS/VS,VM/CMS 
5796-AYF 3890 a ae Beg Enhancements Acronym: Available: 8/30/81 


Service Code: H Test: 1 License: § Pubs: G320-6329 Environment: 5798-CRC and CPCS 





Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


5-409 


5796-AYP PCS ADS Crossreference 
B/O 5450 


Service Code: H Test: 1 License: S 


5796-AZX Bank Teller Ap - Commercial Extensions 
B/O 1905 B/M 145 


Service Code: H Test: 1 License: § 


5796-BBG 3624 Teller Machine IMS/VS Host Support 
B/M 1900 


Service Code: H Test: 1 License: S 
5796-BBH Automated Teller Host Enhancements 
B/M 1155 


Service Code: H Test: 1 License: §S 


5796-BCC PCS Infection Data Management 
B/O 7850 B/M 595 


Service Code: X Service End Date: 


5796-BDG +CADAM COMPACT II Interface 
S/O 18900 S/I 1440 


Service Code: E 


5796-BDT CADAM APT Source Geometry R21 
. $/0 21000 S/I 1605 


Service Code: E 
5796-BDY HSM Maintenance / Recovery Utilities 
B/O 2205 


Service Code: X Service End Date: 


5796-BEB Fastdraft to IGES Translator 
B/I 2510 B/M 276 


Service Code: X Service End Date: 12/31/85 Test: 1 License: § 


5796-BIR PCS ADS Data Dictionary Interface 
B/O 2720 


Service Code: X Service End Date: 


5796-PKF DL/I Space Management Utilities 





Test: 1 License: S Term: B 


Test: 1 License: S Term: B 


Acronym: 


Available: 8/30/81 


Pubs: G320-6329 Environment: 5796-BCE 


Acronym: BTAP-CE 


Pubs: 
Acronym: 


Available: 1/30/81 


G320-6396 Environment: 3600 


Available: 12/30/81 


Pubs: G320-6427 Environment: MVS,ACF/VTAM 


Acronym: FAAT 


Available: 12/30/81 


Pubs: G320-6428 Environment: DOS/VS, CICS/VS 


Acronym: PCS 


1/13/84 Test: 1 License: 


Acronym: 
s/t 480 
535 


Acronym: 


4/30/90 Test: 1 License: § 


Acronym: 


Acronym: PCS-ADS 


6/30/84 Test: 1 License: § 


Acronym: SMU 


5-410 


Available: 1/14/83 

S Pubs: G320-6627 Environment: 5796-ANY,ATZ 
Available: 7/28/89 

M/O 12600 M/I 963 M/M 321 


Environment: VM/SP,VM/HPO,MVS/SP 
Serene: CADAM APT 
S/ 


Available: 7/22/88 


Environment: OS/VS+GAM 


Available: 10/21/83 


Pubs: G320-9162 Environment: MVS+5740-XRB 
Available: 12/31/83 


Environment: OS/VS,VM/SP 


Available: 4/29/83 


Pubs: G320-9150 Environment: 5740-XXF,5746-XXC 
Available: 10/30/78 


B/O 2520 B/M 121 





Service Code: E Test: 1 License: § Pubs: G320-6072 Environment: DOS/VS DL/I 
5796-PKK Bulk Data Transfer Acronym: Available: 8/30/78 
B/O 1735 B/M 66 
Service Code: H Test: 1 License: § Pubs: G320-6060 Environment: OS/VS2 
5796-PKR FORTRAN H Extended Optimization Enhanced Acronym: Available: 6/22/84 
B/O 4160 B/M 185 
FORTRAN H - Extended Exponent Range Acronym: XEXP Available: 
B/O 2075 
Service Code: X Service End Date: 6/30/86 Test: 1 License: S Pubs: G320-9205 Environment: MVS,VM 
5796-PLH Data Base Tae. and Sone Acronym: EXPRESS Available: 1/30/80 
B/O 1849 B/M 72 
Service Code: X Service End Date: 7/15/83 Test: 1 License: § Pubs: G320-6160 Environment: IMS/VS PL/I 
5796-PLN A Departmental Rey ne System II Acronym: ADRS-IT Available: 2/04/83 
B/O 3840 B/M 215 
QBE to ADRS II Brice Feature Acronym: Available: 
B/O 130 B/M y fe . 
ADRS II Business Graphics Feature Acronym: Available: 2/04/83 
B/O 2135 B/M 118 
Service Code: X Service End Date: 5/22/86 Test: 1 License: I Pubs: G320-6097 Environment: VSAPL 
5796-PLQ VSE Performance Tool Acronym: VSE/PT Available: 11/05/82 
B/O 7635 B/M 344 
B/O 7635 B/M 344 
Service Code: E Test: 1 License: § Pubs: G320-6155 Environment: DOS/VS,DOS/VSE 
5796-PLW JES3 Monitoring Facility 11 Acronym: JMF II Available: 5/28/82 
B/O 5595 B/M 254 
Service Code: E Test: 1 License: § Pubs: G320-6159 Environment: MVS,MVS/XA 
5796-PLY Extended Editor and Full Screen Manaser Acronym: Available: 11/30/79 
B/O 1850 B/M 3 
Service Code: X Service End Date: 9/30/87 Test: 1 License: § Pubs: G320-6168 Environment: VSAPL with VM, TSO 
5796-PLZ Source Compare Audit peat Acronym: SUPER-C Available: 12/30/79 
B/O 2905 /M 110 
Service Code: H Test: 1 License: I Pubs: G320-6163 Environment: VS1 VM/CMS MVS 
teens ay Realtime Monitor Acronym: RTM Available: 11/05/82 Variable Charges 
con 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type 0=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


5-411 


5796-PNA 











(cont 10 B/O 441 B/M 54 
B/O 522 B/M 54 
18 B/O 688 B/M 54 
20 B/O 771 B/M 54 
30 B/O 1100 B/M 54 
40 B/O 1100 B/M 54 
50 B/O 1420 B/M 54 
60 B/O 1830 B/M 54 : 
Service Code: E Test: 1 License: S Pubs: G320-6165 Environment: VM/CMS 
5796-PNG APL Data Interface - Version II Acronym: APL/DI II Available: 5/30/80 
B/O 11830 B/M 391 . 
Service Code: X Service End Date: 2/09/86 Test: 1 License: §S Pubs: G320-6348 Environment: VM/CMS with VSAPL 
5796-PNJ APL Data Interface II for TSO Acronym: APL/DI II Available: 10/30/81 
B/O 9825 B/M 371 . 
Service Code: X Service End Date: 9/19/85 Test: 1 License: S Pubs: G320-6415 Environment: TSO 
5796-PPA Panel 2 Line Art Program Acronym: Available: 5/30/81 
B/O 2270 B/M 102 
Service Code: H Test: 1 License: S Pubs: G320-6420 Environment: VM/370,0S/VS 
5796-PPH Graphpak Full Screen Interface Acronym: Available: 12/30/81 
~B/O =945 B/M 71 
Service Code: H Test: 1 License: S Pubs: G320-6642 Environment: OS/VS,VM,VSAPL 
5796-PPK IPS Cryptographic for VM/CMS Acronym: Available: 9/03/82 
o By0 . 396 B/M 144 ae 
Service Code: M Test: 1 License: § Pubs: SH20-2621 Environment: VM/CMS 
5796-PPZ Library 7 cl eoee to Dortmund Dmarc Acronym: DOBIS Available: 10/01/82 
Service Code: X Service End Date: 9/30/83 Test: 1 license: S Pubs: G320-9132 Environment: DOS,VS1,MVS 
5796-PQC. PCS Nursing Care Plans serouya: PCS Available: 7/02/82 
ByO 9090 B/I 1650 B/ 633 
Service Code: X Sérvice End Date: 7/01/84 Test: 1 License: S Pubs: G320-6632 Environment: 5796-ANY,ATZ 
5796-PRJ PCS Surgery Reportin Acronym: PCS Available: 9/23/83 
: BYO P0060" — . 4 aos 
Service Code: X Service End Date: 9/30/85 Test: 1 License: §S Pubs: G320-9133 Environment: 5796-ANY,ATZ 





5-412 


5796-PTH 


5796-PTJ 


CADAM (R) - CAD Bue Entry are 5 S56 

CADAM (R) - cad Entry spate 

CADAM (R). Dat ™ Meme E us t ae 
- Da 7 ntr stem 
B/O 14616 Bw 356 


CADAM (R) - Hard Co Entr Mm stem 
5 B/O 348) 4M ysrem'300 


Service Code: E Test: 1 License: § 


Acronym: 
Acronym: 
Acronym: 
Acronym: 


Pubs: 
Acronym: 


Service Code: X Service End Date: 


5796-PTN 


Service Code: X Service End Date: 


ACP Programming Language/Tr 
. B/I 5510 . 


Advanced Banking Terminal Support 3600 
B/O 181 


B/M 


2/10/84 Test: 


ansaction 1.1 Acronym: 
1580 


6/30/87 Test: 


5796-PXK 


5796-PXX 


5796-PYK 


“Land Owne eee io Mapping 


B/O 2120 
Service Code: X Service End Date: 


Community Mental Health MIS 
B/O 9330 


Service Code: X Service End Date: 


Acronym: 


1/31/88 Test: 
Acronym: 


9/30/86 Test: 


G320-6063 Environment: 


BTAP/CE 


1 License: 


1 License: 


LOTMAP 


2 License: 


CMHMIS 


1 License: 


OSDOSCHECK 


Available: 5/15/84 
Available: 2/09/83 
Available: 2/09/83 
Available: 2/09/83 
VM/SP 
Available: 2/11/83 
s Pubs: G320-9147 
Available: 5/10/85 
S Pubs: G320-9148 
Available: 2/28/86 
s Pubs: G320-0359 
Available: 7/27/84 
$ Pubs: G320-0330 


Available: 10/26/84 


Environment: 


Environment: 


Environment: 


Environment: 


5796-AZX 


MVS , VM+ACP/TPF 


Graphic Prog Gen 


System/36 


= Peer ener ages Sys Suppt/Check Procg Acronym: : 


: X Service End Date: : ¢ : - : 


5796-PYT 


: X Service End Date: : : : - i : 


5796=PYX 


5796-PZB 


Charges:X/Y where he 


16970 
Service Code 12/31/86 Test 


Video/VS 
B/O 20610 
Service Code 9/30/87 Test 


Video/VS 
B/O 26680 


Service Code: X Service End Date: 


Voice / Text Heese ing System 
B/O 1640 ad B/M 529 


Service Code: X Service End Date: 


License Type ee hae 
Charge Type 0=One T 


Acronym: 


Acronym: 


9/30/87 Test: 
Acronym: 


12/31/88 Test: 


D=DSLO, S=Single 
me, M=Monthly, I=initial, 


1 License 


1 License 


1 License: 


VIMS 


1 License: 


S$ Pubs: G320-0218 
Available: 8/31/84 

Ss Pubs: G320-9212 
Available: 8/31/84 

s Pubs: 
Available: 8/12/84 

S Pubs: 


M=Multiple 


5-413 


=Annual, P=Primary 


Environment 


Environment 


VS1,MVS+3890 


VSE+CICS 


G320-9212 Environment: MVS+CICS 


G320-9231 Environment: VM 


5796-PZJ 


5796-P2K 


5796-PZL 


5796-PZR 


5796-REE 


5796-RGG 


5796-RJT 


5796-RKJ 


5796-RRN 


5796-TBN 


5796-TBP 


System/38 to 5520 Communication BSC Acronym: 
B/O ° = 2990 


Service Code: X Service End Date: 12/31/86 Test: 


RM/COBOL tm Compiler and Runtime Acronym: 
B/O 2295 


Service Code: X Service End Date: 
RM/COBOL tm Runtime 
B/O 485 


5/31/87 Test: 
Acronym: 


5/31/87 Test: 


' Acronym: 


Service Code: X Service End Date: 


Patient Care System - Online Text 
B/O 9920 


5/15/88 Test: 


Acronym: 


Service Code: 
EDX PXS Development Support V3 
B/M 102 


X Service End Date: 


Service Code: H Test: 1 License: S 


Vehicle Maint - aa Inventory Acronym: 


12890 B/M 1170 
Service Code: X Service End Date: 11/30/83 Test: 


EDX Ener Management - Supermarkets Acronym: 
5370 3 799 ss a 


Service Code: X Service End Date: 


EDX Yale ASCII Communication Sys II 
B/O 541 B/M 


12/31/84 Test: 


Acronym: 
180 ss 


8/31/83 Test: 
Fastdraft 7 eas: nee to MAPICS Bridge 
B/O 58 


Service Code: X Service End Date: 


Acronym: 


4/17/86 Test: 
CAEDS (R) - CATIA (R) Geometry Transform Acronym: 
B/O 4250 


Service Code: X Service End Date: 


Service Code: X Service End Date: 6/30/87 Test: 


CADAM (R) Drawing Viewing Program - Host Acronym: 


1 License: 
2 License: 
2 License: 


‘PCS 


2 License: 


1 License: 
4 License: 
1 pECense: 
1 License: 


1 License: 


5-414 


Available: 11/23/84 


Pubs: GB30-1600 Environment: Series/1 


s Pubs: G320-9236 Environment: 5714-SS1+5611-SS1 
Available: 5/31/85 

S Pubs: G320-0800 Environment: System/36 
Available: 5/31/85 

s Pubs: G320-0800 Environment: System/36 
Available: 5/15/86 

S Pubs: G320-0820 Environmént: MVS,VSE+PCS 
Available: 11/30/81 

Available: 9/20/82 

S Pubs: GB30-1680 Environment: System/38 
Available: 3/20/84 

s Pubs: GB30-1847 Environment: Series/1 
Available: 8/27/82 

s Pubs: GB30-1901 Environment: Series/1 
Available: 4/20/84 

S Environment: System/34+7361 

Available: 1/31/86 

s Pubs: G320-0900 Environment: MVS,VM 
Available: 1/31/86 


5796-TBQ 


5796-TBR 


5796-TBT 


5796-TBW 


5796-TBY 


5796-TCA 


5796~-TCB 


5796-TCC 


5796-TCD 


5796-TCF 


(cont'd) 


Charges:X/Y where X= 


B/O 1250 
Service Code: X Service End Date: 


CADAM (R) Drawing Viewing Program 
B/O 826 


Service Code: X Service End Date: 


RM/COBOL tm Runtime 
B/O 302 


Service Code: X Service End Date: 


RM/COBOL tm Compiler and Runtime 
B/O 1510 


Service Code: X Service End Date: 


DPPX Report /Quer 
P B/O 905 D/O 
Service Code: X Service End Date: 


Beg eit Tracking 


Service Code: X Service End Date: 


Student Financial Tracking 
8175 


B/O 
Service Code: X Service End Date: 


General Ledger 
3/8 3635 


Service Code: XK Service End Date: 


Graduate Placement 
B/O 2720 


Service Code: XK Service End Date: 


7275 


Service Code: X Service End Date: 


Student Recruitment 
B/O 


Student Accounts sae 
B/O 181 


Charge Type 


1/31/88 Test: 


~ PC Acronym: 


1/31/88 Test: 
Acronym: 


5/31/87 Test: 
Acronym: 


5/31/87 Test: 


Acronym: 
1650 a 


5/30/88 Test: 
Acronym: 


5/31/88 Test: 
| Acronym: 


5/31/88 Test: 
Acronym: 


5/31/88 Test: 
Acronym: 


5/31/88 Test: 
Acronym: 


5/31/88 Test: 


1 License: 


CADAM 


O License: 


2 License: 


2 License: 


1 License: 


Career Sch 


1 License: 


Career Sch 


1 License: 


Career Sch 


1 License: 


Career Sch 


1 License: 


Career Sch 


1 License: 


s Pubs: G320-0898 Environment: VM,MVS+5796-TBQ 


Available: 


1/31/86 


S) Pubs: G320-0898 Environment: PC,AT,XT 


Available: 


Ss Pubs: G320-0818 Environment: System/36 PC 


Available: 


S Pubs: 


Available: 


Ss Pubs: 


Available: 


S Pubs: 


Available: 


S Pubs: 


Available: 


S Pubs: 


Available: 


S Pubs: 


Available: 


7/26/85 


7/26/85 


6320-0818 
5/30/86 


G320-9505 
5/31/86 


G320-9506 
5/31/86 


6320-9506 
5/31/86 


G320-9506 
5/31/86 


G320-9506 
5/31/86 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


System/36 PC 


DPS+DBT™ 

eyerenyce 
System/36 
System/36 


System/36 


) Pubs: G320-9506 Environment: System/36 


Acronym: Career Sch Available: 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


M=Multiple 
initial, 


5-415 


5/31/86 


=Annual, P=Primary 


5796-TCG 
(cont 


d) Service Code: X Service End Date: 


5796-TCG Guaranteed Student Loan/Pell Tracking 
B/O. «1815 


Service Code: XK Service End Date: 


5796-TCH Vendor Accounts payarse 
B/O 1815 


Service Code: X Service End Date: 


5796-TCJ Registration, Attendance & Grading 
B/O 7435 


5796-TDF 


5796-TDG 


5796-TDH 


5796-TDJ 


Service 


Service 


$/36 PC 


Service 
$/36 PC 


Service 
S/36 PC 


Service 
$/36 PC 


Service 


“$736 PC 


Service 


Code: X Service End Date: 
5796-TCK Patient Care 
B/O 


5/31/88 Test: 1 -License: § Pubs: G320-9506 Environment: System/36 
Acronym: Career Sch Available: 5/31/86 


5/31/88 Test: 1 License: S Pubs: G320-9506 Environment: System/36 
Acronym: Career Sch Available: 5/31/86 


5/31/88 Test: 1 License: § Pubs: G320-9506 Environment: System/36 


Acronym: Career Sch Available: 5/31/86 


System ADS Function Support Acronym: 
a 7000 B/M B50 


5/31/88 Test: 1 License: S Pubs: G320-9506 Environment: System/36 


Available: 10/31/86 


Code: X Service End Date: 10/31/88 Test: 2 License: S Pubs: G320-0337 Environment: CICS+PCS/ADS 


Career School Admin 
B/O 1450 


Code: Z Test: 1 


Career School Admin. 
B/O 1450 


Code: Z Test: 1 


Career School Admin. 
6545 


B/O 
Code: Z Test: 1 


Career School Admin. 
B/O 2905 


Code: Z Test: 1 


Career School Admin 
B/O- 2175 


Code: Z Test: 1 


. System II 


License: S 


System II 


License: § 


System II 


License: S 


System II 


License: S 


‘ System II 


License: S 


Acronym: CSAS II 


Environment: 


Acronym: CSAS II 


Environment: 


Acronym: CSAS II 


Environment: 


Acronym: CSAS II 


Environment: 


Acronym: CSAS II 


Environment: 


5796-TDK S/36 PC Career School Admin. System 11 | Acronym: CSAS II 
B/O ~=5815 





Service 


Code: Z Test: 1 


License: § 


Environment: 


5-416 


Available: 11/13/87 


S/36PCMode15364 
Available: 11/13/87 


S/36PCMode15364 
Available: 11/13/87 


§/36PCMode15364 
Available: 11/13/87 


S/36PCMode15364 
Available: 11/13/87 


S/36PCMode15364 
Available: 11/13/87 


S/36PCMode15364 


5796-TDL S/36 PC Career School Admin. System II 
B/O 1450 


Service Code: Z Test: 1 License: S$ 


5796-TDN 8/36 PC Career School Admin. System Il 
B/O —-1450 


Service Code: Z@ Test: 1 License: S 
5796-TDP S/36 PC Career School Admin. System II 
B/O 6545 


Service Code: Z Test: 1 License: S 


5796-ZAB Home Builders Hangaenent System 
 B/O 6900 


Service Code: H Test: 1 License: §$ 


5796-ZDC EDX Subscript 
B/D 2100 


Service Code: K Service End Date: 


5796-ZDE RPS Data Entry a tas 
B/O 


000 B/M 363 


Service Code: X Service End Date: 


5796-ZDF EDX Data Entry 
B/O 


8000 B/M 363 
Service Code: X Service End Date: 


5796-ZEJ Auto Dealership Meat - Accounting 
B/O 11000 


Service Code: X Service End Date: 


School - Financial Management 
B/O 19320 D/O 


X Service End Date: 


5796-ZFY 
17400 


Service Code: 


5796-ZGA School - eepreyee Management System 
B/ 16000 


D/O 14390 


Service Code: X Service End Date: 


Charges:X/Y where X= License Type 


Charge Type 


3/11/85 Test: 
Feri Test: 
12/17/84 Test: 

6/30/85 Test: 

9/30/86 Test: 

9/30/86 Test: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, t=tnitial, 


Acronym: CSAS II 


Environment: S/ 


Acronym: CSAS II 


Environment: S/ 
Acronym: CSAS II 


Environment: S/ 


Acronym: 


Pubs: GB30-1521 E 


Acronym: 


1 License: 


Acronym: RPS 


1 License: 


Acronym: EDX 


1 License: 


Acronym: 


1 License: 


Acronym: CIMS 


1 License: 


Acronym: CIMS 


1 License: 


M=Multiple 


5-417 


Available: 11/13/87 


36PCMode15364 
Available: 11/13/87 


36PCMode15364 
Available: 11/13/87 


36PCMode15364 
Available: 3/30/81 


nvironment: 5120 System 
Available: 3/11/83 


S Pubs: GB30-1909 
Available: 12/17/82 


Environment: Series/1 EDX 


S Pubs: GB30-1983 
Available: 12/17/82 


Environment: Series/1 


S Pubs: 


Available: 


GB30-1983 
8/00/00 


Environment: Series/1 


i) Pubs: 
Available: 


GB30-2107 
8/05/83 


Environment: System/34 


S Pubs: 
Available: 


GB30-2268 
8/05/83 


Environment: System/36 


$ Pubs: GB30-2268 Environment: 5796-ZFY 


. 


=Annual, P=Primary 


5796-ZGB School - Fixed Asset Inventory System Acronym: 
B/O 4795 D/ 4315 
Service Code: X Service End Date: 9/30/86 Test: 
5796-ZGC School - Student Attendance eyeren Acronym: 
B/O 4795 D/ 4315 
Service Code: X Service End Date: 9/30/86 Test: 
5796-ZGD School ~ Warehouse pnyeubery System Acronym: 
B/O 6395 /0 5750 
Service Code: X Service End Date: 9/30/86 Test: 
5796-ZGF School - Library Management aero Acronym: 
B/O 2390 _D/ 2155 
Service Code: X Service End Date: 9/30/86 Test: 
5796-ZGW Financial Desk Calculator Acronym: 
B/O 385 
Service Code: X Service End Date: 10/31/85 Test: 
5796-ZHZ a Data Base - Trade Assn Acronym: 
/0 9330 
Service Code: X Service End Date: 3/31/86 Test: 
5796-ZJA Dues Assessment - Trade Assn Acronym: 
~  B/O 4660 
Service Code: X Service End Date: 3/31/86 Test: 
5796-ZJB Fund Raising/Development - Trade Assn Acronym: 
B/ 399 
Service Code: X Service End Date: 8/31/86 Test: 
5796-ZJC Acronym: 


Subscription Fulfillment Trade Assn 
B/O 4660 


Service Code: X Service End Date: 
5796-ZJD Special Events - Trade Assn 
B/O 3995 


Service Code: X Service End Date: 3/31/86 Test: 1 License: S 


5796-ZJE Membership Data Base 


3/31/86 Test: 


Acronym: 


| Acronym: 


CIMS 


1 License: 


CIMS 


1 License: 


CIMS 


1 License: 


CIMS 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


5-418 


Available: 


S Pubs: 
Available: 


8/30/83 


GB30-2268 Environment: 5796-ZFY 


8/05/83 


S Pubs: GB30-2268 Environment: 5796-ZFZ 


Available: 


S Pubs: 
Available: 


S Pubs: 
Available: 


Ss Pubs: 


Available: 


S Pubs: 
Available: 


S Pubs: 


Available: 


N) Pubs: 


Available: 


S Pubs: 


Available: 


Available: 


8/05/83 


GB30-2268 
8/05/83 


GB30-2268 
8/05/83 


GB30-2281 
3/09/84 


BG30-2352 
3/09/84 


GB30-2352 
3/09/84 


GB30-2352 
3/09/84 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


5796-ZFY 


System/36 


System/36 


System/36 


5796-ZHZ 


5796-ZHZ 


BG30-2352 Environment: 5796-ZHZ 


3/09/84 


3/09/84 


Pubs: GB30-2352 Environment: 5796-ZHZ 


5796-ZJF 


5796-ZJG 


-5796-ZJH 


5796-Zdd 
5796-ZKA 
5796-ZKB 
5756-ONR 


5796-ZPK 


B/O 9330 
Service Code: X Service End Date: 


embexenty Dues Assessment 
/O 4660 


Service Code: X Service End Date: 


Membership Fund Raising/Development 
B/0 3995 


Service Code: X Service End Date: 


Heperern ar aeeo Fulfillment 


Service Code: X Service End Date: 


peer R eve" agye 


Service Code: X Service End Date: 


Service Code: X Service End Date: 


Order Management A 
B70 86700 


Service Code: X Service End Date: 12/31/87 Test: 


Student Evaluation System 
B/O 3995 D/O 


X Service End Date: 


3595 
Service Code: 


Time & Material / Service Billing 
B/O 4240 


Service Code: X Service End Date: 


3/31/86 Test: 
Acronym: 


3/31/86 Test: 
Acronym: 


3/31/86 Test: 
Acronym: 


3/31/86 Test: 
Acronym: 


3/31/86 Test: 
Automotive Release/Shi ing Control Syst Acronym: 
B/O 17600 aia a Pe 


2/23/87 Test: 
Acronym: 


Acronym: 


9/30/88 Test: 


‘Acronym: 


1 License: 


0 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


CIMS 


1 License: 


CMAS 


6/30/88 Test: 1 License: § 


5796-ZPL Property Management, CMAS Extension Seri Acronym: CMAS/36 
Perry B/O 12720 i 


5796-ZPN 


(cont'd) 


Charges:X/Y where 


Service Code: X Service End Date: 
Optical Scanning System 
. B/O 1995 


D/O 1790 


X= License Type 
Y= Charge Type 


Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I 


8/30/88 Test: 1 License: §S 


CIMS 


M=Multiple 
tnitial, 


5-419 


5 Pubs: 


Available: 


S Pubs: 
Available: 


S Pubs: 
Available: 


S Pubs: 
Available: 


S Pubs: 


Available: 


s Pubs: 


Available: 


S Pubs: 
Available: 


GB30-2401 
3/09/84 


GB30-2401 
3/09/84 


GB30-2401 
3/09/84 


GB30-2401 
3/09/84 


GB30-2401 
2/22/85 


GB30-2480 


10/05/84 


GB30-2466 
7/25/86 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


System/36 
5796-ZJE 
5796-ZJF 
5796-ZJE 
5796-ZJE 
System/36 


System/38 


Ss Pubs: GB30-2268 Environment: Student Management 


Available: 


Pubs: 
Available: 


Pubs: 
Available: 


5/02/86 


GB30-6016 Environment: 5727-M6X+M6A 


9719/86 


GB30-6018 Environment: 5727-M6X and M67 


7/25/86 


=Annual, P=Primary 


5796-ZPP . . 
‘Coont a) Service Code: X Service End Date: 9/30/88 Test: 1 License: § Pubs: GB30-2268 Environment: Student Management 


5796-ZPP Construction Inventory Acronym: CMAS Available: 5/02/86 
“ B/O 3635 
Service Code: X Service End Date: 6/30/88 Test: 1 License: § Pubs: GB30-6016 Environment: 5727-M6X+M66 
-5796-ZPQ Student Scheduling System | Acronym: CIMS Available: 7/25/86 
. = B/O 6665. D/O 5995 
“Service Code: X Service End Date: 9/30/88 Test: 1 License: § Pubs: GB30-2268 Environment: Student Management 
5796-ZPR Student Grading eyeees Acronym: CIMS Available: 7/25/86 
fo ~ B/O 3325 D/O — 2990 
Service Code: X Service End Date: 9/30/88 Test: 1 License: §S ‘Pubs: GB30-2268 Environment: Student Management 
5796-ZPT Student Management System . Acronym: CIMS Available: 7/25/86 
2a Toe “BIO” 3995 D/O  . 3595 
Service Code: X Service End Date: 9/30/88 Test: 1 License: S$ Pubs: GB30-2268 Environment: System/36 
_ 5796-ZPW Mass. oN Paar. Util. Multi-Prog. Sy Acronym: MUMPS/VM Available: 1/22/88 Variable Charges 
es - ae B/O- 24250 
18 B/O 24250 
20 B/O 24250 
30 B/O 34630 
40 B/O 55420 
50 B/O. 71500 
60 - B/O 92250 . 
| | Service Code: M Test: 1 License: S Pubs: SB35-0502 Environment: $/370 
5796-ZPX Federal MBO en G65 Media ReportingS/34 Acronym: IRS Available: 11/06/87 
Service Code: X Service End Date: 4/30/88 Test: 0 License: S Pubs: GB30-3320 Environment: System/34 
5796-Z2PY Federal Me reenek se uecse ReportingsS/36 Acronym: IRS “Available: 11/06/87 
oo Service Code: X Service End Date: 4/30/88 Test: 0 License: S Pubs: GB30-3320 Environment: System/36 
5796-ZPzZ Federal NAO Ges Media ReportingS/38 Acronym: IRS Available: 11/06/87 
Service Code: X Service End Date: 4/30/88 Test: 0 License: 5 Pubs: GB30-3320 Environment: System/38 
5796-ZQA S/36 PSAS-Stores, Inventory Control — . Acronym: PSAS Available: 9/18/87 j 


5-420 


Service Code: X Service End Date: 


5796-ZQB SYS/36 PSAS - Bus. Licenses & Fees 
B/O 6665 


Service Code: X Service End Date: 
5796-ZQC. SYS/36 PSAS-Fixed Assets Control 
B/O 4240 


Service Code: X Service End Date: 
5796-ZQD SYS/36 PSAS-Accounts Receivable 
B/O 4240 


Service Code: X Service End Date: 
5796-ZQE SYS/36 PSAS-Voter Registration 
B/O 6665 


Service Code: X Service End Date: 
5796-ZQF SYS/36 PSAS-Records Indexing 
B/O 10300 


9/30/89 Test: 1 License: S$ 


Acronym: 


9/30/89 Test: 


Acronym: 


9/30/89 Test: 


Acronym: 


9/30/89 Test: 
Acronym: 


PSAS 


1 License: 
PSAS 


1 License: 
PSAS 


1 License: 


PSAS 


Available: 


S 
Available: 


s 
Available: 


S 
Available: 


9/30/89 Test: 1 License: § 


Acronyn: 


PSAS 


Available: 


Service Code: X Service End Date: 9/30/89 Test: 1 ‘License: §S 


5796-ZQG +AS/400 Order ara ele System Acronym: 
D5 B/O 44930 D/O 39540 
E5 B/O 56100 D/O 49360 
F5 B/O 67430 D/O 59330 
G5 B/O 78650 D/O 69210 
H5 B/O 89890 D/O 79100 
J5 B/Q 112350 D/O 98880 
K5 B/O 123550 D/O 108750 


Service Code: H Service End Date: 


12/31/90 Test: 


5796-ZQH +AS/400 Order Manegcncne Accounts Payapee Acronym: 
. D5 B/O 9430 D/O 8300 


E5 B/O 11770 D/O 10350 
F5 B/O 14130 D/O 12430 
G5 B/O 16500 D/O 14520 
H5 B/O 18860 D/O 16600 
J5 B/O 23560 D/O 20730 
K5 B/O 25930 D/O 22820 


Service Code: H Service End Date: 


12/31/90 Test: 


8300 


5796-ZQJ +AS/400 Order Mana ement General Ledger Acronym: 
D5 B/O 9430 


D/O 
(cont 'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single 
Charge Type O=One Time, M=Monthly, T=tnitial, =Annual, P=Primary 


0 License: 


O License: 


Available: 


S 
Available: 


s 
Available: 


M=Multiple 


5-421 


Environment: 


9/18/87 


Environment: 


9/18/87 


Environment: 


9/18/87 


Environment: 


9/18/87 


Environment: 


9/18/87 


Environment: 


11/18/88 


Environment: 


11/18/88 


Environment: 


11/18/88 


$/36 8 inch media 
SYS/36 8in media 
S$/36 8 inch media 
$/36 8 inch media 
8/36 8 inch media 
§/36 8 inch media 
. Variable Charges 

AS/400 

Variable Charges 
AS/400 

Variable Charges 


5796- 
5796-40) E5 


B/O 11770 D/O 
F5 B/O 14130 D/O 
G5 B/O 16500 D/O 
H5 B/O 18860 D/O 
J5 B/O 23560 D/O 
K5 B/O 25930 D/O 
. _ Service Code: H Service End Date: 
5796-ZQK SYS/36 PSAS-Stores Inventory Cont 
B/O 34175 
Service Code: X Service End Date: 
5796-ZQL 


SYS/36 PSA-Business Licenses&Fees 
B/O 4995 


Service Code: X Service End Date: 
3796- ~TON ‘SYS/36 PSAS-Fixed Assets Control 
B/O 3175 


Service Code: 
.5796-ZQP SYS/36 PSAS Accounts Receivable 
; B/O 3175 


Service Code: 
5796-ZQQ SYS/36 PSAS Voter Registration 
; B/O 4995 


Service Code: 
-5796-ZQR - SYS/36 PSAS-Records Indexing 
es B/O 7720 


Service Code: X Service End Date: 


5798-BDY 3890 Offline Sort Enhancements 
: B/O 3455 


Service Code: X Service End Date: 


5798-CDB 1400 Compatibility Access Routine Acronym: 
B/O 606 

: Service Code: H Test: 1 License: I Pubs: 

5798-CFD 3890 Offline Sort Acronym: 
B/O 1800 


X Service End Date: 


X Service End Date: 


X Service End Date: 


10350 
12430 
14520 
16600 
20730 
22820 


rol 


Acronym: 


9/30/89 Test: 
Acronym: 


Acronym: 


12/31/90 Test: 


Acronym: 


9/30/89 Test: 


9/30/89 Test: 


Acronym: 


9/30/89 Test: 


Acronym: 


9/30/89 Test: 


9/30/89 Test: 


Acronym: 


3/28/89 Test: 


QO License: 


PSAS 


1 License: 


PSAS 


1 License: 


PSAS 


1 License: 


PSAS 


1 License: 


PSAS 


1 License: 


PSAS 


1 License: 


1 License: 


S Environment: AS/400 
Available: 9/18/87 


Ss Environment: S/36 PC 5.25" media 
Available: 9/18/87 


Ss Environment: S/36 PC 5.25" media 
Available: 9/18/87 


S Environment: S/36 PC 5.25" media 
Available: 9/18/87 


Ss Environment: S/36 PC 5.25" media 
Available: 9/18/87 


s Environment: $/36 PC 5.25" media 
Available: 9/18/87 


s Environment: S$/36 PC 5.25" media 
Available: 


S Pubs: 
Available: 


GB21-1383 Environment: OS/VS 
1/30/76 


GB21-1546 Environment: DOS/VS 


5-422 


Available: 3/30/76 


5798-CFP 


5798-CFT 


5798-CHI 


5798-CLD 


5798-CLW 


53798-CPR 


3890 DOS/VSE Offline Fine Sort II Acronym: 
B/M 96 


Service Code: X Service End Date: 3/28/89 Test: 1 License: S 


CICS Performance Analyzer II Acronym: 
B/O 2315 B/M 91 

Service Code: X Service End Date: 8/07/86 Test: 1 License: § 

Source Program Maintenance Online Acronym: 
B/O 5900 B/M 248 

SPMOL with deere and Archiving Acronym: 
B/O 1730 B/M 76 

Service Code: X Service End Date: 8/07/86 Test: 

IMS Monitor Summary & System Analysis II Acronym: 
B/O 4045 B/M 181 

Service Code: E Test: 1 License: I Pubs: 

CPCS Online Adjustments - II Acronym: 
B/M 1080 


CPCS Online Adjustments - II Enhanced Acronym: 
B/M 274 


Service Code: X Service End Date: 7/24/89 Test: 


TSO Programming Control Facility II Acronym: 
: B/O z 1485 B/M 56 


Service Code: E Test: 1 License: S Pubs: 


PA II 


SPMOL 


1 License 
IMSASAP 


GB21-1792 


1 License 


PCF II 


GB21-1987 
GPAR 


Available: 
Available: 3/30/76 


Available: 1/30/76 
Available: 


: § Pubs: GB21-1696 Environment: 


Available: 7/30/77 


Environment: IMS/VS+GPAR 
Available: 10/30/76 
Available: 


: § Pubs: GB21-1948 Environment: 


Available: 12/30/76 


Environment: MVS 


Available: 7/30/77 


Pubs: GB21-1662 Environment: 


Pubs: GB21-1862 Environment: 


DOS/VS+5798-BDC 


CICS/VS 


CICS/VS 


OS/VS CPCS 


Analysis Reportin Acronym: 
/ mf _ B/M m oT si 


5798-CQP 


General Performance 
B/O 880 


Service Code: X Service End Date: 8/17/87 Test: 


1 License 


IMSPARS 


oe Pubs: GB21-2091 Environment: 


Available: 7/30/78 


OS/VS1, MVS, SVS 


IMS Performance Analysis & Report ing Acronym: 
B/O 5030 B/ 45 


5798-CQQ 


5798-CQX 
(cont ‘d) 


Charges 


Service Code: E Test: 1] License: I Pubs: 


Generalized Trace Facility Analysis “Acronym: 
B/O 2545 B/M 102 


Service Code: X Service End Date: 8/17/87 Test: 
3890 Cycle Sort Acronym: 
B/O 


5425 B/M 493 


:X/Y where X= License Type B=Basic, D=DSLO, S=Single 
Charge Type O=One Time, M=Monthly, I= 


GB21-2139 
GTFPARS 


1 License 


M=Multi 
tnitial, 


5-423 


Environment: IMS/VS V1,5798-CPR 
Available: 2/30/78 


vane | Pubs: GB21-2142 Environment: 


Available: 3/30/78 


le 
=Annual, P=Primary 


OS/VS, 5798-CPR 


5798-CRC 














(cont d) Service Code: H Test: 1 License: §S Pubs: GB21-2165 Environment: DOS/VS, 5798-BDC 
5798-CRC 3890 Online Fine Sort - CPCS | Acronym: Available: 3/30/78 
B/O 12000 B/M 1085 
Service Code: H Test: 1 License: S Pubs: GB21-2170 Environment: OS/VS 
5798-CWF Time Initiated Ba Facility Acronym: TIIF Available: 6/30/78 
B/O B/M 147 
Service Code: E Test: 1 License: S Pubs: GB21-2255 Environment: IMS/VS V1 
5798-CWR 3890 Online Fine Sort Acronym: Available: 11/30/80 
B/O 11250 B/M 1020 
Service Code: H Test: 1 License: S Pubs: GB21-2276 Environment: DOS/VS DOS/VSE Rel 
5798-CYB Financial Information System Online Acronym: BACIS/FIS Available: 2/30/80 
B/O 11440 B/M 450 : 
Service Code: X Service End Date: 2/28/83 Test: 1 License: § Pubs: GB21-2367 Environment: DOS/VS/VSE+5798-CYC 
5798-CYC Financial Information System Acronym: BACIS/FIS Available: 2/30/80 
B/O 27420 B/M 1080 
Service Code: X Service End Date: 2/28/83 Test: 1 License: S Pubs: GB21-2364 Environment: DOS/VS/VSE 
_5798-DAA Generalized Performance pra lysis Report Acronym: GPAR/DOS Available: 12/30/80 
B/O 1500 B/M 72 
Service Code: X Service End Date: 8/17/87 Test: 1 License: S Pubs: GB21-2491 Environment: Brees 
5798-DCH LDMS Normal Value / Delta Checking Acronym: LDMS. II Available: 11/30/80 
‘B/O 5195 B/M 472 
Service Code: H Test: 1 License: S Pubs: GB21-2602 Environment: 5796-APB,5796-AWC 
5798-DCR Inventory Planning Forecasting II Rl Acronym: COPICS Available: 1/30/81 
+Inventory ron ok oo a II R2 Acronym: COPICS Available: 4/28/89 
B/O 50 326 
Service Code: X Service End Date: 10/31/89 Test: 1 License: § Pubs: GB21-2650 Environment: DOS/VSE,0S/VS DL/I 
5798-DFE VTAM Performance & Analysis rai II sy eee 2 Available: 1/15/82 
B/O 6135 B/I 217 
Service Code: x Service End Date: 8/17/87 Test: 1 License: S Pubs: GB21-2786 Environment: Succeeded by NPM 
5798-DFH FORTRAN Utilities for VM/370 TIt Acronym: Available: 7/29/83 Variable Charges 
10 B/O 694 B/M 220 
15 B/O 926 B/M 220 


5-424 


5798-DFR 


5798-DHB 


5798-DJIX 


5798-DKB 


5798-DKD 


5798-DLA 


5798-DLL 


Charges:X/Y where “a 


+Plant eae - Host Interface R2 


18 B/O 1110 B/M 220 

20 B/O 1210 B/M 220 

30 B/O 1730 B/M 220 

40 B/O 1730 B/M 220 

50 B/O 2240 B/M 220 

60 B/O 2890 B/M 220 

Service Code: X Service End Date: 9/30/84 Test: 

Plant Monitoring - Host Interface Rl Acronym: 
Acronym: 


7225 B/M 218 


Service Code: X Service End Date: 10/31/89 Test: 
DPCX Automated Administration Activities Acronym: 
B/O —-1240 


Service Code: X Service End Date: 2/15/83 Test: 


CICS/VS Formatted Dump Online Il 
B/O 2905 


Service Code: X Service End Date: 


6670 Preprocessor Acronym: 
P/O 3350 sa 

Service Code: E Test: 1 License: § Pubs: 
Acronym: 


General Markup Language Product Aid 
B/O ’ 3380 : 


Service Code: X Service End Date: 


Process Development System 
B/O 2850 


Service Code: X Service End Date: 12/31/83 Test: 


Data Base Edit Acronym: 
10 B/O 2000 
15 B/O 2665 
18 B/O 4000 
20 B/O 4665 
30 B/O 6665 
40 B/O 6665 
50 B/O 8605 
60 B/O 11100 


Service Code: X Service End Date: 2/01/87 Test: 


License Type 
Charge Type 


Acronym: 


12/31/83 Test: 


2/21/85 Test: 
Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


1 License: 


COPICS 
COPICS 


1 License: 


1 License: 


1 License: 


GB21-2974 
GML 


1 License: 


1 License: 


DBEDIT 


1 License: 


M=Multiple 
=Annual, P=Primary 


fnitial, 


5-425 


s Pubs: GB21-2796 
Available: 11/30/81 
Available: 4/28/89 
$ Pubs: 


Available: 


GB21-2842 
2/12/82 


S Pubs: GB21-2889 
Available: 10/22/82 


iS) Pubs: 


Available: 


GB21-2963 
9/17/82 


Environment: MVS,VM 


Available: 5/14/82 


S Pubs: GB21-2978 
Available: 12/10/82 


s Pubs: GB30-2004 
Available: 2/01/85 
s Pubs: G320-9195 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


OS/VS VSE 5798-DFT 


DPCX 


CICS/VS 


5748-XX9 


Series/1 


Variable Charges 


Environment: 


SQL/DS+VM 


5798-DLP Personal Manager Acronym: Available: 5/05/84 
10 B/O 544 
15 B/O 727 
18 B/O 1035 
20 B/O 1270 
30 B/O 1815 
40 B/O 1815 
50 B/O 1815 
60 B/O 1815 
Service Code: H Service End Date: 6/30/90 Test: 1 License: §S Pubs: G320-9197 
5798-DLQ Data Base Edit Acronym: DBEDIT Available: 2/01/85 
B/O 8485 


Service Code: X Service End Date: 2/01/87 Test: 


1 License: 


S Pubs: G320-9195 


5798-DMY VM File Storage Facility - Acronym: FSF Available: 10/28/83 

10 B/O 363 

15 /O 

18 B/O 724 

20 B/O 848 

30 B/O 1210 

40 B/O 1210 

50 B/O 1560 

60 B/O 2010 

Service Code: X Service End Date: 12/31/87 Test: 1 License: § Pubs: GB21-3084 
5798-DNG CPCS Sort Table Generator Acronym: Available: 6/01/84 

B/O 14550 B/M 661 
Service Code: X Service End Date: 7/31/88 Test: 2 License: S Pubs: GB21-3104 


5798-DNK 3800 90 Degree Rotate Rescaled Char Set Acronym: 
B70 485 


Available: 12/30/83 


Service Code: X Service End Date: 12/31/85 Test: 1 License: S$ Pubs: GB21-3121 
5798-DPJ Structured Query Language / Edit Acronym: SQL/DS Available: 3/30/84 
Service Code: X Service End Date: 3/31/86 Test: 1 License: § Pubs: G320-9184 
5798-DPL CICS/VS Conversion Utility Acronym: Available: 1/21/84 
B/O 8485 B/M 385 
Service Code: X Service End Date: 12/31/86 Test: 1 License: § Pubs: 3200-442 
5798-DPR IMS/VS ss pie 7 maa Reload II Acronym: FRR II Available: 11/01/83 


5-426 


Variable Charges 


Environment: CICS+COBOL+VSE 


Environment: MVS+DB2 


Variable Charges 


Environment: VM 


Environment: MVS,VS1 


Environment: MVS+3800-III 


Environment: SQL/DS 


Environment: CICS COBOL or PL/I 


Service Code: X Service End Date: 10/31/84 Test: 1 License: S 


er 


5798-DQD Cache RMF Report 
B/O 1330 


Service Code: H Service End Date: 


Pubs: G320-0362 Environment: DF/DS,DFP+RMF+PL/I 


5798-DQF 6670 Usability Aid 
B/O 2 


6060 B/M 


Service Code: X Service End Date: 


5798-DQG EDX Department Office Control System 
B/O 2390 


Service Code: X Service End Date: 12/31/86 Test: 1 License: § 
5798-DQH CICS to 3270-PC File Transfer Program iva. eg ea Se ee 
B/O 727 


Service Code: X Service End Date: 


5798-DQJ Personal Manager 
B/O 1815 


Service Code: H Service End Date: 


5798-DQL SQL/DS Relational Design Tool 
B/O 4850 


Service Code: X Service End Date: 


5798-DQZ LISP 


B/O B/M 


Service Code: X Service End Date: 


7880 3 


5798-DRB Online Presentation Utility 
B/O —-:1310 


Service Code: X Service End Date: 


5798-DRE MICR User Editing - CHX/3694, CHX/VS 
B/O 265 


End Date: 
TCP/IP 
B/M 


Service Code: X Service 


5798-DRG VM aa 5 Program for 


20610 9 


Service Code: X Service. End Date: 1 


License Type 


B=Basic, 
Charge Type 


Charges:X/Y where ae 


Acronym: 


Pubs: G320-9201 Environment: IMS/VS 
Available: 11/02/84 


6/30/91 Test: 1 License: $ 


Acronym: 
75 


6/30/86 Test: 1 License: S 


Acronym: 


Acronym: 


6/30/86 Test: 1 License: § G320-0369 Environment: CICS+3270-PC CP 


Acronym: 


6/30/90 Test: 


Acronym: 


7/27/86 Test: 


Acronym: 
58 " 
9/30/86 Test: 

Acronym: 


3/31/87 Test: 


Acronym: 


3/30/88 Test: 


Acronym: 
36 is 


2/31/86 Test: 


=DSLO, S=Single 


O=One Time, M=Monthly, I= 


1 License: 


1 License: 


2 License: 


OPUS/38 


1 License: 


2 License: 


1 


M=Multi 
tnitial, 


5-427 


License: 


Available: 4/20/84 


@ 
Pubs: G320-0368 Environment: VM+6670 
Available: 10/12/84 


Pubs: G320-0367 Environment: Series/1 
Available: 4/13/84 


Pubs: 


Available: 5/04/84 


5 Pubs: 
Available: 


6320-9197 
7/29/84 


Environment: 


S Pubs: 
Available: 


6320-0654 
8/10/84 


Environment: VSE,VM 


S Pubs: 


Available: 


G320-0349 
4/19/85 


Environment: 


S Pubs: 
Available: 


G320-0252 
5/16/86 


Environment: System/38 


S Pubs: G320-9250 
Available: 10/26/84 


Environment: OS/VS,VSE 


5 Pubs: G320-9219 Environment: 


le 


=Annual,. P=Primary 


CICS+COBOL+MVS 


VM+EDX/RPS/DACU 


5798-DRP Data Dictionary DB2 Interface Acronym: Available: 5/03/85 
B/O 4410 











Service Code: X Service End Date: 6/30/87 Test: 1 License: § Pubs: G320-9241 Environment: DB2 
5798-DRT PROFS Note Maintenance Facility Acronym: Available: 4/12/85 
B/O 1650 
: Service Code: H Service End Date: 3/31/91 Test: 2 License: §S Pubs: G320-0796 Environment: PROFS 
5798-DRW 3 of 9 Bar Code Print 3800-3 Acronym: Available: 7/26/85 
B/O 3305 
Service Code: X Service End Date: 7/31/87 Test: 2 License: S Pubs: G320-9243 Environment: MVS,XA 
5798-DRX EDX Plant Automation Communication ere Acronym: PACS Available: 5/03/85 
B/O 10670 B/M 485 
Plant Automation Communication Sourcecod Acronym: Available: 
B/O 799 B/M 35 _ 
Service Code: X Service End Date: 5/03/88 Test: 2 License: §S Pubs: G320-9245 Environment: EDX Communic Facil 
5798-DRY Tape Automation for Production VSE Acronym: Available: 9/27/85 
B/O = 2425 
Service Code: X Service End Date: 9/30/87 Test: 2 License: § Pubs: G320-0835 Environment: VSE 
5798-DTA 5210 Full Function Support Acronym: Available: 3/15/88 
B/O 4660 
Service Code: X Service End Date: 4/30/89 Test: 2 License: §S Pubs: G320-9254 Environment: VM+5210G Printer 
5798-DTC Utility Work ep eRenene Starter System Acronym: Available: 3/08/85 
B/O 9090 B/M 412 
Service Code: X Service End Date: 3/31/87 Test: 1 License: § Pubs: G320-0797 Environment: MVS+CICS+IMS 
5798-DID Interactive Compost tien and Fort ing V2 Acronym: ICEF Available: 4/26/85 
B/O 0310 B/M 375 
. Service Code: X Service End Date: 4/30/87 Test: 2 License: S Pubs: G320-9798 Environment: VM+4250 or 3800 III 
5798-DTE vette Pageprintes, Vx Support Acronym: Available: 11/01/85 Variable Charges 
1 . B/O 837 
18 B/O 1250 
20 B/O 1460 
30 B/O 2090 
40 B/O 2090 


5-428 


5798-DTL 


5798-DTP 


5798-DTQ 


5798-DWF 


5798-DWG 


5798-DWQ 


5798-DWR 


5798-DWT 


5798-DWW 


5798-DXC 


(cont'd) 


Charges:X/Y where X= 


60 B/O 3485 


Service Code: X Service End Date: 


TSO Host Server for PC XT/370 (VM/PC) 
B/O 2665 


Service Code: X Service End Date: 


Inbound File analy. and Retrieval 
B/O 3090 

Service Code: X Service End Date: 

Data Base Migration Aid Utility 
B/O 4410 

Service Code: X Service End Date: 


3090 Vector dua rea Simulator 1.2 
B/O 1047 


Service Code: X Service End Date: 


Answer/DB for PC Products 
B/O 38580 


Service Code: X Service End Date: 12/31/88 Test: 


UPC Barcode for 3800/20-III APA Mode 
B/O 1705 


Service Code: X Service End Date: 


3 of 9 Barcode for 3800/20-III APA Mode 
B/O 1210 


X Service End Date: 


MSI/Plessey Barcode for 3800/20-III 
B/O 1155 


Service Code: 


Service Code: X Service End Date: 


Selt-Teach, The Online XEDIT Tutorial 
B/O 1650 


Service Code: X Service End Date: 


Graphics Interface Control ViR1 
B/O 250 


License Type 
Charge Type 


12/31/89 Test: 
Acronym: 


7/31/86 Test: 
Acronym: 


9/30/87 Test: 
Acronym: 


8/31/87 Test: 


Acronym: 


2/29/88 Test: 
Acronym: 


Acronym: 


8/05/88 Test: 
Acronym: 


8/05/88 Test: 
Acronym: 


8/05/88 Test: 
Acronym: 


1/31/88 Test: 
Acronym: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


1 License: 


TSOSERV 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


2 License: 


M=Multiple 
{nitial, 


5-429 


S) Pubs: 


Available: 


$ Pubs: 


Available: 


S Pubs: 


Available: 


Ss Pubs: 


Available: 


S Pubs: 


Available: 


S Pubs: 


Available: 


s Pubs: 


Available: 


s Pubs: 


Available: 


$ Pubs: 


Available: 


$ Pubs: 


Available: 


6320-0799 
2/25/85 


G520-3917 
9/06/85 


GB30-2037 
9/20/85 


SH20-9032 
2/18/86 


GC23-0340 
4/18/86 


GH20-9244 
8/08/86 


GB30-6007 
8/08/86 


GB30-6007 
8/08/86 


GB30-6007 
1/10/86 


6320-9499 
9/25/87 


=Annual, P=Primary 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment : 


VM 


MVS+VTAM 


ADCS 


DB2 


VM, VM/XA ,MVS , XA 


CICS/OS or IMS/DC 


MVS , VSE+PrintServ 


MVS , VSE+PrintServ 


MVS , VSE+PrintServ 


5798-DXK 
(cont d) 


5798-DXK 
5798-DXL 
5798-DXN 


5798-DxXQ 


Service Code: X Service End Date: 8/29/88 Test: 


MICR User Editin Acronym: 
B/O 9075 a 


Service Code: X Service End Date: 10/31/88 Test: 


MICR User Editin Acronym: 
B/O 5075 te 


Service Code: X Service End Date: 10/30/88 Test: 


Classified Data Erasure Program Acronym: 
B/O 5510 


Service Code: X Service End Date: 2/04/89 Test: 


Q License: 
CPCS 


2 License: 


2 License: 


C.D.E.P. 


1 License: 
ICFRU 


S Environment: AT + 5085 
Available: 10/24/86 


s Pubs: G320-9509 Environment: DOSCHECK/OSCHECK 
Available: 10/24/86 


s Pubs: G320-9510 Environment: DOSCHECK/OSCHECK 
Available: 2/04/86 


Ss Pubs: GC26-4269 Environment: VM,MVS 
Available: 3/28/86 


Integrated Catalog Forward Recovery Util Acronym: 
. B/O 4860 ss a 


: : s Pubs: G320-9501 Environment: MVS,XA 


5798-DXR 


5798-DXT 


5798-DXW 


5798-DXY 


- 5798-DXZ 


5798-DYE 


Service Code: X Service End Date: 3/31/90 Test 


GDDM Graphic Subroutines Acronym: 
B/O 665 


Service Code: X Service End Date: 3/31/88 Test: 


VM Interpreter Interface to hg Acronym: 
B/O 5400 B/ 


247 
Service Code: H Service End Date: 


EDX Industrial Monitoring and Automation Acronym: 
B/O 10300 


Service Code: X Service End Date: 10/31/88 Test: 


4700 Advanced Bank Teller Application Acronym: 
B/O 1815 


Service Code: X Service End Date: 11/30/88 Test: 


Patient Care Sys - Applic Develop. Educ Acronym: 
B/O 5000" . z 


Service Code: X Service End Date: 12/31/88 Test: 


The Information Facility V2 Acronym: 
B/M 1980 D/M 1485 


Service Code: M Test: 2 License: § 


1 License: 


1 License: 


5/31/90 Test: 1 License: S 


IMAS 


2 License: 


2 License: 


PCS 


1 License: 


TIF 


5-430 


Available: 5/02/86 


Ss Pubs: G320-9504 Environment: System/36 
Available: 5/20/86 


Pubs: G320-9508 Environment: VM+SQL 
Available: 10/31/86 


S . Pubs: G320-9519 Environment: EDX Commun Sys 
Available: 11/21/86 


S Pubs: 
Available: 


6320-0804 Environment: 4700 FCS 
1/16/87 


s Pubs: 


Available: 


G320-9521 Environment: PCS-ADS 
7/18/86 


Pubs: GC26-4217 Environment: MVS,XA 


5798-DYF 


5798-DYJ 


5798-DYL 


The Information Facility V2 Acronym: 
B/M 1980 D/M 1485 

The Information Facility V2 Acronym: 
B/M 594 

Service Code: M Test: 2 License: § Pubs: 


Production Monitoring & Control Host/36 Acronym: 
B/O 378 — 


Service Code: X Service End Date: 9/30/89 Test: 
Programming in Logic Acronym: 

B70 15750 B/M 787 he 
Service Code: M Test: 2 License: § Pubs: 


5798-DYR +COBOL Cr eniey gge ee ene Acronym: 


5798-DYW 


3798-DYX 


5798-DZA 


5798-DZF 


5798-DZH 


5798-DZJ 


(cont'd) 


Service Code: H Service End Date: 12/31/92 Test: 
Automated Software Test Facility Acronym: 
B/O 10900 B/M 727 


Service Code: X Service End Date: 8/31/88 Test: 
Personal Manager / TSO | ; Acronym: 
B/0 2555 ve 


Service Code: X Service End Date: 10/31/88 Test: 


COPICS Plant Monitoring & Control 370 Acronym: 
B/O 27240 B/M 1355 


Service Code: H Service End Date: 6/30/91 Test: 

VM/Data Collector Acronym: 
B/O 8265 

Service Code: H Test: 1 License: § Pubs: 

Product Data Interface for COPICS Acronym: 
B/O 18120 B/M 905 


Service Code: X Service End Date: 3/31/89 Test: 
IMAS PC Workstation Acronym: 
B/O 544 


TIF Available: 7/18/86 
TIF Available: 7/18/86 
GC26-4217 Environment: VM 


Available: 7/25/86 


2 License: §$ Pubs: GB30-3317 Environment: S/36+MAPICS II 
PROLOG Available: 10/31/86 


G325-0042 Environment: MVS+ISPF/PDF 
Available: 11/04/88 


2 License: S$ Pubs: GC26-4316 Environment: OS/VS COBOL 
Available: 8/08/86 


1 License: 5 Pubs: G320-9512 Environment: VM/Pass-through 
Available: 10/10/86 


1 License: S Pubs: G320-9513 Environment: MVS,XA 
Available: 3/27/87 


1 License: § Pubs: GB30-5058 Environment: 7494-ELF+AT 
Available: 10/24/86 


GC23-0387 Environment: VM 
Available: 3/27/87 


1 License: S Pubs: GB30-5057 Environment: COPICS 
Available: 10/31/86 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I={nitial, A=Annual, P=Primary 


5-431 


5798-DZP 
(cont d) 


_5798-DZP » 


5798-DZQ 


5798-DZT 


5798-DZW 


5798-DZX 
5798-DZY 
5798-FAF 


5798-FAL 


Data Extract Assist 
B/O 


Service Code: KX Service End Date: 10/31/88 Test: 


Acronym: 
7715 as 


Service Code: 2/28/89 Test: 
EDX-CF PACS/Material Logistics System 
. B/O 13230 


X Service End Date: 


Acronym: 


Service Code: X Service End Date: 12/19/88 Test: 


DataBase Relational Applic Directory Acronym: 
B/O 15430 
Service Code: E Test: 2 License: S Pubs: 
D amic Steplib Facilit Acronym: 
ae B/d 3000 : = 


Service Code: X Service End Date: 3/31/89 Test: 


+COBOL ReportWriter Runtime Library Onl Acronym: 
PB/0 2205 2 a 


Service Code: H Service End Date: 12/31/92 Test: 


Engineering / Manufacturing Interface Acronym: 
i B70 3965 


Service Code: X Service End Date: 3/31/88 Test: 


DataBase Brov'd Transparency Acronym: 


~ 12120 
Service Code: H Test: 2 License: § 


Transmission Contrl Protocol/Intrnet Prt Acronym: 


TCP/IP for VM R1.2 Acronym: 
10 B/O 3305 B/M 368 
15 B/O 4410 B/M 368 
18 B/O 6635 B/M 368 
20 B/O 7715 B/M 368 
30 B/O 11020 B/M 368 
40 B/O 17640 B/M 368 
50 B/O 22750 B/M 368 
60 B/O 29350 B/M 368 
TCP/IP for VM R1.2 Network File System Acronym: 
10 B/O 945 B/M 105 
15 B/O 1260 B/M 105 
20 B/O 2205 B/M 105 


0 License: 


DXTA 


1 License: 


2 License: 


DBRAD/MVS 


SH20-9250 


1 License: 


2 License: 


1 License: 


TCP/IP 
TCP/IP 


TCP/IP 


5-432 


s Pubs: G320-9519 
Available: 2/20/87 
Ss Pubs: SC09-1147 


Available: 12/19/86 


S Pubs: 


Available: 


GH32-0007 
9/30/87 


Environment: MVS 


Available: 3/20/87 


Ss Pubs: 6320-9522 


“Available: 11/04/88 


S Pubs: 


Available: 


GC26-4316 
3/31/87 


S Pubs: 


Available: 


GH23-6016 
3/25/88 


Environment: TSO or CICS + DB2 


Available: 12/18/87 
Available: 9/30/88 
Available: 9/30/88 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


5798-DXW 
DB2 or SQL/DS 


Series/1 


OS/VS COBOL 


CADAM or 5668-865 


Variable Charges 


Variable Charges 


30 B/O 3150 B/M 105 
40 B/O 5040 B/M 105 
50 B/O 6495 B/M 105 
60 B/O 8380 B/M 105 
Service Code: M Test: 2 License: U 
5798-FAP DataBase Relational Applic Directory Acronym: 

10 B/O 2890 

15 B/O 3855 

18 B/O 5785 

20 B/O 6750 

30 B/O 9640 

40 B/O 15430 

50 B/O 19900 

60 B/O 25670 


Service Code: E Test: 2 License: S 


5798-FAS EDX Gen Purpose Automation Exec-Distrbt Acronym: 
B/ 14550 


Service Code: X Service End Date: 12/31/88 Test: 


5798-FBB +PROFS Retention Management System Acronym: 
+PROFS Retention Management System R2 Acronym: 

10 B/O 1815 B/M 275 

15 B/O 2270 B/M 275 

18 B/O 2885 B/M 275 

20 B/O 3195 B/M 275 

30 B/O 4545 B/M 275 

40 B/O 7275 B/M 275 

50 B/O 9385 B/M 275 

60 B/C 12110 B/M 275 


Service Code: H Service End Date: 


Service Code: H Service End Date: 12/31/90 Test: 


5798-FBF -Manufacturing Automation Protocol 
B/O 5510 


Service Code: E Service 


5798-FBG -Manufacturing Automation Protocol Rl Acronym: 
Manufacturing Automation Protocol R2 Acronym: 
10 4880 
15 B/O 19840 
18 B/O 29760 


(cont'd) 


Charges:X/Y where X= License Type 


Charge Type 


8/31/91 Test: 
5798-FBD IMS LU 6.1 Adapter for LU 6.2 Applicatio Acronym: 
B/O 3900 


Acronym: 


End Date: 11/23/90 Test: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I 


DBRAD/VM 


GPAX-D 


2 License: 


2 License: 


1 License: 


MAP 


2 License: 


MAP 
MAP R2 


M=Multi 
tnitial, 


5-433 


le 
=Annual, P=Primary 


Environment: VM,9370 


Environment: VM 


Available: 3/31/88 Variable Charges 
Available: 11/21/86 

s Pubs: GB30-6019 Environment: Series/1 
Available: 4/07/89 Variable Charges 
Available: 4/07/89 

S) Pubs: G320-9520 Environment: VM/SP,VM/XA 
Available: 9/04/87 

5 Environment: IMS/VS+DC+VTAM 

Available: 6/28/88 

S) Pubs: GC09-1230 Environment: S/370,VM/SP,8232 
Available: 9/13/88 | Variable Charges 
Available: 9/30/88 


5798-FBG 
(cont d) 34720 
49610 
79380 
102350 


131970 


E Service End Date: 


B/O 
B/O 
B/O 


Service Code: 


5798-FBJ PROFS sy Vane ne aaa 


Service Code: H Service End Date: 12/31/91 Test: 


5798-FBK 8100 DOSF Text Conversion Facility 
B/O 8715 


Service Code: H Service End Date: 


5798-NLG Intelligent Terminal Subsystem 
B/M 151 


Service Code: H Test: 1 License: 


- 5798-NPH General Ledger 
B/ 103 


Service Code: H Test: 1 License: 


5798-NPJ Payroll 


B/M 


Service Code: H 


110 
Test: 1 License: 


5798-NPK Accounts payeene 
B/ 


103 


Service Code: H Test: 1 License: 


5798-NPL Business Yel lae tected Sys TI 


Service Code: H 


5798-NPN Accounts Receivable 
B/M 103 


Service Code: H Test: 1 License: 


5798-NQF Fixed Asset Accounting & Control 
B/M 169 


11/23/90. Test: 


Ss 


Ss 


S 


Ss 


Test: 1 License: L 


S 


QO License: 


Acronym: PROFS 


2 License: 


Acronym: DOSF CONV 


4/30/90 Test: 1 License: § 


Acronym: 


Pubs: GB30-1032 


Acronym: 


Pubs: GB30-1113 


Acronym: 


Pubs: GB30-1117 


Acronym: 


Pubs: GB30-1119 
Acronym: BRADS II 


Pubs: GB30-1122 
Acronym: 


Pubs: GB30-1151 
Acronym: | 


5-434 


Ss Pubs: SC09-1228 Environment: S/370,VM/SP 
Available: 12/18/87 


S Pubs: SH21-0044 
Available: 4/15/88 


Environment: SYS/370 
Available: 11/30/77 


Environment : Series/1 


Available: 9/30/78 


Environment: 5120 System 
Available: 12/30/78 


Environment: 5120 System 


Available: 9/30/78 


Environment: 5120 System 


Available: 9/30/78 


Environment: 5120 System 
Available: 11/30/78 


Environment: 5120 System 
Available: 8/30/78 


Service Code: H Test: 1 license: 5 Pubs: GB30-1156 Environment: System/34 


5798-NQG Public Utility Customer Service Acronym: Available: 1/30/80 
B/O 4195 B/M 380 
Service Code: H Test: 1 License: S Pubs: GB30-1159 Environment: System/34 
5798-NRE Computes aa an pecount ine Practice Acronym: | Available: 12/30/78 
Service Code: H Test: 1 License: § Pubs: GB30-1205 Environment: 5120 System 
5798-NTL Sepetne Me ie Sys for 3660 Acronym: Available: 5/30/79 
Service Code: H Test: 1 License: S Pubs: GB30-1247 Environment: System/34 
5798-NWX Inven/34 iP soo Inventory Acronym: Available: 9/30/79 
Service Code: H Test: 1 License: S$ Pubs: GB30-1102 Environment: System/34 
5798-NXK Inventory Borers Acronym: Available: 7/30/79 
B/M 126 
Service Code: H Test: 1 License: § Pubs: GB30-1328 Environment: 5120 System 
5798-NXX Touch-Tone - Audio Support Acronym: Available: 2/30/80 
B/M 243 
Service Code: H Test: 1 License: § Pubs: GB30-1350 Environment: Series/1 
5798-NXY DMAS II BM Te Baence ~ Food Distrib Acronym: Available: 10/30/79 
Service Code: H Test: 1 License: S Pubs: GB30-1340 Environment: System/34 
5798-NXZ DMAS II Ach Rec perence - Food Distrib Acronym: Available: 10/30/79 
Service Code: H Test: 1 License: § Pubs: GB30-1340 Environment: System/34 
5798-RAS Retail Da Anke System/36 Acronym: RAS/36 Available: 6/28/85 
/O 24120 
Service Code: H Test: 1 License: S$ Pubs: GB30-2497 Environment: System/36 
5798-RBC S/3 to ae en Aid Acronym: Available: 8/30/80 
Service Code: H Test: 0 License: S Pubs: GB30-1504 Environment: System/38 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single aie pee 
Y= Charge Type O=One Time, M=Monthly, t={initial, =Annual, P=Primary 


5-435 


5798-RCH EDX Data Begnup Wie Compression Acronym: - Available: 3/15/82 


Service Code: X Service End Date: 4/30/83 Test: 1 License: S Pubs:. GB30-1555 Environment: Series/1 
5798-RDK S/3 to a Aid Acronym: Available: 9/30/81 
Service Code: H Test: 0 License: $ Pubs: -GB30-1585 Environment: System/38 
5798-RDR Virtual Machine Facility/370 for S/1 Acronym: Available: 2/30/82 
B/O 10560 B/M 959 
Service Code: H Test: 1 License: § Pubs: GB30-1590 Environment: Series/1 
5798-RFC Roe ON ue ce Processor Acronym: Available: 12/30/81 
Service Code: H Test: 1 License: § Pubs: GB30-1628 Environment: Series/1 
5798-RFD Source Archive Acronym: | Available: 5/30/81 
B/O 456 
Service Code: X Service End Date: 8/31/83 Test: 1 License: S Pubs: GB30-1630 Environment: System/38 
5798-RFK Table ie a 3694 Acronym: CHX/GS Available: 9/30/81 
Service Code: X Service End Date: 12/31/84 Test: 1. License: Ss Pubs: GB30-1645 Environment: System/34+5748-F53 
5798-RGD EDX Ch aoa +h Acronym: Medi-CAL Available: 6/25/82 
aia ekki: ae Program Acronym: Medi-CAL Available: 8/22/83 
Service Code: X Service End Date: 12/30/83 Test: 1 License: § Pubs: GB30-1699 Environment: Series/1 
5798-RGT COBOL Conversion Aid Acronym: Available: 10/21/83. 
B/O 1730 
Service Code: X Service End Date: 12/31/85 Test: 0 License: S Pubs: GB30-1764 Environment: System/38 
5798-RHC aun prodaee yay Aid & T/E Acronym: Available: 10/30/81 
Service Code: X Service End Date: 11/30/82 Test: 1 License: S Pubs: GB30-1702 Environment: 5280 Data System 
5798-RHF Message poe Or ie Acronym: Available: 5/28/82 
Service Code: X Service End Date: 6/30/86 Test: 1 License: S Pubs: GB30-1756 Environment: System/38 





5-436 


5798-RHH 


5798-RJF 


5798-RKB 


5798-RLC 


5798-RLD 


5798-RLT 


5798-RLZ 


5798-RND 


5798-RPE 


5798-RPG 


Charges 


EDX Support - Programmable Cycle Acronym: 
re B/O 859 ByM 


72 
Service Code: X Service End Date: 4/30/83 Test: 


EDX High-Level panpuage Transaction Acronym: 
B/O 799 


Service Code: X Service End Date: 12/31/83 Test: 
System/38 to VSE/POWER RJE BSC merorye: 
B/O 503 B/ 


0 B/I 658 
Service Code: X Service End Date: 8/31/83 Test: 


Textbook Order Control Acronym: 
B/O 1 


400 
Service Code: X Service End Date: 9/30/83 Test: 


Energy Conservation System II Acronym: 
B/O 5425 


Service Code: X Service End Date: 8/31/83 Test: 


Network Configuration Tool Acronym: 
B/O 1165 


Service Code: X Service End Date: 12/31/84 Test: 


Object Management Facilit Acronym: 
: B/5 1065 f f 


Service Code: X Service End Date: 


lacie 7 


12/31/85 Test: 


Acronym: 
1595 


Service Code: X Service End Date: 9/30/85 Test: 


Physical Inventory Enhancement Acronym: 
B/O 1680. 


Service Code: X Service End Date: 12/31/85 Test: 


Detail Sales analyses Acronym: 
B/O 65 


Service Code: X Service End Date: 12/31/85 Test: 


:X/Y where ss 


Charge Type O0=One Time, M=Monthly, I= 


1 License: 


1 License: 


227 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


1 License: 


DMAS 


1 License: 


DMAS 


1 License: 


License Type B=Basic, D=DSLO, S=Single, M=Multiple 
=Annual, P=Primary 


tnitial, 
ery, 


Available: 4/09/82 


5 Pubs: GB30-1760 
Available: 12/10/82 


iS) Pubs: GB30-1896 
Available: 8/13/82 
S Pubs: GB30-1873 
Available: 8/27/82 
S Pubs: GB30-1905 
Available: 8/13/82 
S Pubs: GB30-1912 


Available: 12/31/82 


Ss Pubs: GB30-1991 
Available: 10/21/83 


S - Pubs: 
Available: 


GB30-2285 
7/05/83 


5 Pubs: GB30-2083 
Available: 11/18/83 


S Pubs: GB30-2230 


“Available: 11/18/83 


S) Pubs: GB30-2225 


Environment: 
Environment: 
Environment: 
pays ronment: 
Environment: 
Environment: 
Environment : 
Environment: 
pig ieoiiene: 


Environment: 


5/1,RPQ-D02288 


Series/1 


System/38 


Sys/23 Datamaster 


Series/1 


System/38 


System/38 


System/34 


System/36 


System/36 


5798-RPJ Document ie ieee, to Remote 5520 Acronym: EDD Available: 8/05/83 














Service Code: X Service End Date: 8/31/84 Test: 1 License: § Pubs: GB30-2213 Environment: System/36+5520 
5798-RPK 6670 Information Distributor Support Acronym: Available: 8/05/83 
B/O 1460 
Service Code: X Service End Date: 8/31/84 Test: 1 License: S Pubs: GB30-2219 Environment: System/36 
5798-RPL Displaywriter - ia sonnet ten Exchange Acronym: Available: 8/05/83 
Service Code: X Service End Date: 8/31/85 Test: 1 License: §S Pubs: GB30-2215 Environment: S/36+Displaywriter 
5798-RPN Procedure Documentation & Mod Aid Acronym: Available: 
B/O 1175 
Service Code: X Service End Date: 8/31/83 “Test: 1 License: § Pubs: GB30-2211 Environment: System/36 
5798-RPP File Maintenance oe Writer - Online Acronym: Available: 8/05/83 : 
Service Code: X Service End Date: 8/31/84 Test: 1 License: § Pubs: GB30-2217 Environment: System/36 
5798-RPQ Data Bere Teor dues Acronym: Available: 8/05/83 
Service Code: X Service End Date: 8/31/84 Test: 1 License: 5 Pubs: GB30-2209 Environment: System/36 
5798-RPR Inventory Forecasting for Manufacturers Acronym: MAPICS ‘Available: 9/30/83 
B/O 6600 B/M 363 
Service Code: X Service End Date: 9/30/85 Test: 1 License: § Pubs: GB30-2187 Environment: System/36 
5798-RPT Strategic Profit Model II Acronym: Available: 8/05/83 
B/O 598 
Service Code: X Service End Date: 9/30/85 Test: 1 License: S Pubs: GB30-2130 Environment: System/36 
S798-RPW Graphing | ve Rcoagne —Kvallable: 8/05/63 | 
Service Code: X Service End Date: 9/30/85 Test: 1 License: S Pubs: GB30-2128 Environment: System/36 
5798-RPX asada Y: a | Acronym: Available: 8/05/83 
Service Code: X Service End Date: 12/01/87 Test: 1 License: S Pubs: GB30-2069 Environment: System/36 
5798-RPY DMAS II File / Record Definitions Acronym: Available: 10/06/83 


5-438 


5798-RPZ 
5798-RQB 
5798-RQC 
5798-RQT 
5798-RRA 
5798-RRB 


5798-RRD 


5798-RRE 
5798-RRG 


5798-RRH 
(cont d) 


B/O 399 


Service Code: X Service End Date: 10/31/85 Test: 1 License: S 


CMAS File / Record Definitions Acronym: — 
B/O 399 


Service Code: X Service End Date: 12/31/85 Test: 
MAPICS File / Record Definitions Acronym: 
B/O 399 


Service Code: X Service End Date: 12/31/85 Test: 


1 License: 


1 License: 


Equal Employment Opportunity Report Acronym: CMAS 
: PaO, 133) Pee a 


Service Code: X Service End Date: 12/31/85 Test: 


1 License: 


Make-to-Schedule for Inventory Mgt Acronym: MAPICS 
B/O 4400 


Service Code: X Service End Date: 12/31/85 Test: 
Application Support for 3624 CTF Acronym: 
ra B/O P6000 


Service Code: X Service End Date: 10/31/85 Test: 
6670 Information Distributor Acronym: 
B/O 2490 


Service Code: X Service End Date: 12/31/85 Test: 1 License: § 


EDX Indust Terminals - Transaction Test Acronym: 
0 2390 


Industrial Terminals- Acquisition & Tran Acronym: 
B/O 1995 


1 License: 


1 License: 


Available: 10/28/83 


Ss Pubs: GB30-2138 
Available: 10/28/83 


s Pubs: GB30-2146 
Available: 10/28/83 


Ss Pubs: GB30-2185 
Available: 2/17/84 


S Pubs: GB30-2326 
Available: 8/05/83 


S Pubs: GB30-2243 
Available: 12/16/83 


Available: 12/30/83 


Available: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Pubs: GB30-2134 Environment: Retrieval/36 


aaectacalyse 
Retrieval /36 
5727-M69 
System/38 


System/36 


Pubs: GB30-2301 Environment: System/38 


Service Code: X Service End Date: 12/31/85 Test: 1 License: S$ Pubs: GB30-2332 Environment: Series/1 


3101 Emulation and Document Transfer Acronym: 
B/O 399 


Service Code: X Service End Date: 9/30/85 Test: 1 License: S 


Automated Response Line Call Handlg ‘Acronym: 
B/O 6060 B/M 275 


Service Code: X Service End Date: 3/31/86 Test: 1 License: §$ 


Job Analysis System Acronym: 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single 


Y= Charge Type O0=One Time, M=Monthly, I= 


M=Multiple 


Available: 8/26/83 


Available: 2/17/84 


Available: 8/16/83 


initial, =Annual, P=Primary 


5-439 


Pubs: GB30-2303 Environment: Displaywriter 


Pubs: G320-9172 Environment: System/34 


5798-RRH 
(cont d) 
~§798-RRJI 


5798-RRP 


5798-RRQ 


5798-RRW 


5798-RRZ 


B/O 3660 
Service Code: X Service End Date: 10/01/84 Test: 


Yale ASCII Communications - Host Loaded Acronym: 
B/O 4925 


3/31/86 Test: 
Executive Data Link to PC (5250 Emulate) Acronym: 
B/O 3325 


Service Code: X Service End Date: 


8/31/85 Test: 
Acronym: 


Service Code: X Service End Date: 


Executive Data Link to PC 
B/O 3325 


Service Code: X Service End Date: 4/27/85 Test: 


Executive Data Link to PC Acronym: 
B/O 3325 


Service Code: X Service End Date: 4/27/85 Test: 


Electronic Spreadsheet Acronym: 
B/O 698 


Service Code: X Service End Date: 3/31/86 Test: 


“Executive Data Link to PC (5250 Emulate) Acronym: 
B/O 3325 


Service Code: X Service End Date: 8/31/85 Test: 


1 License: 


1 License: 
CMAS 


1 License: 
MAPICS 


1 License: 


MAPICS 


1 License: 


1 License: 
CMAS 


1 License: 


5798-RIC Order Entry/Invoigs to Gen Ledgr Interfe Acronym: MAPICS 


Service Code: X Service End Date: 


3/31/86 Test: 1 License: S 


5798-RTD Order EO ees Gen Ledgr Interfc Acronym: MAPICS 


5798-RTE 


5798-RTG 


Service Code: X Service End Date: 


EDX Store Item Henerement Acronym: 
B/O 121 


Service Code: X Service End Date: 12/31/87 Test: 2 License: § 


Management Information Acronym: 
B/O = 4555 


3/31/86 Test: 1 License: S 


COPICS 


5-440 


S Pubs: GB30-2309 Environment: System/36 
Available: 11/30/84 


s Pubs: GB30-2317 Environment: VM to EDX to 4994 


Available: 8/31/84 
Ss Pubs: GH30-9029 Environment: CMAS/34 


Available: 4/27/84 


S Pubs: GB30-2392 Environment: System/34+PC 
Available: 4/27/84 


s Pubs: GB30-2393 Environment: System/36+PC 
Available: 2/24/84 


s Pubs: GB30-2343 Environment: System/36 
Available: 8/31/84 


Ss Pubs: GH30-9030 Environment: CMAS/36 
Available: 3/16/84 


Pubs: GB30-2402 Environment: S/36+O0rd Entry 
Available: 3/16/84 


Pubs: GB30-2402 Environment: S/38+Ord Entry 


Available: 5/18/84 


Pubs: GB30-2405 Environment: Series/1 


Available: 7/20/84 


5798-RWD 


5798-RWE 


5798-RWF 


5798-RWG 


5798-RWH 


5798-RWK 


5798-RWL 


Service Code: X Service End Date: 10/01/86 Test: 1 License: S 


MAPICS II File / Record Definitions Acronym: 
B/O 485 


Service Code: X Service End Date: 


Make-to-Schedule Facility for Inventory Acronym: 
B/O 3995 


Service Code: X Service End Date: 4/01/87 Test: 


401K Tax-deferred Savings Plan Acronym: 
B/O 363 


Service Code: X Service End Date: 4/01/86 Test: 


401K Tax-deferred Savings Plan Acronym: 
B/O 363 


Service Code: X Service End Date: 4/01/86 Test: 


GO1K Tax-deferred Savings Plan Acronym: 
B/O - 363 


4/01/86 Test: 
Plan 


Service Code: XK Service End Date: 


Payroll 401K Tax-deferred Savings Acronym: 
B/O 363 


Service Code: X Service End Date: 5/31/87 Test: 


Composition Utility Version 2 Acronym: 
: B/O 4960 i 


Service Code: X Service End Date: 7/31/87 Test: 


4/01/87 Test: 1 License: S 


MAPICS II 


1 License: 
MAPICS 


1 License: 


MAPICS 


1 License: 


MAPICS 


1 License: 
DMAS 


1 License: 


2 License: 


5798-RWN Plant eo Syaence Transfer Facilit Acronym: PACS/MTF 


5798-RWT 


5798-RWW 





Charges:X/Y where X= 


Service Code: X Service End Date: 


Fixed Asset Accounting & Control System Acronym: 
B/O 3390 


Service Code: X Service End Date: 12/11/87 Test: 1 License: S 


Production Monitoring & Control Acronym: 
B/O 4360 


Service Code: X Service End Date: 


License Type B=Basic, D=DSLO, S=Single 
Charge Type 0=One T 


ime, M=Monthly, lI=initial, 


5/03/88 Test: 1 License: §S 


9/30/89 Test: 2 License: S 


M=Multiple 


5-441 


Available: | 


Available: 2/22/85 

S Pubs: GB30-2386 Environment: 
Available: 4/12/85 

Ss Pubs: GB30-3316 Environment: 
Available: 4/12/85 

S Pubs: GB30-3316 Environment: 
Available: 4/12/85 

S Pubs: GB30-3316 Environment: 
Available: 5/17/85 

S Pubs: GB30-2493 Environment: 
Available: 7/19/85 

S Environment: GDDM 
Available: 1/06/85 


Available: 


Available: 


4/05/85 


7/25/86 


=Annual, P=Primary 


Pubs: GB30-2407 Environment: VSE,MVS+COBOL 


Pubs: GB30-2146 Environment: Retrieval/36 


System/36 

$/38 MAPICS Payroll 
8/34 MAPICS Payroll 
8/36 MAPICS sue aatdy 


$/36 DMAS Payroll 


Pubs: G320-0836 Environment: MVS+VTAM+EDX on S/1 
12/20/85 


Pubs: GB30-6010 Environment: System/38 


Pubs: GB30-3317 Environment: S/36+5798-DYJ 


5798-RWY S/38 Production Monitoring & Control Pgm Acronym: 
B/O 4960 


5798-RWZ 


5798-RXC 


5798-RXD KnowledgeTool 
B/M 


5798-RXE 


FORTRAN Translation Tool Acronym: 

10 B/O 1980 

15 B/O 2645 

18 B/O 3965 

20 B/ 4630 

30 B/O 6615 

40 B/O 10580 

50 B/O 13650 

60 B/O 17610 

Service Code: X Service End Date: 12/31/89 Test: 1 License: § 
5798-RXP +AS/400 SO FS ea Services Acronym: 

DS B/ 9 D/O 812 

E5 B/O 1550 D/O 1360 

F5 B/O 2770 D/O 2435 

G5 B/O 3695 D/O 3250 

H5 B/O 4620 D/O 4065 

J5 B/O 5540 D/O 4875 

K5 B/O 6380 D/O 5610 


5798-RXQ VAST-2 foro FORTRAN 


Service Code: X Service End Date: 


Service Code: X Service End Date: 


Inter-System Control Facility Acronym: 
B/O 7715 _ D/O 5785 

Inter-System Control Facility for VM Acronym: 
B/O 7715 D/O 5785 


Service Code: 


1045 


Service Code: M Test: 2 License: § 


Service Code: E Test: 2 License: § 


30000 
AIX Support and Parallelism 
No Charge 


D/O 22500 
eatures 


9/30/89 Test: 
$/38 Prod. Monitoring & Control Host Sup Acronym: 
B/O 544 


9/30/89 Test: 


X Service End Date: 12/31/90 Test: 
Acronym: 


PME&C 


2 License: 


PM&C 


2 License: 


1 License: 


FORTRAN 


5-442 


Available: 9/25/87 

s Environment: §/38+AT 

Available: 9/25/87 

S _ Environment: S/38+AT 

Available: 12/31/87 

Available: 3/25/88 

S Pubs: SC30-3472 Environment: MVS,MVS/XA,MVS/370 


Available: 12/18/87 


Environment: VM/SP,VM/SP HPO,MVS 


Available: 7/01/88 Variable Charges 


Pubs: SH20-9257 Environment: MVS/SP,VM, Group 10 


Available: 10/27/89 Variable Charges 


Environment: AS/400 
Acronym: VAST-2 
Acronym: VAST-2 


Available: 12/29/89 
Available: 12/29/89 


Service Code: E Test: 2 License: § 


Pubs: SC26-4668 Environment: MVS,VM 





X/Y where X= 
: Y= Charge Type 


O=One Time, M=Monthly, t=tnitial, 


5-443 


5798-RXX Remote Recovery Data Facility Acronym: RRDF Available: 12/31/90 
. B/A 11000 B/P 49000 
Service Code: M Test: 2 License: § Environment: IMS/ESA 
5798-ZZE EDX Communications Facility - Airlines Acronym: ~ Available: 8/27/82 
0 460 /M 64 
Service Code: Xx Service End Date: 8/31/83 Test: 1 License: § Pubs: GB30-1550 Environment: Series/1 
5799-AAW FORTRAN H Extended Plus Acronym: RPQ-FA2468 Available: 
B/M 1835 D/M 1280 
Service Code: X Service End Date: 5/03/84 Test: 1 License: § Environment: MVS 
5799-ADR RCA (R) ae aes Acronym: RPQ-P81002 Available: 4/30/80 
Service Code: C Test: 0 License: 5S Pubs: GA24-3605 Environment: DOS DOS/VS 
5799-ADT nonees 200 EmUTBLOL Acronym: RPQ-P81003 Available: 
Service Code: C Test: 0 License: §S Pubs: GA24-3604 Environment: DOS DOS/VS 
Ina ney Display er Bacon B/M Beye Acronym: RPQ-Z06076 Available: 3/30/78 
| Service Code: B Test: 2 License: I Pubs: SH20-1745 Environment: 5799-AHE 
5799-AHE Special Realtime Operating System Acronym: RPQ-Z06751 Available: 3/30/78 
 B/O 44100 B/M 5790 
Service Code: B Test: 2 License: I Pubs: SH20-1773 Environment: VS1 
5799-AHP Link Control FDX IATA 3704 SEP Acronym: RPQ-P85027 Available: 11/30/76 
Ps B/O 12700 B/M 577 
. Service Code: B Test: 1 License: S Environment: ACP 
5799 -ALX ‘Generalized Information System Acronym: RPQ-8T0139 Available: 2/30/76 
. Service Code: X Service End Date: 9/21/84 Test: 1 License: § Pubs: GH19-0082 Environment: DOS/VS,DL/I 
5799-AQK STAIRS/VS Thesaurus Retrieval Acronym: RPQ-P71044 Available: 3/30/77 
B/O 10570 B/M 480 
Service Code: B Test: 1 License: § Pubs: GH20-1908 Environment: OS/VS+5799-AQL 
Charges: License Type B=Basic, D=DSLO, S=Single, M=Multiple 


=Annual, P=Primary 


, 5799-AQL STAIRS/VS Thesaurus Generator Acronym: RPQ-P71045 Available: 3/30/77 
— &B/O 4430 - B/M 








201 
Service Code: C ‘Test: 1 License: S Pubs: GH20-1908 Environment: OS/VS+STAIRS 
5799-AQT S.W.I.F.T. BSC EP Support Acronym: RPQ-¥96612 Available: 8/30/77 
ae _ B/O 3615 B/M 112 , ; 
Service Code: A Test: 1 License: S Pubs: SC19-5017 Environment: TCAM 
- 5799-ARD Financial Services Terminal Support Acronym: RPQ-P09004 Available: 8/30/76 
Service Code: C Test: 1 License: I Pubs: GH20-4531 Environment: DOS/VS CICS/VS 
5799-ARE Pinaiets) service Tereina Support Acronym: RPQ-P09005 Available: 5/30/77 
Service Code: C Test: 1 License: I Pubs: GH20-4522 Environment: CICS/0S/VS 
3799-ARG MVT ee see; / 3330-11 Acronym: RPQ-EG4653 Available: “1730/77 
. Service Code: C Test: 1 License: I Pubs: GH20-9115 Environment: OS/MVT 
5799-ARX Earth Resources Management II ee Acronym: RPQ-MH2256 Available: 12/30/76 
- B/O 77080 B/M 3330 | 
Service Code: C - Test: 1 License:.§ Pubs: GB11-5007 Environment: VS1 
5799-AWR OBOE ANS (ee Acronym: RPQ-P84019 Available: 7/30/78 - 
B/M 151 D/M 113 
Service Code: X Service End Date: 5/15/84 Test: 1 License: S Pubs: GC21-7784 Environment: System/34 
5799-AXX Graphics Attachment 3277GA, 5080 | Acronym: RPQ-P09013 Available: 2/19/88 Variable Charges 
10 B/O 1260 B/M 157 
15 B/O 1680 B/M 157 
18 B/O 2520. B/M 157 
20 B/O 2940 B/M 157 
30 B/O 4200 B/M 157 
40 B/O 6720 B/M 157 
50 B/ 8665. B/M 157 
60 B/O 11170 B/M 157 . ; 
Service Code: E Test: 1 License: S Pubs: GH20-2146 Environment: VM/CMS,MVS/TSO 
5799-AYW Work Station Support Subroutine Acronym: RPQ-P84034 Available: 8/30/79 
| B/M 25 D/M L7 | 
Service Code: X Service End Date: 5/15/84 ‘Test: 1 License: S . Pubs: GC21-7808 Environment: System/34 
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5799-AZN 
5799-BAF 
5799-BBJ 
5799-BOP 
5799-BDE 


5799-BEB 


Consumer Terminal Access Method Acronym: 
B/M 436 


Service Code: X Service End Date: 12/29/89 Test: 


PEP Extended Features for the 3705-I] Acronym: 
B/M 390 D/M 292 

Service Code: K Test: 2 License: S Pubs: 

Acronym: 


DOS/VS Sort/Merge Prog - Kanji/Chinese 
By . 101 , j3/ 


Service Code: X Service End Date: 6/30/89 Test: 


Distributed Disk File bagttty Acronym: 
B/M 130 D/ 99 
2/21/86 Test: 


Service Code: X Service End Date: 


RPQ-P83000 


1 License: 


RPQ-P85032 


GC30-9540 


1 License: 


RPQ-P84037 


1 License: 


RPQ-ML2503 


1 License: 


RPQ-P09030 


Available: 4/30/79 
S$ Pubs: GH20-4576 Environment: 3624 DEVICES 
Available: 4/30/80 


Environment: VS1 MVS DOS/VSE VM 


Available: 5/15/87 


S) Pubs: SH18-0022 Environment: DOS/VS 
Available: 10/30/80 


S Pubs: GC21-7872 Environment: System/34 
Available: 4/30/81 : 
i) Environment: 8100/DPPX 


Available: 9/30/81 


Geo-Facilities Data Base ae vee : 


5799-BEH 


5799-BEJ 


5799-BEQ 


5799-BEW 


Charges 


:X/Y where X= 


-DPPX SDLC Auto-Answer Acronym: 
B/M 28 D/M 21 
Service Code: X Service End Date: 5/14/89 Test: 
Acronym 
B/O 54010 2335 
Service Code: B Test: 2 License: § Pubs: 
Acronym: 


3640 cIcs/Vs Extensions - 4331 Loops 
/M 84 D/M 63 


Service Code: K Test: 1 License: § 
Advanced Control System - Host ACS — Acronym: 
B/O 260150 B/M 23650 
Service Code: E Test: 2 License: § Pubs: 
Link Support PRPQ Acronym: 
PPB/O 155 D/O 46 : 


Service Code: X Service End Date: 6/03/85 Test: 


Advanced Control eyeken ACS Acronym: 
B/O 220 


0 B/M 
Test: 


1915 


Service Code: E 2 License: § Pubs: 


Y= Charge Type 


GH20-2482 Environment: 


RPQ-P90000 


RPQ-P09031 


GH20-2464 Environment: 


RPQ-P84041 


QO License: 


RPQ-P09032 


GH20-2464 Environment: 


License Type B=Basic, D=DSLO, S=Single, M=Multiple 
O=One Time, M=Monthly, I= 


tnitial, 
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IMS+5799-AYB 
Available: 12/30/81 


Environment: DOS/VSE,OS/VS1 


Available: 1/29/82 


VS1,5799-AHE 


Available: 


S) 


Available: 1/29/82 


Series/1+5799-BEJ 


=Annual, P=Primary 


5799-BEZ 3270 Device Emulation BSC 
_ B/O 834 


' Service Code: X Service End Date: 


5799-BFA Auto Response 
No Charge 


Service Code: X Service End Date: 


5799-BFF 3380 / 3375 Support PRPQ 
.” B/I 3885 B/M 1230 
Service Code: K Test: 1 License: S 


5799-BFG Link DE/RPG Compiler PRPQ 
2 i B/O 210 D/O 139 


. Service Code: X Service End Date: 


5799-BFN 5224 / 5225 Advanced Printer Function 
- B/O 635 


Service Code: E Test: 1 License: § 


5799-BFP Text Editor ) 
B/O 1390 
Service Code: E Test: 1 License: S 


5799-BGB 4700 Online Terminal Support 
oo B/O 2125 B/M 78 
Service Code: B Test: 1 License: S 


-5799-BGH 3270 Device Emulation SNA 
3 B/O 574 


’ Service Code: X Service End Date: 


5799-BGK 6670 Fonts Library 
B/0 25 


Service Code: C Test: O License: S 


5799-BGL 6670 Fonts Library 
B/O 25 


Service Code: C 


Test: 0 License: § 
5799-BGN 6670 Fonts Library 


2/21/86 Test: 0 License: § 


5/15/84 Test: 0 License: S 


6/03/85 Test: O License: 8S 


2/21/86 Test: 0 License: S 


Acronym: RPQ P84043 Available: 


Environment: System/34 


Acronym: Available: 


Environment: System/34 


Acronym: RPQ-N/A Available: 5/17/83 

D/ 2905 D/M 925 

Pubs: GC26-4001 Environment: MVS+5740-AM6 
Acronym: Available: 


Environment: System/34 


Acronym: RPQ-P84045 Available: 7/30/81 


Pubs: GC21-7922 Environment: System/34 
Acronym: RPQ-P84046 Available: 9/30/81 


Pubs: GH30-0245 Environment: System/34 
Acronym: RPQ-P90002 Available: 8/31/84 


Pubs: GC31-0022 Environment: System/34 and 36 
Acronym: RPQ P84049 Available: 


Environment: System/34 


Acronym: RPQ-N/A Available: 9/30/83 


Environment: MVS 


Acronym: RPQ-N/A Available: 9/30/83 


Environment: VSE 


Acronym: RPQ-N/A Available: | 
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5799-BGQ 


5799-BHQ 


5799-BHW 


Service Code: X Service End Date: 12/31/83 Test: 1 License: 5S Pubs: GC21-7955 Environment: System/34 


5799-BJA 


5799-BJB 


5799-BJE 


5799-BJH 


5799-BJK 


5799-BKE 


(cont'd) 


No Charge 


Service Code: C Test: 0 License: § Environment: S$/34,8/38,8100,S/36 

6670. Fonts Library Acronym: RPQ-N/A Available: 9/30/83 
No Charge 

Service Code: C Test: 0 License: § Environment: VM 

Bar Chart Acronym: RPQ-P84050 Available: 9/03/82 
B/O 992 

Service Code: E Test: 1 License: S$ Pubs: GC21-7953 Environment: System/38 

peOeror iG Oper ee Aid Acronym: RPQ-P84051 Available: 10/01/82 


Image Distribution System - Scanmaster Acronym: RPQ-P01002 Available: 6/30/83 
B/O 10160 B/M 533 


Service Code: X Service End Date: 2/28/85 Test: 1 License: § Pubs: SH18-0058 Environment: CICS/DOS/VS 
Image Distribution System - Scanmaster Acronym: RPQ-P01001 Available: 4/19/83 
B/O 9700 B/M 518 


Service Code: X Service End Date: 2/28/85 Test: 1 License: § Pubs: SH18-0058 Environment: CICS/OS/VS 
Forms / Passbook Printer - 4720 FCS Acronym: RPQ-P90003 Available: 12/31/83 
B/O 2165 
Service Code: L Test: 1 License: § Environment: DOS/VSE,0S/VS+3600 
Business poate Program j Acronym: RPQ P84053 Available: 
B/O 090 
Service Code: X Service End Date: 2/21/86 Test: 0° License: § Environment: System/34 
Performance Measurement Tool Acronym: RPQ P84054 Available: 
B/O 1210 
Service Code: E Test: 0 License: S$ Pubs: GC21-7958 Environment: System/38 
Document Interchange - Host to Displaywr Acronym: RPQ N/A Available: 4/30/84 “Variable Charges 
10 B/O 3720 B/M Po = 
15 B/O 3740 B/M 278 
18 B/O 5895 B/M 278 
20 B/O 6550 B/M 278 
30 B/O 9365 B/M 278 
40 B/O 14980 B/M 278 
50 B/O 20290 B/M 278 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Charge Type O=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 
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eS 


(cont 60 B/O 27390 B/M 278 
Service Code: E Test: 2 License: S Pubs: GC09-1037 Environment: DCF, PROFS+5608-SR9 
5799-BKP File SuPPerO Bie he for PC & XT Acronym: RPQ-P84058 Available: 7/31/83 
Service Code: Z Test: O License: S Pubs: GC21-7995 Environment: System/38 
5799-BNA RPS Version 6 - Host Program Prep Acronym: RPQ P82725 Available: 6/30/83 
B/O 10160 B/M 1015 
Service Code: X Service End Date: 4/30/85 Test: 1 License: S$ Pubs: GA34-0535 Environment: MVS 


5799-BNX Branch aio boolee System - Host Acronym: RPQ P90017 Available: 5/31/85 


Service Code: E Test: 1 License: S Pubs: SH17-5500 Environment: 4700+MVS 
5799-BNY File Suppers Utilities for PC & XT Acronym: RPQ-P84059 Available: 8/19/83 
Service Code: E Test: 0 License: § Pubs: GC21-7999 Environment: Replaced by 5727-WS1 


5799-BQY 4700 Finance System, Adv Branch Control Acronym: FCS,RPQN/A Available: 10/31/83 


Service Code: E Test: 1 License: S Environment: OS/VS,VSE+5668-969 | 

5799-BQZ 4700 Finance System - Format Distributn Acronym: FCS,RPQN/A Available: 10/31/83 
B/O 14660 B/M 1235 
: Service Code: E Test: 1 License: § Environment: 5668-989+5799-BQY 

5799-BRJ ae ae 7 Operator Productivity Acronym: RPQ P84061 Available: 1/31/84 

Service Code: X Service End Date: 1/12/86 Test: 1 License: § Pubs: GC21-9074 Environment: System/36 
5799-BRQ -RJE eae tose to PC 3270 Emu Acronym: RPQ N/A Available: 9/31/84 

Service Code: X Service End Date: 5/14/89 Test: 0 License: § Pubs: GC23-0630 Environment: 6024-036 
5799-BTA Business graphics soyt ities Acronym: RPQ P84062 Available: 4/03/84 

Service Code: X Service End Date: 12/31/85 Test: 1 License: S Pubs: G580-0454 Environment: System/34 
5799-BTB FORTRAN Elenontery Math Library Acronym: RPQ P81005 Available: 8/17/84 
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Elementary Math Library XT/370 Acronym: Available: 3/05/85 
B/0 31 


Service Code: E Test: 1 License: §S Pubs: GH20-5370 Environment: VM,MVS+FORTRAN 
5799-BTG Kanji Data Set Print Prog V2 - MVS Acronym: RPQ N/A. Available: 5/15/87 
Kanji Data Set Print Prog V2R3 Acronym: Available: 7/29/88 
B/M 311 
Service Code: E Test: 1 License: S Pubs: SH18-0116 Environment: MVS 


5799 -BWE eyeteny G3. pystouse Document Transfer Acronym: RPQ P84067 Available: 5/04/84 


Service Code: X Service End Date: 12/31/85 Test: 1 License: § Environment: OMS and TMS 
5799-BWJ 5550 po ss MVS/TSO Acronym: RPQ N/A Available: 5/15/87 

Service Code: E Test: 1 License: §S Pubs: SH18-0241 Environment: 5550 MVS/TSO 
5799-BWK 5550 eo soa VM/CMS Acronym: RPQ N/A Available: 5/15/87 

Service Code: E Test: 1 License: S Pubs: SH18-0244 Environment: 5550 VM/CMS 


5799-BWL 5550 File Transfer Program CICS(MVS,VSE) Acronym: RPQ N/A Available: 5/15/87 


Service Code: E Test: 1 License: S Pubs: SH18-0247 Environment: 5550 CICS (MVS,VSE) 
5799-BWM MVS/SP OEE ity progeee - Kanji Ver 2 Acronym: RPQ N/A Available: 5/15/87 

Service Code: X Service End Date: 6/30/89 Test: 1 License: S Pubs: SH18-0124 Environment: MVS/SP 
5799-BXN Virtual eng supe cee Executive Acronym: VM/IX Available: 6/15/84 

Service Code: E Test: 3 License: §S Pubs: GH20-6410 Environment: VM+STIPS (5799-BXN) 


5799 -BXT ee clad Vi rest er oe Productivity Aid Acronym: RPQ P84079 Available: 7/19/85 


Servicé Code: X Service End Date: 6/30/86 Test: 0. License: § Pubs: G580-0570 Environment: System/36 PC 


5799-BZD 4700 Format Distrubution Services Acronym: RPQ N/A Available: 1/31/85 
B/O 22000 B/M 1860 


Service Code: E Test: 1 License: § Environment: 4700 Host Support 
Coomera) 4700 Advanced Branch Controller Version2 Acronym: RPQ N/A Available: 1/31/85. 
cont 
Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 
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5799-BZE 
(cont d) B/O 1595 


Service Code: E Test: 1 License: S Environment: 4700 Host Support 


5799-BZN Branch Peg eer System - 4700 Acronym: RPQ P90018 Available: 5/31/85 


Service Code: E Test: 1 License: §S Pubs: SH17-5500 Environment: BERS Host 
5799-BZR 4730 EO Polaco cscs Extension Acronym: RPQ P90020 Available: 5/31/85 
Service Code: X Service End Date: 12/31/85 Test: 1 License: S Environment: CICS 


5799-CAF Interactive Schematics Builder for ACS Acronym: RPQ P09061 Available: 1/30/85 
B/O 9700 B/M 400 


Service Code: C Test: O License: § Environment: 5799-AHE and BEJ 


5799-CAQ VSE uEtiity Program - Kanji Ver 2 Acronym: RPQ N/A Available: 5/15/87 

Service Code: X Service End Date: 6/30/89 Test: 1 License: S Pubs: SH18-0174 Environment: VSE 
5799-CCN Diskette Br egg ; Acronym: RPQ P84072 Available: 7/19/85 

Service Code: A Test: 0 License: S Pubs: GC21-0142 Environment: S/36 PC,S/36,PC/AT 
5799-CDX Network Extension Facility Ver 2 Rel 2 Acronym: RPQ N/A Available: 7/30/87 

B/O 60630 — 

Service Code: M Test: 2 License: S Pubs: GH33-7002 Environment: 3725+MVS/VTAM 
5799-CGJ IPDS Grapaiss Ten ee Acronym: RPQ P84096 Available: 1/21/86 

Service Code: A Test: 1 License: S Environment: System/36 
5799-CGK IPDS ey 8 Function Acronym: RPQ P84094 Available: 1/21/86 

Service Code: A Test: 1 License: S Environment: System/36 
5799-CGL IPDS Advanced Hunet one Acronym: RPQ N/A Available: 1/21/86 

Service Code: E Test: 0 License: S - Environment: System/36 5364 
5799-CGP IPDS eV Dee ee Acronym: RPQ N/A Available: 1/21/86 
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Service Code: E Test: 0 License: S$ Environment: System/36 5364 


5799-CGZ Academic Information System 4.2 Acronym: RPQ N/A Available: 4/02/86 
B/O 2075 

Service Code: C Test: 0 License: S Environment: RT 

5799-CHD NetView Partial Function Acronym: P85064 Available: Variable Charges 
10 B/O 6055 B/M - 505 D/ 4545 
18 B/O 9090 B/M 505 D/O 6815 
20 B/O 10600 B/M 505 D/O 7955 
30 B/O 15150 B/M 505 D/O 11370 
40 B/O 24240 B/M 505 D/O 18190 
50 B/O 31280 B/M 505 D/O 23460 
60 B/O 37770 B/M 505 D/O 28320 
NetView Session Monitor Acronym: P85064 Available: Variable Charges 
10 B/O 2770 B/M 231 D/ 2075 
18 B/O 4160 B/M 231 D/O 3120 
20 B/O 4850 B/M 231 D/O 3635 
30 B/O 6930 B/M 231 D/O 5195 
40 B/O 11080 B/M 231 D/O 8315 
50 B/O 14300 B/M 231 D/O 10725 
60 B/O 17260 B/M 231 D/O 12940 
NetView Hardware Monitor neron ym: P85064 Available: Variable Charges 
10 B/O 3010 B/M 250 D/ 2255 
18 B/O 4500 B/M 250 D/O 3375 
20 B/O 5270 B/M 250 D/O 3945 
30 B/O 7525 B/M 250 D/O 5635 
40 B/O 12040 B/M 250 D/O 9015 
50 B/O 15540 B/M 250 D/O 11655 
60 B/O 18760 B/M 250 D/O 14070 
Service Code: C Test: 0 License: S 


5799-CJL +Series/1 Outboard cee Tools PRPQ Acronym: RPQ N/A Available: 5/02/89 
B/O 1450 /M 97 


Service Code: H Service End Date: 12/31/90 Test: 1 License: S Environment: Series/1 
5799-CJN 4730 Financial eg Extension IMS Acronym: RPQ N/A Available: 7/25/86 
B/O 54570 
Service Code: X Service End Date: 1/31/87 Test: 1 License: § Environment: MVS 
5799-CPK PASCAL/38 Acronym: RPQ N/A Available: 4/21/87 
B/O 4850 
Service Code: E Test: 1 License: §S Pubs: GX20-2365 Environment: System/38 
5799-CQT NetView for VSE PRPQ . Acronym: Available: Variable Charges 
50 B/O 16040 D/O 11690 


(cont'd) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, A=Annual, P=Primary 


537451 


5799- 
eee ay 60 


B/O 17570 D/O 13170 
NetView for VSE ae Hardware Monitor 
50 B/O D/O 5545 
60 B/O 3110 D/O 6080 
NetView for on siese Session Monitor 
50 B/O 1630 D/O 8725 
60 B/O 12940 D/O 9550 
Service Code: C Test: 0 License: S 
5799-CRJ PVMPCCF 
10 B/ 2310 
15 B/O 2330 
18 B/O 3605 
20 B/O 4185 
30 B/O 4185 
40 B/O 4185 
50 B/O 5400 
60 B/O 6970 
Service Code: C Test: 0 License: § 
5799-CZE CALLUP 
10_—«; B/O 4485 D/O 3365 
15 B/O 5985 D/O 4485 
18 B/O 8975 D/O 6730 
20 B/O 10470 D/O 7855 
30 B/O 14960 D/O 11220 
40 B/O 23950 D/O 17960 
50 B/O 30890 D/O 23160 
60 B/O 32430 D/O 24320 
Service Code: C Test: 0 License: S 
5799-CZK ODPS/RMS Office and Document Processing 
10 B/O 2925 B/M 443 
15 B/ 3645 B/M 443 
20 B/O 5140 B/M 443 
30 B/ 7315 B/M 443 
40 B/O 11710 B/M 443 
50 B/O 15110 B/M 443 
60 B/O 19500 B/M 443 
Service Code: M Test: 2. License: § 
5799-DAA 5363 Optical Disk Storage Support 
B/O 2940 
Service Code: C Test: 0 License: § 


5799-DAB 5363 Optical Library Support 


Acronym: 


Acronym: 


Environment: VSE 


Acronym: P10024 Available: 
Acronym: P85094 Available: 
Acronym: RPQ N/A Available: 


Pubs: 
Acronym: 


Environment: System/36 


Acronym: 


5-452 


Available: 


Available: 


Available: 


9/02/88 


SH18-0320 Environment: VM 
Available: 


9/29/89 


9/29/89 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


Variable Charges 


B/O 6060 





Service Code: C Test: 0 License: S Environment: System/36 
5799-DCH cERLAO Ue wane PRPQ Acronym: RPQ N/A Available: 2/10/89 Variable Charges 
40. B/O 4820 
50 B/O 6220 
60 B/O 8025 
Service Code: M Test: 2 License: S Environment: VM/XA SP 
5799-DCN Ada ARE ee Library Acronym: Ada Available: 10/27/89 
Service Code: H Service End Date: 12/31/90 Test: 0 License: § Pubs: SC09-1296 Environment: IBM RT 
5799-DCP Ada ey Gene eo & Library Acronym: Ada Available: 10/27/89 
Service Code: H Service End Date: 12/31/90 Test: 0 License: § Pubs: SC09-1296 Environment: IBM RT 
5799-DDK IBM Grouptalk Acronym: P88035 Available: Variable Charges 
10 B/O 4475 D/O 3356 
1 B/O 2955 D/O 4466 
18 B/O 8945 D/O 6709 
20 B/O 10440 D/O 7830 
30 B/O 14910 D/O 11183 
40 B/O 23860 D/O 17895 
50 B/O 29830 D/O 22373 
60 B/O 37290 D/O 27967 
Service Code: C Test: 0 License: S$ 
5799-DDL IBM Grouptalk Acronym: P88036 Available: Variable Charges 
10 B/O 1200 D/O 900 
15 B/O 1600 D/O 1200 
18 B/O 2400 D/O 1800 
20 B/O 2800 D/O 2100 
30 B/O 4000 D/O 3000 
40 B/O 6400 D/O 4800 
50 B/ 8000 D/O 6000 
60 B/O 10000 D/O 7500 
Service Code: C Test: 0 License: §S 
5799-DGC AIX/RT XL FORTRAN Compiler Acronym: Available: 6/30/89 
B/O 2750 
Service Code: H Service End Date: 12/31/90 Test: 0 License: § Environment: AIX/RT 
Coon a) PlantControl Production Activity Edition Acronym: Available: 9/30/90 
cont 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, t={initial, - =Annual, P=Primary 


5-453 


5799-DKK : 
(cont d) B/O 
Service Code: M 


5799-PAJ PC Performance Monitor 
B/O 315 


10000 


Service Code: A Test: 


5799-PAQ Response Time Measurement Facility 
B/O- 150 
Service Code: M 


5799-PAZ Response Time Measurement Facility 
B/O 242 D/O 2 


Service Code: A Test: 
5799-PEY PC PLAN/36 Performance Tool 
B/O 180 


Service Code: Z 


Service Code: C 


5799-TBY RPS Address Translation Version 3 
B/O 217 B/M 


Service Code: C 


5799-TCB RPS Indexed Access Method Version 3 
B/O 441 B/M 7 


Service Code: C 


5799-TCP RPS Packet Network Support 
B/O 2870 B/M 
Service Code: E Test: 


5799-TDE EDX Data Collect Interactive 
B/O 1640 B/M 


Service Code: C Test: 


5799-TDK CPS 4963/4966 pave pees tore 
B/O 359 B/M 


Test: 2 License: 


1 License: 


Test: 0 License: 


1 License: 


Test: O License: 


Test: 0 License: 


Test: 0 License: 


Test: 0 License: 


1 License: 


1 License: 


S 


S 


Ss 


S) 


) 
5799-TAJ CPS 4991-201 Magnetic Stripe Card Reader Acronym: RPQ N/A 
B/O 7.05 PB/M 15 on 


Ss 


S 


S 


Ss 


S 


Environment: PS/2,PS/55 


Acronym: RPQ P84090 Available: 1/21/86 
Environment: System/36 

Acronym: RPQ N/A Available: 2/28/86 
Environment: System/36 

Acronym: RPQ P84089 Available: 1/21/86 
Environment: System/36 

Acronym: RPQ N/A Available: 9/25/87 


Pubs: SC21-9746 Environment: S/36,8/38,LAN 


Available: 


Environment: Series/1 
Acronym: RPQ P82585 Available: 


Environment: Series/1 


Acronym: RPQ P82570 Available: 


Environment: Series/1 


Acronym: RPQ-P10008 Available: 4/30/82 


Environment: Series/1 
Acronym: RPQ-P82600 Available: 10/30/79 


Pubs: GC34-1652 Environment: Series/1 
Acronym: RPQ-P82539 Available: 7/30/79 
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5799-TEG 
5799-TEF 
5799-TEL 
5799-TEP 
5799-TEQ 
5799-TER 
5799-TEY 
5799-TFN 
5799-TFY 


5799-TGJ 





Charges:X/Y where X= 


Service Code: C Test: 1 License: S 


RPS Job Stream Processor Acronym: 
B/O 617 B/M 15 

Service Code: E Test: 1 License: § Pubs: 

RPS SNA Remote epee nent Utility Acronym: 
B/O 25 B/M 11 . 

Service Code: E Test: 1 License: S Pubs: 

EDX COBOL Host for Series/1 Acronym: 
B/M 1945 

Service Code: E Test: 1 License: §S Pubs: 

RPS 8/370 Host COBOL for Series/1 Acronym: 
B/M 1945 

Service Code: E Test: 1 License: § Pubs: 

RPS Pascal Acronym: 
B/O 4950 B/M 264 

Service Code: X Service End Date: 5/31/84 Test: 

EDX Pascal Acronym: 
B/O 4950 B/M 264 

Service Code: X Service End Date: 5/31/84 Test: 

RPS Letter Writer Version 2 Acronym: 
B/O 1200 B/M 119 

Service Code: E Test: 1 License: S Pubs: 

Acronym: 


EDX Videotex System SVS/1 
B/O 15140 


Service Code: X Service End Date: 12/17/84 Test: 
EDX Telephone Ber Management System Acronym: 
B/O 2182 


Service Code: X Service End Date: 


File mare Processor 
B/ 19420 


Service Code: C Test: 0 License: § 


Charge Type 


Pubs: 


4/26/87 Test: 


Acronym: 


GC34-1622 Environment: 


RPQ-P82635 


GC34-0398 
RPQ-P82639 


GC34-1711 
RPQ-P82647 


GC34-1720 
RPQ-P82648 


GC34-1721 
RPQ P82659 


1 License: 


RPQ P82658 


1 License: 


RPQ-P82667 


GH30-0713 


RPQ-P82696 | 


iy 


1 License: 


RPQ N/A 


1 License: 


RPQ P82733 


=tnitial, 
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Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


S 
Available: 


S 
Available: 


S Pubs: G520-3992 Environment: Series/1 


S Pubs: GH36-0250 Environment: Series/1 


Series/1 
3/30/81 


Series/1 
5/30/81 


Series/1 


1/30/82 


Series/1 
12/30/81 


Series/1 
12/06/83 


Environment: Series/1 


12/06/83 


Environment: Series/1 


10/20/82 


Environment: Series/1 


Available: 12/17/82 
Available: 7/31/84 
Available: 


License Type B=Basic, D=DSLO, S=Single, M=Multiple 
O=One Time, M=Monthly, I 


=Annual, P=Primary 


5799-THK EDX TMMS/ROLM CBX 9000 Interface 
B/O 6600 


Acronym: RPQ P86010 Available: 4/26/85 


Service Code: X Service End Date: 4/26/87 Test: 1 License: S Environment: TMMS 


5799-TNG S/1 inter ace Workstation 2.0 
B/ 222 


Acronym: RPQ N/A Available: 11/21/86 


Service Code: E Test: 1 License: § Pubs: GC34-0927 Environment: PCC,PC,XT,AT 
5799-WHZ Support for 3330 - 3333-11 Acronym: RPQ-EF4346 Available: 1/30/76 
No Charge 
Service Code: C Test: 0 License: S Pubs: GH20-4376 Environment: DOS/VS 
5799-WKG Airline Control Program ACP Acronym: RPQ-P09011 Available: 11/30/76 
No Charge 
Service Code: X Service End Date: 7/15/83 Test: 0 License: § Pubs: GE20-0423 Environment: VS1-VS2 (Off Line) 
5799-WPK MSVIZAP for the 3850 Acronym: RPQ-P87000 Available: 11/30/78 
No Charge 
Service Code: C Test: 0 License: § Environment: MVS/VS1 
5799-WQP ACP Transaction Processing Acronym: RPQ-P09026 Available: 2/30/80 
No Charge 
Service Code: E Test: 0 License: § Pubs: GH20-2140 Environment: 5748-T11 
5799-WRF S.W.I.F.T. for ACF/NCP/VS | Acronym: RPQ-Y96614 Available: 12/30/80 
No Charge 
Service Code: . § Test: 0 License: S Pubs: SC19-5016 Environment: 3704/3705 
5799-WWL Virtual peeraee Measurement Reporter Acronym: RPQ-P88023 Available: 4/19/83 
No Charge . 
Service Code: E Test: O License: S ‘Environment: STOR/MVS,CICS,IMS 
5799-WWR VM Predictor Data Reduction Package Acronym: RPQ P88024 Available: 12/04/84 
o Charge 
Service Code: E Test: 0 License: § Environment: VM 
5799-WXA Cache Analysts Aid Version 4 - 3880 Acronym: RPQ P88026 Available: 9/06/83 
o Charge 
Service Code: E Test: 0 License: §S Environment: MVS 
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5799-WXD CICS/VS Trace Transform Version 2 Acronym: RPQ P88027 Available: 2/07/84 
No Charge 
Service Code: C Test: 0 License: § Environment: CICS/VS 
5799-WXJ -DPPX/SP to 3270-PC File Transfer Acronym: RPQ N/A Available: 1/31/84 
No Charge 
Service Code: X Service End Date: 5/14/89 Test: 0 License: S$ Environment: DPPX and 3270-PC 
5799-WYK APPC Multiple LU Support Acronym: RPQ N/A Available: 1/21/86 |” 
No Charge 
Service Code: E Test: 0 License: § Environment: System/36 5364 
5799-WYL APPC Multiple LU Support Acronym: RPQ P84098 Available: 1/21/86 
No Charge 
Service Code: A Test: 1 License: § Environment: System/36 
59X3-653 seth yaa papeeoment Acronym: DDM Available: 9/30/87 
Service Code: X Service End Date: 12/31/88 Test: 0 License: S Pubs: GC21-9527 Environment: PC,XT,AT 
59X9-933 XENIX 2.0, Upe fon POrN Rent 1.0, 1.1 Acronym: Available: 4/30/86 
Service Code: Z Test: 0 License: § Environment: XENIX/PCIX 1.0, 1.1 
59X9-934 Upg mes); ee Sys to 59X9939 Acronym: Available: 4/30/86 
Service Code: Z Test: 0 License: §S Environment: SoftDev 1.0 or 1.1 
59X9-935 Upg a PCIX co 1.0 to 59X9941 Acronym: Available: 4/30/86 
Service Code: Z Test: Q License: § Environment: Text Form 1.0 or 1.1 
59X9-958 DisplayWrite Assistant Acronym: Available: 6/30/86 
B/O 195 
Service Code: Z Test: 0 License: § Environment: PC,XT,AT,PCC,PCjr 
6024-011 COBOL coset Acronym: Available: 4/30/82 
/0 416 
Service Code: Z@ Test: 0 License: § Pubs: G520-3917 Environment: PC 
6024-013 Typing Tutor (Diskette Version) Acronym: Available: 
(cont d) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Y= Charge Type 0=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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6024-013 
(cont d) 


6024-022 


6024-023 


B/O 
Service Code: Z 


Multiplan (R) 
plan, $6 


Service Code: Z 


FACT TRACK tm 
B/O 


Service Code: Z 


30 


Test: O License: §S 


250 


Test: 0 License: § 


90 


Test: O License: S 


6024-024 Arithmetic Games Set 1 
B/O 60 


6024-025 
6024-035 
6024-048 
6024-051 
6024-052 
6024-053 


6024-063 


Service Code: Z 


Test: O License: §S 


Arithmetic Games Set 2 
B/O 60 


Service Code: Z 


Test: 0 License: § 


CP/M-86 tm Operating System 
: B/O° 28% 


Service Code: Z 


Test: 0 License: S 


Professional Editor 
B/O 152 


Service Code: Z 


Personal Editor 
B/O 120 


Service Code: Z 


Private Tutor Version 1 
B/O 68 


Test: O License: 


Test: O License: 


Ss 


Ss 


Service Code: Z 

BASIC Primer 
B/O © 

Service Code: Z 


Learning DOS 
B/O. 


Test: 0 License: S 


65 


Test: 0 License: §S 


47 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


G520-3917 Environment: PC 


Available: 11/30/82 


G520-3917 Environment: PC 


Available: 


‘Pubs: G520-3917 Environment: PC 


Acronym: 


Available: 


Pubs: G520-3917 Environment: PC,PCjr 


“Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Available: 
G520-3917 Environment: PC,PCjr 
Available: 4/30/82 


G520-3917 Environment: PC 


G520-3917 Environment: 


6520-3917 Environment: 


Available: 


Available: 


Available: 


~ 2723/83 


PC,PCir 
7/05/88 


PC,PCjr 
7/31/83 


G520-3917 Environment: PC 


Available: 12/20/82 


G520-3917 Environment: PC 
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Available: 5/21/85 


6024-065 
6024-066 
5054-067 
6024-069 
6024-071 
‘$0IR=072 
6024-076 
6024-081 
6024-083 


6024-084 


Charges 


Service Code: Z 


Insurance Agency System 
B/6 2500 


Service Code: E Test: O License: 


Karel the Robot 
B/O 150 
Service Code: Z Test: 0 License: 


Dictionary Dog 
$/0 51 
Service Code: Z Test: O License: 


Computers and Communications 
B/O 40 


Service Code: Z Test: O License: 


Word Proof 
B/O 68 
Service Code: Z Test: 0 License: 


Monster Math 
B/O 35 
Service Code: Z Test: O License: 


LOGO (R) with Turtle Graphics 
B/O 183 


Service Code: Z 


BASIC - A Private Tutor 
B/O 40 


Service Code: Z Test: O License: 
Punctuation Skills 

B/O a 
Service Code: Z Test: 0 License: 
Language ae 25 
Service Code: Z Test: O License: 


License Type 


:X/Y where X= 
Y= Charge Type 


Test: 0 License: 


Test: 0 License: 


S 


S 


Ss 


Ss 


5) 


S) 


Pubs: 


_ Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


G520-1107 Environment: PC,XT,PCjr,AT,PPC 


Available: 


11/30/83 


G520-3917 Environment: PC 


Available: 


9/30/84 


G520-1107 Environment: PC,XT,PCjr,PPC 


- Available: 11/20/84 


Pubs: G520-1107 Environment: PC ,XT,PCjr,PPC,AT 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


G520-3917 


G520-3917 


G520-3917 


G520-3917 


G520-3917 


G520-1107 


G520-1107 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


Available: 


Environment: 


' Available: 


Environment: 


M=Multiple 
=Annual, P=Primary 


{nitial, 
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4/23/84 


PC, XT, PC jr, PPC+60 
8/02/83 


PC,PCjr,XT 
3/31/84 


PC, PCjr,XT 
12/31/83 


PC,PCjr 
7/31/83 


PC 
4/02/85 


Private Tutor 2.00 
4/02/85 


Private Tutor 2.00 


6024-085 ee Te ahaa - Acronym: Available: 4/02/85 


Service Code: Z@ Test: 0 License: §S Pubs: G520-1107 Environment: Private Tutor 2.00 
6024-086 Spelling Skills Acronym: Available: 4/02/85. 
B/O 55 | 
Service Code: Z Test: 0 License: §S Pubs: G520-1107 Environment: Private Tutor 2.00 
6024-094 Bumble Ganes tm Poatnre 4094) Acronym: | Available: 3/31/84 . 
Service Code: Z@ Test: 0 License: §S Pubs: G520-3917 Environment: PC,PCjr,XT+color 
6024-095 Juggles Bue er ety oo (Feature 4095) Acronym: Available: 3/31/84 
Service Code: 2 Test: 0 License: S Pubs: G520-3917 Environment: PC,PCjr,XT 
6024-096 pease Yi (Feature 4096) Acronym: Available: 3/31/84 
Service Code: Z Test: 0 License: S Pubs: G520-3917 Environment: PC,PCjr,XT 
6024-097 Gertrude’s Secrets Acronym: Available: 4/23/84 
B/O 49 
Service Code: Z@ Test: Q License: S Pubs: G520-3917 Environment: PC,XT,PCjrtColor 
6024-098 Gertrude’s Puzzles Acronym: Available: 9/30/84 pat ee a gd 
Service Code: Z Test: O License: S Pubs: G520-1107 Environment: PC,XT,PCjr,PPC 
6024-099 Rocky's Boots - | Acronym: Available: 8/14/84 OP RN ee 
Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC ,XT,PCjr,AT+color 
6024-101 BASIC oa a irearure 4101) Acronym: Available: 3/31/84 
Service Code: 2 Test: 0 License: S Pubs: G520-3917 Environment: PCjr+DOS 2.1 
6024-104 Missing Letters Acronym: Available: 5/30/85 
B/O_ 52 
Service Code: Z@ Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
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6024-109 
6024-112 
6024-113 
6024-117 
6024-118 
6024-120 
6024-121 
6024-122 
6024-123 
6024-124 


6024-128 
(cont d) 


Charges 


:X/Y where a 


Turtle Power (Feature 4109) 
B/O 55 


Service Code: Z Test: 0 License: 


Adventures in Math (Feature 4112) 
B/O 39 


Code: Z 


Private Tutor Version 2 
B/O 57 


Service Test: O License: 


Service Code: Z Test: 0 License: 

Glacial Landforms - Earth Science Series 
B/O 55 

Service Code: Z Test: 0 License: 


Investigating Atomic Models 
B/O 75 


Service Code: Z Test: OQ License: 


Service Code: Z Test: O License: 


Ss 


) 


Ss 


5 


S 


S 


Hydrologic Cycle - Earth Science Series 
B/O 57 


Service Code: Z Test: O License: 


Ground Water ~ Earth Science Series 
B/O 57 


Service Code: Z Test: 0 License: 


Surface Water - Earth Science Series 
B/O 57 


Service Code: Z Test: 0 License: 


Moisture in the Atmosphere 
B/O 57 


Test: O License: 


PASCAL Compiler Version 2 


Service Code: Z 


Charge Type 


) 


Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Environment: PC,XT,AT,PCjr 


Acronym: 


Environment: PC,XT,AT,PCjr 


Disk Operating System Version 2.1 DOS 
B/O 85 


Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


G520-3917 


G520-3917 


G520-1107 


G520-1107 


G520-1107 


G520-1107 


tnitial, 


Available: 


Available: 


G520-3917 Environment: 


Available: 


G520-1107 Environment: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


Available: 


License Type B=Basic, D=DSLO, S=Single, M=Multiple 
O=One Time, M=Monthly, I= 
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Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


3/31/84 


PC, PCjr,XT 
3/31/84 


PC, PCjr,XT 
9/30/84 


PC XT, PC jr, PPC+D0S2+ 
4/09/87 


4/09/87 


3/31/84 


PC,XT,PCjr 
9/30/84 


PC, Xt, PCjr,PPC+DOS2+ 
9730/84 


PC XT, PCjr,PPC+DOS2+ 
9730/84 


PC, XT, PCjr, PPC+DOS2+ 
9/30/84 


PC, XT, PCjr, PPC+DOS2+ 
4/23/84 


=Annual, P=Primary 


6024-128 _ 
d) - B/O 424 


(cont | 
Service Code: 2 Test: 0 License: S Pubs: G520-3917 Environment: DOS2+ 
6024-129 BASIC se 0: verason 2 Acronym: Available: 9/30/84 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,PCjr 
6024-134 3278/79 7 ames 2 oa Program Acronym: Available: 4/30/84 ; 
Service Code: E Test: 0 License: S Pubs: “G520-3917 Environment: Personal Computer,XT 
6024-136 Logo Learner Acronym: Available: 5/30/85 
B/O 115 . , 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-137 “Bouncy ty a perecse Acronym: Available: 3/31/86 
Service Code: Z@ Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PPC,PCjr 
6024-139 Bouncy esa vores Acronym: Available: 3/31/86 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PPC,PCjr 
6024-143 EOE EG ponue eect Acronym: Available: 8/14/84 
Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,PPC 
6024-158 Crypto Cube Acronym: Available: 10/31/85 
B/O 45 - 
Service Code: Z Test: 0 License: S Pubs: G570-2064 Environment: PC,XT,PCjrt+color 
6024-165 Listen to Learn Acronym: Available: 6/30/85 
B/O 204 | 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-172 Electric Poet Acronym: Available: 11/20/84 
B/O 78 
Service Code: Z Test: 0 License: 5S Pubs: G520-1107 Environment: PC,PPC,PCjr,AT,XT 
6024-175 Virtual ‘oe paeareonee Computer 1.1 Acronym: VM/PC Available: 1/31/85 


5-462 


Service Code: X Service End Date: 12/31/86 Test: 0 License: § Pubs: G520-1095 Environment: XT/370,AT/370 


6024-186 Print Screen Cee Acronym: Available: 4/23/84 
B/O 3 
Service Code: Z Test: O License: § Pubs: G520-3917 Environment: PC,XT+D0S2 
6024-187 DPE eee Communica Acronym: Available: 4/30/84 ? 
Service Code: Z Test: 0 License: § Pubs: G520-3917 Environment: PC,XT,PPC 
6024-190 ca asl Bees] Support Acronym: Available: 4/30/84 
Service Code: Z Test: 0 License: $ Pubs: G520-3917 Environment: DisplayWrite 2 
6024-197 Diep laNe at. eae Support Acronym: Available: 10/31/84 
Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: DisplayWrite 2 V1.1 
6024-200 FORTRAN ee ie ANSI Comp+Libr Acronym: Available: 10/31/84 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: 8087/80287+DOS 2.1+ 
6024-201 General 7 as Interface Bus Adapter Acronym: GPIB Available: 10/31/84 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: GPIB+DOS2+ 
6024-202 Data poe yma ncn Control Adapter Acronym: Available: 10/31/84 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: DACS adapter+D0S2+ 
6024-211 DOS 3.1 (PC Netware) Acronym: Available: "1/18 
B/O 8 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: All PC 
6024-215 BASIC an a MPerace from 1.0 to 2.0 Acronym: Available: 7/31/85 
Service Code: Z Test: 0 License: S - Pubs: G520-1107 Environment: DOS 2.1 or later 
6024-293 Comma Cat Acronym: Available: 11/20/84 
B/O 51 
Service Code: Z Test: 0 License: 5S Pubs: G520-1107 Environment: PC,XT,PCjr,PP,At 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type O=One Time, M=Monthly, I={nitial, A=Annual, P=Primary 
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u 











6024-294 Primary Editor Acronym: Available: 5/30/85 
B/O 63 . 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-297 Basic Number Concepts (Private Tutor) Acronym: Available: 6/30/85 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environmént: PC,PCjr,XT,AT,PPC 
6024-304 1 Can Be Anything 5 Acronym: Available: 5/30/85 

Service Code: Z Test: Q License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-305 Math i Ys on (Private Tutor) Acronym: Available: 6/30/85 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-306 Document Rete level Anstetaae Acronym: Available: 4/16/85 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC, PCjr,XT,AT,PPC 
6024-307 Preparing zoe Geometry. and Algebra Acronym: Priv Tutor Available: 6/30/85 

Service Code: @ Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-308 Solving mato Word Erobiese (Priv Tutor) Acronym: Available: 6/30/85 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-316 Cell Functions: ita & Mitosis Acronym: Available: 6/30/85 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-317 macamoas Life : Structure of Matter Acronym: Biology Available: 6/30/85 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-318 Leaf idee yc & Physiology (Biol Series Acronym: Available: 6/30/85 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
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6024-319 Lights PrebS & puprcaynchesss (BiolSer) Acronym: Available: 6/30/85 


Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-320 Passive Vana eee and Osmosis Acronym: Biology Available: 6/30/85 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-321 Plants: Growth & peer taster ace Acronym: Biology Available: 6/30/85 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-322 ea begs Ven ee Series) Acronym: Available: 9/30/85 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-323 Volcanos oe Se tence Series) Acronym: Available: 9/30/85 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-324 Lands lides 1.0 5.25" Acronym: Available: 3/31/86 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,AT,PCjr,PPC 
6024-325 Reading eoupreneneicn Skills (Priv Tutor Acronym: Available: 9/30/85 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-326 as OT a en (Priv Tutor) Acronym: ) Available: 9/30/85 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-327 Word Know noe aie (Private Tutor) Acronym: Available: 9/30/85 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-328 Fixed eas 7 steam 1.0 Acronym: Available: 7/05/88 

Service Code: Z Test: 0 License: § Environment: 3.5 or 5.25" 
Ceeaetay Reading for Meaning Series: Grade 2 Acronym: 7 Available: 4/30/86 

cont 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, T=tnitial, =Annual, P=Primary 
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6024-330 


(cont d) B/O 157 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
6024-333 Parts of spgecn eee Grades 3-4 Acronym: Available: 7/31/86 
Service Code: Z Test: 0 License: §S Pubs: G520-1107 Environment: PC,XT,AT,PCjr+color 
6024-334 Parts of Speech Series: Grades 5-6 Acronym: Available: 7/31/86 
B/O 105 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
6024-336 “Reading for Meaning Series: Grades 3-4 Acronym: Available: 6/30/86 
Service Code: Z@ Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjr+color 
6024-337 Reading eo ae Grades 5-6 Acronym: Available: 6/30/86 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+tcolor 
6024-338 Reading 6 ie Grades 7-8 Acronym: Available: 6/30/86 
Service Code: Z Test: O License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 
6024-339 Touch Typing for Pep ulets Acronym: Available: 7/30/86 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 
PALS 1.0 Available: 6/30/87 


6024-340 Principle of the prpaabet Literacy Systm Acronym: 
B/O 375 


Service Code: X Service End Date: 3/31/89 Test: 0 License: § Pubs: G580-0693 Environment: InfoWindow PILOT 


6024-341 PALS 1.0 Teacher's Manual Acronym: Available: 6/30/87 


Service Code: X Service End Date: 3/31/89 Test: 0 License: S 
6024-342 PALS 1.0 Work Journal 


Pubs: G580-0693 Environment: 6024340 


Acronym: Available: 6/30/87 


Pubs: G580-0693 Environment: 6024340 
Available: 6/30/85 


Service Code: X Service End Date: 3/31/89 Test: 0 License: § 


6024-343 Parner eyg 6b Defenses Acronym: Biology 


5-466 


Service Code: 2 Test: O License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 


6024-344 aay Life ae Water, Carbo Lipid Acronym: Biology Available: 6/30/85 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-345 Modern eo GEL omepanes & Coding Acronym: Biology Available: 6/30/85 
Service Code: Z Test: 0 License: §S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-346 Human as | Cellular Physiolo Acronym: Biology Available: 6/30/85 
Service Code: Z Test: 0- License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-347 Spelling Series: Grades 1-2 Acronym: Available: 9/30/86 
B/O 115 
Service Code: Z Test: 0 License: 5S Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
6024-348 Spelling Series: Grades 3-4 Acronym: Available: 9/30/86 
B/O E15 
Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
6024-349 Spelling Series: Grades 5-6 Acronym: Available: 9/30/86 
B/O 115 
Service Code: 2 Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
6024-350 Vocabulary Series: Grades 3-4 : Acronym: Available: 10/30/86 
Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
6024-351 Meee aye 5-6 Acronym: Available: 10/30/86 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 
6024-352 Meee ie 7-8 Acronym: Available: 10/30/86 
Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,AT,PCjr+color 
6024-353 eee ey Beaece 1-2 Acronym: Available: 6/30/86 


Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type =One Time, M=Monthly, I=tnitial, =Annual, P=Primary 


5-467 


6024-354 


6024-355 


6024-356 


6024-357 


6024-358 


6024-359 


6024-360 


6024-363 


6024-364 


6024-365 


Math Practice: Grades 3-4 
B/O 99 


Service Code: Z Test: O License: 


Math Concepts Series: Grades 1-2 
B/O 183 


Service Code: Z Test: O License: 


Math Concepts Series: Pre-school 
B/O 157 


Service Code: Z Test: O License: 


Math Concepts Series: Grades 3-4 
B/O 183 


Service Code: Z Test: 0 License: 


Reading for Information: Grades 3-4 
B/O 131 


Service Code: Z Test: 0 License: 


Reading for Information: Grades 5-6 
B/O . 157 


Service Code: Z Test: 0 License: 


Reading for Information: Grades 7-8 
/0 157 


Service Code: Z Test: 0 License:. 


Touch Typing for Beginners 
yPRO 40% 


Service Code: Z Test: 0 License: 


Reading for Meaning Series: Grades 7-8 
B/O 708 


Service Code: Z Test: 0 License: 


Vocabulary Series: Grades 7-8 


Service Code: Z Test: O License: 


Ss 


Ss 


Ss 


S 


S 


s 


Ss 


s 


S 


Ss 


Acronym: 


Available: 


6/30/86 


Pubs: G520-1107 Environment: PC,XT,AT,PCjr+color 
Available: 12/31/86 


Acronym: 


Pubs: G520-1107 Environment: PC,XT,PCjr,AT 128k 
Available: 12/31/86 


Acronym: 


Pubs: G520-1107 Environment: PC,XT,PCjr,AT 128k 
Available: 12/31/86 


Acronym: 


Pubs: G520-1107 Environment: PC,XT,PCjr,AT 128k 


Acronym: 


Available: 


6/30/86 


Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 


Acronym: 


Available: 


9730/86 


Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 


Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


Available: 


G520-1107 Environment: 


SChool pkg Available: 


G520-1107 Environment: 


School pkg Available: 


9/30/86 


PC,XT,AT,PCjrtcolor 
7/30/86 


PC ,XT,AT,PCjrt+color 
6/30/86 


_ Pubs: G520-1107 Environment: PC,XT,AT,PCjr+color 
Acronym: School pkg Available: 10/30/86 


Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 





5-468 


6024-366 


6024-368 


6024-369 


6024-370 


6024-371 


6024-372 


6024-374 


6024-375 


6024-376 


6024-377 


6024-378 
(cont d) 


Charges:X/Y where a 


Reading for Information: Grades 7-8 
B/O 708 


Service Code: Z Test: O License: 


Math Concepts Series: Grades 1-2 
B/O 828 


Service Code: Z Test: 0 License: 


Math Concepts Series: Grades 3-4 
B/O 828 


Service Code: Z Test: O License: 


Math Concepts Series: Pre-school 
B/O 708 


Test: O License: 


Grades 3-4 
450 


Service Code: Z 


Math Practice: 
B/O 


Service Code: Z Test: O License: 


Math Practice: Grades 1-2 
B/O 450 


Service Code: Z Test: 0 License: 


Reading for Rennie Series: Grades 3-4 
B/O 708 


Service Code: Z Test: O License: 


Reading for Meenaus Series: Grades 5-6 
B/O 708 


Service Code: Z Test: O License: 


VOReDESeTy ao age ee 3-4 


Service Code: Z Test: O License: 


rae aa ai 


Service Code: Z Test: 0 License: 


Parts of Speech Series: Grades 3-4 


License Type 
Charge Type 


S 


) 


S) 


S 


5 


S 


Ss 


S 


5 


S 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 


Acronym: 


=Basic, D=DSLO, S=Single 
=One Time, M=Monthly, I= 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


SChool pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


M=Multiple 
tnitial, 


5-469 


9/30/86 


PC,XT,AT,PCjrtcolor 
12/31/86 


PC,XT,PCjr,AT 128k 
12/31/86 


PC ,XT,PCjr,AT 128k 
12/31/86 


PC,XT,PCjr,AT 128k 
6/30/86 


PC ,XT,AT,PCjrt+color 
6/30/86 


PC ,XT,AT,PCjrtcolor 
6/30/86 


PC ,XT,AT,PCjr+color 
6/30/86 


PC,XT,AT,PCjr+color 
9/30/86 


PC ,XT,AT,PCjrt+color 
10/30/86 


PC ,XT,AT,PCjrtcolor 
7/31/86 


=Annual, P=Primary 


6024-378 





(cont d) B/O 472 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
6024-379 Parts of ppeech eet ae Grades 5-6 Acronym: School pkg Available: 7/31/86 

Service Code: Z Test: 0 License: S _ Pubs: G520-1107 Environment: PC ,XT,AT,PCjrt+tcolor 
6024-380 Spelling oo Geedee 1-2 Acronym: School pkg Available: 9/30/86 

Service Code: Z Test: 0 License: S$ Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
6024-381 Spelling areiee: cree 3-4 . Acronym: School pkg Available: 9/30/86 

Service Code: Z Test: 0 License: §S Pubs: G520-1107 Environment: PC,XT,AT,PCjr+color 
6024-382 Spelling BION eraces 5-6 | Acronym: School pkg Available: 9/30/86 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjr+color 
6024-384 Reading io a Grade 2 Acronym: School pkg Available: 4/30/86 

Service Code: Z Test: 0 License: §S Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
6024-386 Reading ‘ie ee Grades 3-4 Acronym: School pkg Available: 9/30/86 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+tcolor 
6024-387 Reading or ee Grades 5-6 Acronym: School pkg Available: 9/30/86 

Service Code: Z Test: O License: S | Pubs: G520-1107 Environment: PC,XT,AT,PCjr+color 





6024-388 Leaf Structure & i a (Biol Series Acronym: School pkg Available: 6/30/85 


Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 





6024-389 Passive aig ae and Osmosis Acronym: School pkg Available: 6/30/85 


Service Code: Z Test: O License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
6024-390 ee ca Tt Defenses Acronym: School pkg Available: 6/30/85 


5-470 


6024-392 


Service Code: Z Test: 0 License: §& Pubs: G520-1107 Environment: PC,PCjr,XT,AT, PPC 
6024-391 Cell aie 7 tae eae & Mitosis (BioSer Acronym: School pkg Available: 6/30/85 


Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
Plants: oo & Shecteeteaeaoe Acronym: School pkg Available: 6/30/85 
Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 


6024-393 Lights ayia & Ee cosyachesie (BiolSer) Acronym: School pkg Available: 6/30/85 


6024-394 


6024-395 


6024-396 


6024-397 


6024-403 


6024-404 


6024-405 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single 
‘Y= Charge Type O0=One Time, M=Monthly, I= 


Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 


Chemicals of Life II: Water, Carbo Lipid Acronym: 
B/O 309 


Service Code: Z Test: O License: S Pubs: 

Modern Genetics: Chromosomes & Coding Acronym: 
B/O 309 

Service Code: Z Test: 0 License: § Pubs: 


Human Life ProcessesI: Cellular Physiolo Acronym: 
B/O 309 


Service Code: Z Test: 0 License: § Pubs: 


Chemicals of Life I: Structure of Matter Acronym: 
B/O 309 


School pkg Available: 


G520-1107 Environment: 
School Pkg Available: 


G520-1107 Environment: 
SchoolPack Available: 


G520-1107 Environment: 
School pkg Available: 


6/30/85 


PC, PCjr,XT,AT,PPC 
6/30/85 


PC,PCjr,XT,AT, PPC 
6/30/85 


PC, PCjr,XT,AT,PPC 
6/30/85 


Service Code: Z Test: QO License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT,PPC 
aaa se acgetererton Acronym: Available: 3/31/86 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
pee ea Grave ier tous} Force Acronym: Available: 3/31/86 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
payee ee ae eee Energy Acronym: Available: 3/31/86 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,ATt+color 


M=Multiple 





tnitial, =Annual, P=Primary 


5-471 


6024-406 Tayest terrae conservation of Energy Acronym: Available: 3/31/86 























‘Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
6024-407 Cytology too ee Cells & Tissues Acronym: Available: 3/31/86 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
6024-408 Nero eg = “Acronym: ~ Available: 3/31/86 

Service Code: Z Test: 0 License: §S Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
6024-409 poeta NIG Bites Prore ine & Nucleic Ac Acronym: Available: 3/31/86 

Service Code: Z Test: 0 License: §S Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
6024-410 . Regulation & Homeostasis Acronym: Available: 3/31/86 

Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
6024-411 Human ee es Acronym: Available: 3/31/86 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
6024-412 spaaetaliaia' 7; mobsters & Ecosystems Acronym: Available: 3/31/86 

Service Code: Z Test: 0 License: S_. Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
6024-413 The kia! 1 uaa i & Interactions Acronym: Available: 6/30/86 

Service Code: Z Test: 0 License: §S Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+tcolor 
6024-414 Human 6 ee & Differentiatn Acronym: . Available: 6/30/86 

Service Code: Z Test: 0 License: § ~ Pubs: 6520-1107 Environment: PC ,XT,AT,PCjr+color 
6024-415 poriiat ions Fert: Seeds ,Fruits ,Embryos Acronym: Available: 6/30/86 

Service Code: Z Test: 0 License: Ss Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 





5-472 


6024-416 
6024-417 
6024-419 
6024-421 
6024-422 
6024-427 
6026-425 
6024-431 
6024-432 
6024-437 


6024-438 
(cont d) 


Charges:X/Y where X= 


Taxonomy: Classification & Organization 
B/O 68 


Service Code: Z Test: 0 License: § 


Math Concepts Series: Grades 5-6 
B/O 922 


Service Code: Z Test: Q License: S 


Math Concepts Series: Grades 7-8 
B/O 922 


Service Code: Z Test: 0 License: S 


Math Practice: Grades 5-6 
B/O 450 


Service Code: Z 


Math Practice: Grades 7-8 
B/O 450 


Service Code::Z Test: 0 License: S 


Math Concepts Series: Grades 5-6 
B/O 204 


Service Code: Z Test: 0 License: §S 


Math Concepts Series: Grades 7-8 
B/O 204 


Test: 0 License: § 


Grades 5-6 
99 


Test: 0 License: § 


Service Code: Z 


Math Practice: 
B/O 


Service Code: Z 


Math Practice: Grades 7-8 
B/O 99 


Service Code: Z Test: O License: § 


‘Cytology & Histology: Cells & Tissues 
57 3/0 309 


Service Code: Z Test: 0 License: § 


Mendelian Genetics: Inheritance 


License Type 
Y= Charge Type 


Test: 0 License: s 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


G520-1107 Environment: 


Available: 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


School pkg Available: 


G520-1107 Environment: 


~ Available: 


6/30/86 


PC ,XT,AT,PCjrtcolor 
12/31/86 


PC,XT,PCjr,AT 128k 
12/31/86 


PC,XT,PCjr,AT 128k 
6/30/86 


PC,XT,AT,PCjrt+color 
6/30/86 


PC,XT,AT,PCjrt+color 
12/31/86 


G520-1107 Environment: PC,XT,PCjr,AT 128k 


Available: 


12/31/86 


Pubs: G520-1107 Environment: PC,XT,PCjr,AT 128k 


Acronym: 


Available: 


6/30/86 


Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 


Acronym: 


Available: 


6/30/86 


Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+tcolor 


Acronym: SchoolPack Available: 


3/31/86 


Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 


Acronym: SchoolPack Available: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


M=Multiple 
=Annual, P=Primary 


tnitial, 
5-473 


3/31/86 


6024-438 
(cont d) B/O 309 


Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
6024-439 sian! Bate Proteins & Nucleic Ac Acronym: SchoolPack Available: 3/31/86 





Service Code: Z Test: 0 License: S — Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
6024-440 eae Home gee Acronym: SchoolPack Available: 3/31/86 

Service Code: Z Test: 0 License: S$ Pubs: 6520-1107 Environment: PC,PCjr,xXT,AT+color 
6024-441 Human mid eae Acronym: SchoolPack Available: 3/31/86 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 
6024-442 se ciaes Hebitace & Ecosystems Acronym: SchoolPack Available: 3/31/86 

Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,PCjr,XT,AT+color 





6024-443 The Bavaro excees & Interactions Acronym: School pkg Available: 6/30/86 


Service Code: Z Test: 0 License: § _ Pubs: G520-1107 Environment: PC,XT,AT,PCjr+color 
6024-444 Human MO ke & Differentiatn Acronym: School pkg Available: 6/30/86 ) 


Service Code: Z Test: 0 License: S Pubs: 6520-1107 Environment: PC,XT,AT,PCjrt+tcolor 





6024-445 Berger aver Per gan rearer tyes Acronym: School pkg” Available: 6/30/86 


Service Code: Z@ Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 





6024-446 TRON io 0g & Organization Acronym: School pkg Available: 6/30/86 








Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
6024-447 Writing sy as CE dicts Kit Acronym: Available: 9/03/86 

Service Code: 2 Test: 0 License: S Pubs: G360-2695 Environment: PC,XT,PCjr 
6024-450 Writing elo es aaa Kit Acronym: Available: 8/31/88 


5-474 


Service Code: H Service End Date: 12/31/91 Test: 0 License: § Pubs: G360-2695 Environment: PC,XT,PCjr 














6024-453 Topview 1.1 Acronym: Available: 4/30/86 
B/O 175 
Service Code: X Service End Date: 3/31/87 Test: 0 License: §S Environment: PC,XT,AT,PPC 
6024-454 “Topyiew Programmers Toolkit T.t ~~“ Aerongmy ~~ “Avatlabia:” 4/30/86. eee 
Service Code: X Service End Date: 3/31/87 Test: 0 License: § Environment: Topview 1.1 
6024-457 +Filing Assistant 2.0 Acronym: Available: 4/04/89 
B/O 144 
Service Code: Z Test: OQ License: § Environment: PC,XT,AT,PCC,PCjr 
6024-458 +Graphing Assistant 2.0 Acronym: Available: 4/04/89 
B/O 144 
Service Code: Z Test: 0 License: § Environment: PC,XT,AT,PCC,PCjr 
6024-459 +Reporting Assistant 2.0 Acronym: Available: 4/04/89 
B/O 129 
Service Code: Z Test: 0 License: §S Environment: PC,XT,AT,PCC,PCjr 
6024-460 +Writing Assistant 2.0 Acronym: Available: 4/04/89 
B/O 144 
Service Code: Z@ Test: 0 License: § Environment: PC,XT,AT,PCC,PCjr 
6024-461 +Planning Assistant 2.0 Acronym: Available: 4/04/89 
B/O 144 
Service Code: Z Test: 0 License: § Environment: PC,XT,AT,PCC,PCjr 
BOAn rae “Tnveahigat tne ieee: tee ieids= "= Berenymr = avartanies O1e0;be 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjr+color 
6024-465 eae OF odey: of Light Acronym: Available: 6/30/86 
Service Code: 2 Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 
6024-466 Hest ise io waver InPereeEcnce Acronym: Available: 6/30/86 
Service Code: Z Test: 0 License: § Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+color 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, =Annual, P=Primary 


5-475 


6024-467 
6024-468 
6024-469 
6024-470 
6024-471 
6024-472 
6024-473 
6024-474 
500-075 


6024-482 


Writing to Read 3.0 Class Set Acronym: Available: 8/31/88 
B/O 396 


Service Code: H Service End Date: 12/31/91 Test: O License: § Pubs: G360-2695 Environment: PC,XT,PCjr 
Get Set for Writing to Read Acronym: Available: 6/31/86 
B/O 309 
Service Code: Z Test: 0 License: S Environment: PCjr+Speech attachmt 
Get Set ror ee Read - Book Set Acronym: Available: 
Service Code: Z Test: 0 License: S Environment: 6024468 
Measurement Process; Distance & Area Acronym: — Available: 6/30/86 
Service Code: Z Test: 0 License: $ Pubs: G520-1107 Environment: PC,XT,AT,PCjrt+tcolor 
Theory sy tea Bepreeenne & Patterns Acronym: Available: 6/30/86 
Service Code: Z Test: 0 License: S Pubs: G520-1107 Environment: PC,XT,AT,PCjrtcolor 
Scientific Models: YatteriessBulbssFani] Acronym: Available: 7/31/86 
Service Code: G Test: 0 License: S Environment: 128k+color 
Ratio se eryekare and Speed Acronym: Available: 7/31/86 
Service Code: G Test: 0 License: S Environment: 128k+color 
Concept pve: HeGEs VenPeEakune & Graphs Acronym: Available: 7/31/86 
Service Code: G Test: 0 License: S Environment: 128k+tcolor 
Topview 1.1.2 Acronym: Available: 4/02/87 
B/O 175 
Service Code: Z Test: 0 License: S Environment: DOS 2.1 up 


aes Sea Grades 3-4 Acronym: SinglePack Available: 10/31/86 


Service Code: Z Test: 0 License: S$ Pubs: G320-1107 Environment: PC,XT,AT,PCjrtcolor 





5-476 


6024-483 © 


6024-484 


6024-485 


Foundations (Single Pack) 
B/O 195 


6024-486 


6024-487 


6024-488 


6024-489 


6024-492 


6024-493 


6024-494 


6024-495 
(cont d) 


Charges:X/Y where X= 


Combining Sentences Series, Grades 5-6 
B/O 110 


Service Code: Z Test: O License: 


Combining Sentences Series, Grades 7-8 
B/O 110 


Service Code: Z Test: 0 License: 


Geometry One: 


Service Code: Z Test: 0 License: 


Geometry Two: Proofs & Extensions 
B/O 195 


Service Code: Z Test: 0 License: 


Punctuation Series, Grades 3-4 
B/O 110 


Service Code: Z Test: 0 License: 


Punctuation Series, Grades 5-6 
B/O 110 


Service Code: Z Test: 0 License: 


Punctuation Series, Grades 7-8 
B/O 110 


Service Code: Z Test: 0 License: 


Combining Sentences Series, Grades 3-4 
B/O 495 


Service Code: Z Test: OQ License: 


Combining Sentences Series, Grades 5-6 
B/O 495 


Service Code: Z Test: 0 License: 


Combining Sentences Series, Grades 7-8 
B/O 495 


Service Code: Z Test: 0 License: 


) 


S 


Ss 


) 


NS) 


S 


Ss 


Geometry One: Foundations (School Pack) 


Y= Charge Type 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 


Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


Pubs: 
Acronym: 


License Type B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


SinglePack Available: 


G320-1107 Environment: 


SinglePack Available: 


G320-1107 Environment: 


Available: 


G360-2695 Environment: 


SinglePack Available: 


G360-2695 Environment: 


SinglePack Available: 


G320-1107 Environment: 


SinglePack Available: 


G320-1107 Environment: 


SinglePack Available: 


G320-1107 Environment: 


SchoolPack Available: 


G320-1107 Environment: 


SchoolPack Available: 


G320-1107 Environment: 


SchoolPack Available: 


G320-1107 Environment: 


Available: 


M=Multiple 
tnitial, 


5-477 


10/31/86 


PC,XT,AT,PCjrt+color 
10/31/86 


PC,XT,AT, PCjr+color 
11/30/86 


PC,XT,AT,PCC,PCjr 
11/30/86 


PC,XT,AT,PCC,PCjr 
10/31/86 


PC ,XT,AT,PCjrt+tcolor 
10/31/86 


PC ,XT,AT,PCjrt+color 
10/31/86 


PC,XT,AT,PCjr+color 
10/31/86 | 


PC ,XT,AT,PCjrt+color 
10/31/86 


PC ,XT,AT,PCjrtcolor 
10/31/86 


PC ,XT,AT,PCjr+color 
11/30/86 


=Annual, P=Primary 


6024-495 
(cont d) B/O 975 


Service Code: Z 
6024-496 Geometry Two: 
B/O 


Test: 0 License: S 


Proofs & Extensions 
975 


Service Code: Z Test: O License: S 


6024-497 Punctuation Series, Grades 3-4 
B/O 495 


Service Code: Z Test: 0 License: S$ 


6024-498 Punctuation Series, Grades 5-6 
B/O 495 


Test: 0 License: §S 


Grades 7-8 


Service Code: Z 


6024-499 Punctuation Series 
B/O 


495 


Service Code: Z Test: O License: S 


6024-500 Geometry One: Foundations (Guide) 
B/O 16 


Service Code: Z Test: 0 License: § 


6024-501 Geometry RYO: Proote & Extensions (Guide Acronym: 


Service Code: Z Test: 0 License: § 


6024-502 Learning System/1 - Authoring 1.0 
B/O 5000 


Service Code: X Service End Date: 12/31/89 Test: 0 License: § 


6024-503 Learning System/1 - Presentation 1.0 
B/O 125 


Service Code: X Service End Date: 12/31/89 Test: 0 License: 5S 


Pubs: G360-2695 Environment: PC,XT,AT,PCC,PCjr 
Acronym: SchoolPack Available: 11/30/86 


Pubs: G360-2695 Environment: PC,XT,AT,PCC,PCjr 
Acronym: SchoolPack Available: 10/31/86 


Pubs: G320-1107 Environment: PC,XT,AT,PCjrt+color 
Acronym: SchoolPack Available: 10/31/86 


Pubs: G320-1107 Environment: PC,XT,AT,PCjrt+tcolor 
Acronym: SchoolPack Available: 10/31/86 


Pubs: G320-1107 Environment: PC,XT,AT,PCjr+color 


Acronym: Available: 11/30/86 


Pubs: G360-2695 Environment: PC,XT,AT,PCC,PCjr 
7 Available: 11/30/86 


Pubs: G360-2695 Environment: PC ,XT,AT,PCC,PCjr 


Acronym: L/S 1 Available: 3/31/87 


Acronym: L/S 1 Available: 3/31/87 


Available: 


Pubs: S68X-2243 Environment: 10MB+InfoWindow 


Pubs: S68X-2243 Environment: 10MB+InfoWindow 


6024-504 InfoWindow Presentation Editor 1.0 
B/O 4975 


6024-505 


Acronym: 


Service Code: X Service End Date: 


InfoWindow Presentation Interpreter 1.0 Acronym: 
B/O 135 


6/30/89 Test: O License: S 


5-478 


3/31/87 


Pubs: G580-0631 Environment: 30,XT,AT+4055 
Available: 3/31/87 


Service Code: X Service End Date: 6/30/89 Test: 0 License: S Pubs: G580-0631 Environment: 30,XT,AT+4055 
6024-513 Writing oo oe Kit Acronym: Available: 8/31/88 


Service Code: H Service End Date: 12/31/91 Test: 0 License: § Environment: PS/2 
6024-522 Landslides 1.0 3.5” Available: 3/31/86 


2 Acronym: 
63 


Service Code: Z Test: 0 License: §S Pubs: G520-1107 Environment: PC,XT,AT,PCjr,PPC 
6024-610 Glacial band tgrae Barth Science Series Acronym: LANpackage Available: 4/09/87 


Service Code: Z Test: 0 License: S Environment: PC,XT,AT,PCjr 
6024-611 a are Models Acronym: LAN pkg Available: 4/09/87 
Service Code: Z Test: 0 License: § Environment: PC,XT,AT,PCjr 
6024-629 Lawyer's ho tise SolutionPac tm Acronym: 3.5” Available: 9/30/87 
Service Code: G Test: OQ License: § Environment: DOS 3.3 
6024-732 InfoCourse: Database for PC Acronym: Available: 9/04/87 
B/O 1200 
Service Code: C Test: 2 License: § Environment: 30,XT,AT+4055 
6024-745 Law Firm Ro 108d - SolutionPac tm Acronym: 5.25” Available: 9/30/87 
Service Code: G Test: Q License: § Environment: DOS 3.3 
6024-746 Law Firm Secretarial - SolutionPac tm Acronym: 3.5™ Available: 9/30/87 
B/O 1089 
Service Code: G Test: 0 License: § Environment: DOS 3.3 
6024-747 Manac-OMNILAW-SolutionPac Single User Acronym: 5.25" Available: 9/30/87 
Service Code: G Test: 0 License: § Environment: DOS 3.3 
6024-748 a Network User Acronym: 5.25 Available: 9/30/87 
Service Code: G Test: 0 License: § Environment: DOS 3.3 





Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I={nitial, =Annual, P=Primary 
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6024-749 Menge CUNT wos Single User Acronym: 3.5" Available: 9/30/87 
Service Code: G Test: 0 License: S Environment: DOS 3.3 

6024-750 Menac-OHNITAW-SolutionPac Network User Acronym: 3.5" Available: 9/30/87 
Service Code: G Test: 0 License: S Environment: DOS 3.3 

6024-751 lLawFirm cere Es0 SolutionPac tm Acronym: 5.25"Manac Available: 9/30/87 
Service Code: G Test: 0 License: S Environment: DOS 3.3 


6024-752 LawFirm ese so (Network Acronym: Manac 5.25 Available: 9/30/87 


Service Code: G Test: 0 License: S Environment: DOS 3.3 
6024-753 LawFirm Ce sg ee tm Acronym: 3.5"Manac Available: 9/30/87 | 
Service Code: G Test: 0 License: §S Environment: DOS 3.3 


6024-754 lLawFirm So oo (Network Acronym: 3.5"Manac Available: 9/30/87 


Service Code: G Test: O License: S Environment: DOS 3.3 
6024-755 Client & ithe 59S iutionPac tm Acronym: 5.25"Manac Available: 9/30/87 
Service Code: G Test: 0 License: S Environment: DOS 3.3 


6024-756 Client & uo eee rare nee (Network) Acronym: Manac 5.25 Available: 9/30/87 


Service Code: G Test: 0 License: S Environment: DOS 3.3 
6024-757 Client & vitae tt tied tm Acronym: 3.5” Manac Available: 9/30/87 


Service Code: G Test: 0 License: S Environment: DOS 3.3 


6024-758 Client & ite pene ee (Network) Acronym: 3.5" Manac Available: 9/30/87 


Service Code: G .-Test: 0 License: § Environment: DOS 3.3 





5-480 


6024-759 aaa FT tad ae a (Single) Acronym: Manac 5.25 Available: 9/30/87 


Service Code: G Test: 0 License: § Environment: DOS 3.3 


6024-760 anc Vd ks 1 aes (Network) Acronym: Manac 5.25 Available: 9/30/87 


Service Code: G Test: O License: § Environment: DOS 3.3 
a ee ER nw NEE he ed ee BAS PL Oe 
6024-761 mahi cuaut ys eoae- enemies (Single) Acronym: Manac 3.5 Available: 9/30/87 

Service Code: G Test: 0 License: § Environment: DOS 3.3 
6 T “Available: 9/30/87 


024-762 DE ot oe (Network) Acronym: Manac 3.5 


Service Code: G Test: 0 License: § Environment: DOS 3.3 


6024-763 Client Te a Acronym: Manac 5.25 Available: 9/30/87 


Service Code: G Test: Q License: § Environment: DOS 3.3 
6024-764 Client Se aoe Acronym: Manac 5.25 Available: 9/30/87 
Service Code: G Test: 0 License: § Environment: DOS 3.3 
6 T Available: 9/30/87 ws 


024-765 Client a7 aa aoe Acronym: Manac 3.5 


Service Code: G Test: 0 License: $ Environment: DOS 3.3 
6024-766 Client ‘eo Go Acronym: Manac 3.5" Available: 9/30/87 
Service Code: G Test: 0 License: § Environment: DOS 3.3 
6024-768 Get Set sy ee) i Read School Kit Acronym: Available: 11/13/87 
Service Code: Z Test: 0 License: S | Environment: PC jr,PCconv,25,30 
6024-770 Primary So Pe Acronym: Editor+ Available: 8/31/88 
Service Code: H Service End Date: 12/31/91 Test: 2 License: S Environment: PC Single Pkge 
6024-771 Primary Editor Plus Acronym: Editort Available: 7/15/88 


(cont d) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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eezast3 
6024-774 
6024-775 
6024-776 
6024-777 
6024-778 
6024-853 
6024-854 
6024-855 


6024-856 


6024-858 


B/O 


Service Code: Z 


750 


Test: 2 


License: 


+PC Math Exploration Toolkit V1 
B/O 295 


Service Code: Z 


+PC Algebra Series 
B/O 2 


Service Code: Z 


+PC Algebra Series 
B/O 2 


Service Code: Z 


+PC Algebra Series 
B/O 2 


Service Code: Z 


+PC Algebra Series 
B/O 


Service Code: Z 


+PC Algebra Series 
B/O 1 


Service Code: Z 


+PC Algebra Series 
B/O 13 


Service Code: Z 


+PC Algebra Series 
B/O 13 


Service Code: Z 


+PC Algebra Series 
B/O 1 


Service Code: Z 


Test: 2 
V1 Algebra 
95 


Test: 2 
V1 Algebra 
95 


Test: 2 
V1 Algebra 
95 


Test: 2 


V1 Algebra 
295 


Test: 2 


V1 Algebra 
328 


Test: 2 
V1 Algebra 
28 


Test: 2 
V1 Algebra 
28 


Test: 2 


V1 Algebra 
328 


Test: 2 


License: 


I: Part 


License: 


I: Part 


License: 


II: Part 


License: 


II: Part 


License: 


II: Part 


License: 


Il: Part 


License: 


I: Part 


License: 


I: Part 


License: 


+PC Math Exploration Toolkit Vl 
B/O 1770 


Ss 
1 


S 
2 


Environment: 


Acronyni: 


Environment: 


Acronym: CALC 


Environment: 


Acronym: CALC 


Fnvironment: 


Acronym: CALC 


Environment: 


Acronym: CALC 


Environment: 


Acronym: CALC 


Environment: 


Acronym: CALC 


Environment: 


Acronym: CALC 


Environment: 


Acronym: CALC 


Environment: 


Acronym: 


5-482 


PC LAN Pkge 
Available: 12/02/88 


PC Single Pak 
Available: 12/02/88 


PC Single Pak 


Available: 12/02/88 


PC Single Pak 


Available: 12/02/88 


PC Single Pkge 
Available: 12/02/88 


PC Single Pak 
Available: 12/02/88 


PC School Pak 


Available: 12/02/88 


PC School Pkge 
Available: 12/02/88 


PC School Pak 
Available: 12/02/88 


PC School Pak 
Available: 12/02/88 


Test: 2 License: § 


6024-859 +PC Algebra Series V1 Algebra 1: Part 1 
B/O 1770 


Service Code: Z 


Test: 2 License: § 
6024-860 +PC Algebra Series V1 Algebra 1: Part 2 
B/O 1770 


Service Code: Z 


Service Code: Z Test: 2 License: S 


6024-861 +PC Algebra Series Vi Algebra il: Part i 
B/O 1770 


Service Code: Z Test: 2 License: § 


6024-862 +PC Algebra Series V1 Algebra II: Part 2 
B/O 1770 


Test: 2 License: § 
6024-866 +PC Math Exploration Toolkit V1 
B/O 1328 


Service Code: Z 


Service Code: Z Test: 2 License: § 


6024-867 Classroom Network Assistant 
B/O 630 


Service Code: Z Test: 2 License: §S 


6024-868 InfoCourse Fundmntls Discrete Mfg Prog 
B/O 3150 


Test: 2 License: S 
6024-869 DOS V4.0 and Windows Kit for PS/2 
B/O 314 


Service Code: Z 


Service Code: X Service End Date: 


6024-870 Exploring Measurement Time & Money L1V1 
B/O 195 


Service Code: H Service End Date: 


6024-871 Exploring Measurement Time & Money L1V1 
B/O 878 


Service Code: H Service End Date: 


Charges :X/Y where a License Type B=Basic 


Charge Type 


8/31/89 Test: 2 License: S$ 


4/30/91 Test: 2 License: § 


4/30/91 Test: 2 License: S 


D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


Environment: PC LAN Pak 


Acronym: CALC Available: 12/02/88 
Environment: PC LAN Pak 

Acronym: CALC Available: 12/02/88 
Environment: PC LAN Pak 

Acronym: CALC Available: 12/02/88 
Environment: PC LAN Pak 

Acronym: CALC | Available: 12/02/88 
Environment: PC LAN Pak 

Acronym: School Pkg Available: 12/02/88 


Environment: PC School Pak 


Acronym: Available: 4/29/88 


Environment: PCAT,PCXT,PS/2 


Acronym: Available: 4/05/88 


Environment: PCXT,PCAT,PS/2M30-60 


Acronym: DOS Available: 8/05/88 


Environment: PS/2 25,30,50,60 


Acronym: Single Pak Available: 2/10/89 


Environment: PS/2 25 30 


Acronym: School Pak Available: 2/10/89 


Environment: PS/2 25 30 


M=Multiple 
=Annual, P=Primary 


- 5-483 


6024-872 uuu. Vance i Time & Money L1V1 Acronym: LAN Pak Available: 2/10/89 


Service Code: H Service End Date: 4/30/91 Test: 2 License: §S Environment: PS/2 25 30 
6024-873 PSInet aac ake Acronym: PSInet Available: 12/16/88 

Service Code: H Service End Date: 4/30/91 Test: 2 License: S Environment: PC,PS/2 
6024-874 PSInet Server V1.0 Acronym: PSInet Available: 12/16/88 

B/O 420 

Service Code: H Service End Date: 4/30/91 Test: 2 License: S Environment: PC,PS/2 
6024-875 VALE vera ae South American 3.5” Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91- Test: O License: § Environment: PS/2 25 OR 30 
6024-876 VALE Version 1.00 - Mexican 3.5" Acronym: VALE | Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: O License: §S Environment: PS/2 25 OR 30 
6024-877 VALE Version 1.00 - Puerto Rican 3.5" Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: O License: §S Environment: PS/2 25 OR 30 
6024-878 VALE Version 1.00 - Teacher's Manual Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: S Environment: PS/2 25 OR 30 
6024-879 VALE verse he eas Kit Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: S Environment: PS/2 25 OR 30 
6024-880 VALE ede ys 1.00 eeeeenne 1 Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: §S Environment: PS/2 25 OR 30 
6024-881 VALE versio 1.00 eo 2 Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: S Environment: PS/2 25 OR 30 





5-484 


6024-882 VALE Mere ayO 1.00 ico 3 Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: § Environment: PS/2 25 OR 30 
6024-883 VALE bea 5 1.00 fc 4 Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: S Environment: PS/2 25 OR 30 
6024-884 VALE ay 1.00 ioe 5 Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: 5S Environment: PS/2 25 OR 30 
6024-885 VALE ry 1.00 perenne 6 Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: S$ Environment: PS/2 25 OR 30 
6024-886 VALE ea ys 1.00 ‘co 7 Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: § Environment: PS/2 25 OR 30 
6024-887 VALE Mer ESTO 1.00 ie 8 Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: § Environment: PS/2 25 OR 30 
6024-888 VALE Mes 1.00 acters 9 Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: § Environment: PS/2 25 OR 30 
6024-889 UES NEE ce 1.00 ote 10 Acronym: VALE Available: 12/31/88 

Service Code: G Service End Date: 1/01/91 Test: 0 License: § Environment: PS/2 25 OR 30 
6024-890 VALE Version 1.00 a Processor 3.5” Acronym: VALE Available: 12/31/88 


Service Code: G Service End 


Service Code: G Service End 


(cone dy LS/1 Language Extension - Presentation 


(cont 


Charges:X/Y where X= License Type 
Y= Charge Type 


Date: 


Date: 


1/01/91 Test: 0 License: S 


6024-891 VALE eee 1.00 Ps Package 3.5" Acronym: VALE Available: 12/31/88 


1/01/91 Test: 0 License: §S 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


Acronym: 


LS/1 


M=Multiple 
=Annual, P=Primary 


tnitial, 


5-485 


Available: 


Environment: PS/2 25 OR 30 


Environment: PS/2 25 OR 3Ci 


6/24/88 


6024-892 
(cont d) B/O 68 


Service Code: C Test: 2 License: S Environment: AT,XT,PS/2 30-60 
6024-893 LS/1 Langage Ext euecou - Authoring Acronym: LS/1 Available: 6/24/88 


Service Code: C Test: 2 License: §S Environment: AT,XT,PS/2 30-60 


6024-894 VALE Version 1.00 - South American 5.25” Acronym: VALE 12/31/88 | 


024-894 VALE Version 1.00 - South American 5.25 Available: 
B/O 1040 


Service Code: G Service End Date: 1/01/91 Test: 0 License: § Environment: PS/2 25 OR 30 


6024-895 VALE Version 1.00 - Mexican 5.25” Acronym: VALE Available: 12/31/88 


Service Code: G Service End Date: 1/01/91 Test: 0 License: S Environment: PS/2 25 OR 30 


6024-896 VALE Versio! " A 12/31/88 os 


6024-896 VALE Version ee a Rican 5.25 cronym: VALE Available: 


Service Code: G Service End Date: 1/01/91 Test: 0 License: § Environment: PS/2 25 OR 30 
6024-897 VALE Version 1.00 - Word Processor 5.25" Acronym: VALE Available: 12/31/88 


Service Code: G Service End Date: 1/01/91 Test: 0 License: S Environment: PS/2 25 OR 30 
6024-898 VALE Version 1.00 ; LAN Package 5.25" Acronym: VALE Available: 12/31/88 


Service Code: G Service End Date: 1/01/91 Test: 0 License: S Environment: PS/2 25 OR 30 
6024-899 Primary ye ragga eroes Package | Acronym: Available: 7/19/88 


Service Code: C Test: 0 License: § 


6024-900 Writing te ead Diskette Package ~ Keronym: ~ Available: 8/31/88 


Service Code: H Service End Date: 12/31/91 Test: 0 License: S Environment: PS/2 


6024-901 LinkWay LAN Pack a - Acronym: LinkWay Available: 2/17/89 


Service Code: H Service End Date: 4/30/91 Test: 2 License: § Environment: PS/2,PCjr,XT,AT 
6024-902 LinkWay Single Package Acronym: LinkWay Available: 2/17/89 


5-486 


Service Code: H Service End Date: 4/30/91 Test: 2 License: § Environment: PS/2,PCjr,XT,AT 


6024-903 LinkWay aa ye pach eee Acronym: LinkWay Available: 2/17/89 
Service Code: H Service End Date: 4/30/91 Test: 2 License: § Environment: PS/2,PCjr,XT,AT 
6024-926 OS/2 Standard Edition V1.2 3.5" Media | Acronym: OS/2 SE Available: 9/29/89 = 2 
Service Code: H Service End Date: 9/30/90 Test: 2 License: § Environment: PS/2,AT,PC XT 
6024-929 OS/2 Proson Te eco and Information Acronym: OS/2 SE Available: 9/29/89 
Service Code: H Service End Date: 9/30/90 Test: 2 License: § Environment: PS/2,AT,PC XT 
6024-930 05/2 Standard Eaition V1.2 5.25" Media Acronym: 08/2 SE Available: 9/29/89 
Service Code: H Service End Date: 9/30/90 Test: 2 License: S Environment: PS/2,AT,PC XT 
6024-935 Multimedia Shell Utility Acronym: Available: 3/24/89 
B/O 125 
Service Code: C Test: 2 License: §S Environment: PC XT,PC AT,PS/2 
6024-971 Spelling: Level I Single Pack Acronym: Available: 3/09/90 
B/O 140 
Service Code: H Service End Date: 3/31/91 Test: 2 License: § Environment: PS/2,PC XT,PC AT 
6024-972 Spelling: Level I School Pack Acronym: — Available: 3/09/90 
B/O 693 
Service Code: H Service End Date: 3/31/91 Test: 2 License: § Environment: PS/2,PC XT,PC AT 
6024-973 Spelling: Level I LAN Pack Acronym: Available: 3/09/90 
B/O 980 
Service Code: H Service End Date: 3/31/91 Test: 2 License: § Environment: PS/2,PC XT,PC AT 
6024-974 Spelling: Level I1 Single Pack Acronym: Available: 3/09/90 
B/O 140 
Service Code: H Service End Date: 3/31/91 Test: 2 License: §S Environment: PS/2,PC XT,PC AT 
6024-975 ePe ae Se ci Pack Acronym: Available: 3/09/90 
Service Code: H Service End Date: 3/31/91 Test: 2 License: S$ Environment: PS/2,PC XT,PC AT 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, =Annual, P=Primary 


5-487 


6024-976 Spelling: Level II LAN Pack 
B/O 980 


Service Code: H Service End Date: 
6024-977 Spelling: Level III Single Pack 
B/O 140 


Service Code: H Service End Date: 


Acronym: Available: 


3/31/91 Test: 2 License: S 


Acronym: Available: 


3/31/91 Test: 2 License: S 


3/09/90 


Environment: PS/2,PC XT,PC AT 
3/09/90 


Environment: PS/2,PC XT,PC AT 


6024-978 peta Ses ee cha Pack Acronym: Available: 3/09/90 
Service Code: H Service End Date: 3/31/91 Test: 2 License: S Environment: PS/2,PC XT,PC AT 
6024-979 Sper arg en Pack Acronym: Available: 3/09/90 
Service Code: H Service End Date: 3/31/91 Test: 2 License: S Environment: PS/2,PC XT,PC AT 
6024-980 Classroom LAN Administration Sys V1.20 Acronym: Available: 7/14/89 
B/O 1295 
Service Code: H Service End Date: 2/21/91 Test: 2 License: § Environment: PC AT,PC XT,PS/2 
6168-460 Virtual Device Interface Drivers Acronym: Available: 9/03/85 
o Charge 
Service Code: Z@ Test: 0 License: § Pubs: §126-0094 Environment: Toolkit (6024196) 
6205-272 Electric Baa. tm peacemic Edition Acronym: Available: 5/19/86 
Service Code: Y Test: 0 License: S Pubs: GB30-2037 Environment: PC,XT,AT, jr 
6205-273 Electric pest tm sa Edition Acronym: Available: 5/19/86 
Service Code: Y Test: 0 License: S$ Pubs: GB30-2037 Environment: PCC 3.5" drive 
6242-912 PS/2 Grapaig® NASEG TTS PRPQ 7J0115 Acronym: Available: 3/25/88 
Service Code: 2 Test: 0 License: S Environment: PS/2 
ity Acronym: GDDM,QMF Available: 3/25/88 


6242-913 ata a aces improved Availabil 


Service Code: Z Service End Date: 


7/31/90 Test: 2 License: § Pub 


5-488 


s: SX33-6067 Environment: PC,PS/2 


6265-471 
6265-472 
6265-484 
6265-485 
6265-486 
6265-487 
6279-935 
6280-060 
6280-061 
6280-179 


6280-181 
(cont d) 


Charges:X/Y where X= 


Videotex/PC Ext a Updt B1.0 to B1.1 Acronym: 
B/O 0 


Service Code: K Service End Date: 11/30/86 Test: 


Videotex/PC Updt B1.0 to Bl.1 Acronym: 
B/O 55 


Service Code: X Service End Date: 11/30/86 Test: 


ISPF/PC BO sae Subscriber Update Acronym: 


Service Code: X Service End Date: 


ISPF/PC 


1/31/89 Test: 


II Devt Nonsubscriber Updates Acronym: 
B/O 55 


Service Code: X Service End Date: 1/31/89 Test: 


ISPF/PC gh sor Updates Acronym: 


Service Code: X Service End Date: 


ISPF/PC 


1/31/89 Test: 


II Runtime Subscriber Updates Acronym: 
B/O 30 


Service Code: X Service End Date: 


DOS Tech Ref 
B/O 


1/31/89 Test: 
Boek) -Upgr from 2.1 or 3.0 Acronym: 


Service Code: Z Test: 0 License: I Pubs: 


DOS 3.3 Acronym: 


B/O 


Service Code: Z 


120 
Test: O License: § 


Network Protocol Driver Acronym: 
B/O 105 


Service Code: Z Test: 0 License: § 


BASIC sa 9 


635 


Test: 2 License: § 


Acronym: 


Service Code: Z 
Macro Assembler/2 Acronym: 


License Type 
Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, T=initial, 


Videotex 


QO License: 


Videotex 


QO License: 


EZ-VU II 


OQ License: 


EZ-VU Il 


0 License: 


EZ-VU II 


0 License: 


EZ-VU II 


Q License: 


Available: 


S Pubs: 


Available: 


S Pubs: 


Available: 


Ss Pubs: 


Available: 


s Pubs: 


Available: 


S Pubs: 


Available: 


S Pubs: 


Available: 


5/31/85 


G520-3917 
5/31/85 


G520-3917 
2/14/86 


G520-6006 
2/14/86 


G520-6006 
2/14/86 


G520-6006 
2/14/86 


G520-6006 
6/04/85 


G520-1107 Environment: DOS 3.1 


BASIC 


Assembler 


M=Multi 


5-489 


le 


Available: 


Available: 


Environment: DOS 3.2 or 3.3 


Available: 


Available: 


4/02/87 


Environment: All ex 3270 & 370 


4/30/87 


7/05/88 


7/05/88 


=Annual, P=Primary 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Environment: 


Pubs: G227-6002 Environment: PCXT,PS/2,PCAT 


PC ,XT,AT+ACA+modem 
Non-subscriber 
6317026 

6317026 

6317025 


6317025 


6260-181 














(cont B/O 240 
Service Code: Z@ Test: 2 License: S - Pubs: G227-6002 Environment: PCXT,PS/2,PCAT 
6280-183 PASCAL Compiler/2 Acronym: Compiler Available: 7/05/88 
. B/O 635 
Service Code: Z Test: 2 License: S Pubs: G227-6002 Environment: PCXT,PS/2,PCAT 
6280-185 FORTRAN/2 Acronym: FORTRAN Available: 7/05/88 
B/O 635 
Service Code: Z Test: 2 License: S Pubs: G227-6002 Environment: PCXT,PS/2,PCAT 
6280-189 BASIC a7 eae Mee 3.30 Acronym: BASIC Available: 11/17/87 
Service Code: Z Test: 2 License: §S Pubs: G227-6002 Environment: PCXT,PS/2,PCAT 
6280-202 OS/2 aes 9 a aa Toolkit Acronym: OS/2 Available: 12/31/87 
Service Code: X Service End Date: 1/15/89 Test: 2 License: § Environment: PCXT, PS/2,PCAT 
6280-203 Graphics BIO ee ToolKit 1.2 Acronym: Available: 7/05/88 
Service Code: Z Test: O License: S Environment: DOS 
6280-204 Graphics BIO es ToolKit 1.2 Upgrade Acronym: Available: 7/05/88 
Service Code: X Service End Date: 12/31/87 Test: 0 License: S Environment: 1.1 
6280-207 COBOL/2 “Acronym: COBOL Available: 7/05/88 
B/O 965 
Service Code: Z Test: 2 License: S Pubs: G227-6002 Environment: PCXT,PS/2,PCAT 
6280-211 +0S/2 pene toe 1.1 Acronym: OS/2 Available: 12/15/88 
Service Code: M Test: 2 License: S Environment: OS/2 1.1 
6280-212 +0S/2 "7 ca St a 1.1 Acronym: 0S/2 Available: 12/15/88 
Service Code: M Test: 2 License: S Environment: OS/2 1.1 
6280-220 OS/2 a al Bic oneee Std. 1.1- Acronym: 0S/2 Available: 10/31/88 


5-490 


Service Code: M Test: 0 License: § Environment: XT/286,AT,PS/2 50-80 


6280-225 DOS Version 4.0 5.25” Media Available: 7/19/88 


Acronym: DOS 


Service Code: H Test: 2 License: § Pubs: G68X-2373 Environment: PC,XT,AT,PS/2 
6280-256 DOS Version 4.0 3.5” Media Acronym: DOS Available: 7/19/88 | 

Service Code: H Test: 2 License: § Pubs: G68X-2373 Environment: PC,XT,AT,PS/2 
6280-284 +C/2 Version 1.10 Acronym: C/2 i Available: 11/01/88 

B/O 560 

Service Code: C Test: O License: § Environment: PS/2,PC DOS 3.30 
6280-310 PS/2 area foe Software Acronym: Available: 12/30/88 

Service Code: H Service End Date: 2/15/92. Test: 0 License: §S Environment: PS/2,25 30 
6280-343 Doctor’s Office anae II Plus 5.25" Acronym: Available: 6/20/89 ) 

Service Code: E Test: OQ License: §S Environment: PC XT,PC AT,PS/2 
6280-344 Doctor's Office Manager II Plus 3.5" Acronym: Available: 6/20/89 

Service Code: E Test: 0 License: §S Environment: PC XT,PC AT,PS/2 


6280-354 Pape ue yt t ager tate Money II Acronym: Single Pak Available: 4/20/90 


Service Code: H Service End Date: 4/30/91 Test: 2 License: §& Environment: PS/2, DOS 
6280-355 SER renee a gee ee Money II Acronym: LAN Pack Available: 4/20/90 


Service Code: H Service End Date: 4/30/91 Test: 2 License: § Environment: PS/2, DOS 
6280-356 Bape a Money II Acronym: School Pak Available: 4/20/90 


Service Code: H Service End Date: 4/30/91 Test: 2 License: § Environment: PS/2, DOS 
6280-357 a ee ae Money III Acronym: Single Pak Available: 4/20/90 


Service Code: H Service End Date: 4/30/91 Test: 2 License: § Environment: PS/2, DOS 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I={nitial, =Annual, P=Primary 


5-491 


6280-358 Eee eG es Money III Acronym: LAN Pack 


Available: 4/20/90 


Service Code: H Service End Date: 4/30/91 Test: 2 License: & Environment: PS/2, DOS 


6280-359 eS ar i le Money III Acronym: School Pak Available: 4/20/90 


6280-368 
6280-371 
S280-708 
6280-740 
6280-741 


6280-742 


6280-743 


6294-120 


Service Code: H Service End Date: 4/30/91 Test: 2 License: S © Environment: PS/2, DOS 
PS/2 RPG II Application Toolkit V1.1 Acronym: RPG II - Available: 9/29/89 
B/O == - 3150 
Service Code: H Service End Date: 9/26/90 Test: 2 License: § Environment: PS/2 
PS/2 RPG II Application Platform Viet Acronym: RPG II Available: 9/29/89 
B/O 1575 
Service Code: H Service End Date: 9/26/90 Test: 2 License: S Environment: PS/2 
Available: 6/30/86 


Voice CG ee Subsystem Acronym: 


Service Code: Z Test: 0 License: 5S Environment: PC,XT,AT 

Augmented Phone Services Acronym: Available: 11/30/85 
B/O 160 

Service Code: Z Test: OQ License: S Environment: PC ,XT,AT+VoiceComOpt 

Voice / Phone Assistant Acronym: Available: 10/31/85 
B/O 160 

Service Code: Z Test: 0 License: S Environment: PC,XT,AT+VoiceComOpt 

Voice - Paige bee Utility Acronym: Available: 10/15/85 

Service Code: Z Test: 0 License: § Environment: PC,XT,AT+VoiceCom0pt 

Voice COT 460 API Reference Acronym: Available: 10/30/85 

Service Code: Z Test: O License: §S Environment: PC,XT,AT+VoiceComOpt 

RM/COBOL (on eieee anes diskette) Acronym: XENIX tm Available: 9/30/84 

/0 1250 
Service Code: E Test: 0 License: S Pubs: GC22-9267 Environment: System 9000+XENIX 


5-492 


6294-121 


6294-122 


6294-123 


6294-124 


RM/COBOL tm (on 5.25-inch diskette) Acronym: 
B/O 1250 


Service Code: E Test: 0 License: S 


Pascal (on eight-inch diskette) Acronym: 
B/O 595 


Service Code: E Test: 0 License: § 


Pascal (on 5.25-inch diskette) Acronym: 
B/O 595 


Service Code: E Test: 0 License: § 


XENIX tm 


XENIX tm 


XENIX tm 


XENIX tm 


Available: 


Available: 


Available: 


Available: 


9/30/84 


Pubs: GC22-9267 Environment: System 9000+XENIX 


9/30/84 


Pubs: GC22-9190 Environment: System 9000+XENIX 


9/30/84 


Pubs: GC22-9190 Environment: System 9000+XENIX 


9/30/84 


GC22-9194 Environment: System 9000+XENIX 


6294-125 


6314-143 


FORTRAN (on eight-inch diskette) Acronym: 
B/O 595 

Service Code: E Test: 0 License: § Pubs: 

FORTRAN (on 5.25-inch diskette) Acronym: 
B/O 595 

Service Code: E Test: 0 License: § Pubs: 


XENIX tm 


Available: 


9/30/84 


GC22-9194 Environment: System 9000+XENIX 


Available: 


12/31/84 


VM/PC Bond Technical Coordinator SuptPkg Acronym: 
B/O 275 


6316-970 


6316-972 


6316-973 


6316-989 


6316-993 


! 


(cont d) 


Charges:X/Y where X= License Type 


Service Code: X Service End Date: 
IX INword 
B/O 


6/30/86 Test: 


Acronym: 
475 oP 


Service Code: X Service End Date: 


7/31/87 Test: 


Personal Decision Series - Attachment/36 Acronym: 
B/O 165 


Service Code: X Service End Date: 12/31/86 Test: 


Programmed Inquiry Learning or Teachin Acronym: 
g& B/O q 349 34 S ym 


Service Code: X Service End Date: 
IX Integrated ar 
B/O 659 


8/31/86 Test: 
Acronym: 


Service Code: X Service End Date: 3/31/87 Test: 


PC Requesters Acronym: 


Y= Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I= 


0 License: 


0 License: 


0 License: 


PILOT 


Q License: 


QO License: 


S Pubs: 
Available: 

Ss Pubs: 
Available: 


S Pubs: 
Available: 


$ Pubs: 
Available: 


§ Pubs: 
Available: 


M=Multiple 


tnitial, 


5-493 


GH24-5089 Environment: 


7/26/85 


G320-0347 


12/31/84 


GH30-0757 
9/28/84 


G520-1107 
1/25/85 


3209-223 
9/30/87 


=Annual, P=Primary 


Environment: 


Environment: 


Environment : 


Environment : 


PC Bond+PC , XT 


PC/1IX 


PC,PPC,XT+Data Ed 


PC ,XT,AT,PPC,PCjr 


PC/IX 


6316-993 


(cont'd) 


6316-996 


6316-997 


6317-001 


6317-002 


6317-004 


6317-009 


6317-025 


6317-026 


6317-027 


6317-031 


B/O 450 


Service Code: X Service End Date: 


Service Code: X Service End Date: 


IX RM/COBOL tm Run Time Interpreter 
B/O 249 


Service Code: X Service End Date: 


File Transfer Express 
B/O 79 


Service Code: X Service End Date: 


Cable Data Management System 
B/O 450 


Service Code: X Service End Date: 


Personal Decision Series, Upg to Plans+ 
B/O 170 


Service Code: Z Test: O License: § 


PC Interactive Executive Upgrade to 1.1 Acronym: 
B/O 40 

Service Code: E Test: 0 License: S Pubs: 

Acronym: 


ISPF/PC II Runtime Facility 
B/O 59 


Service Code: X Service End Date: 


ISPF/PC II peveropment Facility 
B/O 95 


Service Code: X Service End Date: 


Personal Computer Organizer Acronym: 
B/O 165 

Service Code: X Service End Date: 4/30/87 Test: 

Acronym: 


Engineering Simulation Program 
B70 439 


9/30/89 Test: 
IX RM/COBOL tm Coupi ter & Runtime Interp Acronym: 
B/O 825 


3/31/87 Test: 
Acronym: 


3/31/87 Test: 


Acronym: 


12/31/86 Test: 


Acronym: 


1/01/86 Test: 
Acronym: 


3/02/88 Test: 


Acronym: 


3/02/88 Test: 


1 License: 


Q License: 


0 License: 


0 License: 


0 License: 


PC/IX 


S Pubs: GC23-0957 Environment: PC,XT,AT,3270PC/AT 
Available: 1/11/85 

S Pubs: 3209-234 Environment: PC/IX 

Available: 1/11/85 

Ss Pubs: 3209-234 Environment: PC/IX 

Available: 12/21/84 

S Pubs: 3209-242 Environment: 3270-PC CP+DOS 2.0 
Available: 11/05/84 

S Pubs: G570-2040 Environment: PC+IBM Cabl Systm 

Available: 4/02/86 


Environment: Plans 


Available: 12/21/84 


GH20-6247 Environment: PC/IX 1.0 6428163 


EZ-VU II 


0 License: 
EZ-VU II 


O License: 


O License: 


5-494 


Available: 3/01/88 

5 Pubs: G520-6006 Environment: All except PCjr 
Available: 3/01/88 

Ss Pubs: G520-6006 Environment: Runtime (6317025) 
Available: 4/26/85 

S) Pubs: G320-0650 Environment: All ex jrtEZ-VU 
Available: 4/26/85 | 


6317-038 


; : 7/31/87 Test: 0 : : : 


6317-039 


6317-040 


6317-043 


6317-044 


6317-049 


6317-050 


Accounts Payabl : 
B/O 595 


6317-051 


6317-052 


6317-053 


Charges 


:X/Y where = 


Service Code: X Service End Date: 4/30/87 Test: 0 License: 
IX PO we Acronym: 
Service Code: X Service End Date License 
IX ee (R) — Acronym: 
Service Code: X. Service End Date: 7/31/87 Test: 0 License: 
IX UltraCalc (R) Acronym: 

B/O 395 
Service Code: X Service End Date: 7/31/87- Test: 0 License: 
IX re aie Acronym: 
Service Code: X Service End Date: 7/31/87 Test: O License: 
IX CONNEXION Runtime (DIBOL tm) Acronym: 

B/O 425 
Service Code: X Service End Date: 7/31/87 Test: 0 License: 
Acctg Assistant Series - General Acctg Acronym: 

B/O 595 
Service Code: Z Test: 0 License: S Environment: 
Acctg Assistant Series - Acronym: 
Service Code: Z Test: 0 License: S$ Environment: 
Acctg as) ane Beare - A/R and Billing Acronym: 
Service Code: Z Test: 0 License: § Environment: 
Acctg Assistant Series - Payroll Edition Acronym: 

B/O 595 
Service Code: Z Test: 0 License: S Environment: 
Acctg Assistant Series - Inv Ctl & Purch Acronym: 

B/O 595 
Service Code: Z Test: 0 License: § Environment: 

License Type B=Basic, D=DSLO, S=Single, M=Multi 


Charge Type 


O=One Time, M=Monthly, I=initial, 
5-495 


Available: 


S Pubs 


Available: 


Available: 


Available: 


Available: 


Available: 


PC ,XT,AT 
Available 


PC ,XT,AT 


Available: 


PC ,XT,AT 
Available: 


PC,XT,AT 
Available: 


PC ,XT,AT 


le 


Ss) Pubs: 


S Pubs: 
S Pubs: 
Compiler (DIBOL tm) : 
/ 850 


S Pubs: 


s Pubs: 


G320-0821 
7726/85 


Environment: PC,XT,AT+8087 


G320-9223 
7/26/85 


Environment: XENIX tm 


G320-0975 
7/26/85 


Environment: PC/1IX 


G320-0975 
7/26/85 


Environment: XENIX tm 


G320-0912 
7/26/85 


Environment: PC/IX 


G320-0912 
4/30/86 


Environment: 6317043 


4/30/86 


4/30/86 


4/30/86 


4/30/86 


=Annual, P=Primary 


6317-054 Acctg at ya Perane - Job Costing Acronym: Available: 4/30/86 


Service Code: Z Test: O License: § Environment: PC,XT,AT 
6317-060 Sata tae Tt 3270-Plus Acronym: IX/370 Available: 4/18/86 

Service Code: X Service End Date: 4/30/88 Test: 0 License: §S Pubs: G320-0837 Environment: AT+Xenix+SDLC adap 
6317-062 IX Salat V7 comp ase (DIBOL tm) Acronym: Available: 7/26/85 

Service Code: X Service End Date: 7/31/87 Test: 0 License: § Pubs: G320-0912 Environment: XENIX tm 
6317-063 IX easy cunt (DIBOL tm) Acronym: Available: 7/26/85 

Service Code: X Service End Date: 7/31/87 Test: 0 License: § Pubs: G320-0912 Environment: 6317062 
6331-443 KXENIX tm tio os on 1-side hardisk Acronym: Available: 9/30/84 

Service Code: E Test: 0 License: § Pubs: GC22-9248 Environment: System 9000 
6331-444 XENIX tm 48 ten soe diskettes) Acronym: Available: 9/30/84 

Service Code: E Test: 0 License: § Pubs: GC22-9248 Environment: System 9000 
6360-486 Doctor's Office Demo & Tutorial Acronym: Available: 8/01/84 

No Charge 

Service Code: Z@ Test: 0 License: S Pubs: G520-3917 Environment: IBM Internal 

6398-457 3270-PC GCP Single Update 3.2 to 3.2.1 Acronym: Available: 8/31/86 
No Charge 

Service Code: M Test: Q License: § Environment: 3270-PC GCP 3.2 
64F6-914 IBM CAD V1R2 SOF ae Acronym: CAD Available: 3/31/90 

Service Code: H Service End Date: 3/31/93 Test: 2 License: § Pubs: 8544-3654 Environment: PS/2 PC AT 
64F6-915 IBM CAD V1R2 ee Acronym: CAD Available: 3/31/90 


Service Code: H Service End Date: 3/31/93 Test: 2 License: § Pubs: $544-3654 Environment: PS/2 PC AT 


5-496 


64F6-916 IBM CAD ra/O 200 Acronym: CAD Available: 3/31/90 


Service Code: H Service End Date: 3/31/93 Test: 2 License: § Pubs: §544-3654 Environment: PS/2 PC AT 
64F6-921 IBM CAD/Plus DOS 3.5” Acronym: CAD/Plus Available: 3/31/90 
B/O 1495 
Service Code: H Service End Date: 3/31/93 Test: 2 License: 5 Pubs: $544-3650 Environment: PS/2 PC AT 
64F6-922 IBM i yi DOS 5.25" Acronym: CAD/Plus Available: 3/31/90 
Service Code: H Service End Date: 3/31/93 Test: 2 License: S Pubs: §544-3650 Environment: PS/2 P€ AT 
64F6-930 SQL Meena 9/1600 Tape Acronym: SQL Available: 1/05/90 
B/ 425 
Service Code: H Service End Date: 1/31/91 Test: 2 License: S$ Environment: PS/2,AT,XT 
64F6-931 SQL ee! Cartridge Acronym: SQL Available: 1/05/90 
B/ 425 
Service Code: H Service End Date: 1/31/91 Test: 2 License: § Environment: PS/2,AT,XT 
64F7-025 Laser Disk 5 - cg and Air Analysis Acronym: Available: 11/17/89 . 
Service Code: Y Test: 0 License: § Environment: PC XT,PC AT,PS/2 
64F7-026 Laser ae eG - cpomeces Reactions Acronym: Available: 11/17/89 
Service Code: Y Test: 0 License: § Environment: PC XT,PC AT,PS/2 
64F7-027 Laser ie a - Rare and Equilibrium Acronym: Available: 11/17/89 
Service Code: Y Test: 0 License: § Environment: PC XT,PC AT,PS/2 
64F7-028 Intro. ag eee V2 Singl Usr Acronym: Available: 11/17/89 
Service Code: Y Test: 0 License: § Environment: PC XT,PC AT,PS/2 
64F7-029 Intro. ae ee V2 Network Acronym: Available: 11/17/89 
Service Code: Y Test: 0 License: § Environment: PC XT,PC AT,PS/2 
(cont 2) Advanced NetWare V2.15 Acronym: NetWare Available: 12/22/89 
cont 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, I=initial, =Annual, P=Primary 


5-497 


teont la) 
6403-728 
6403-822 
6403-823 
6403-827 
6404-014 
6410-971 


6410-976 


6410-984 


6410-985 eee ig Ona (Feature 9229) Acronym: Videotex 


6419-595 


B/O 2925 
Service Code: Y Test: 0 License: §S 
Displaywriter PC Attach Convenience Kit Acronym: 
B/O 495 
Service Code: E Test: 0 License: S Pubs: 
Acronym: 


videorPneecEe Presentor 1.0 
B/ 265 


3/31/89 Test: 


Acronym: 


Service Code: X Service End Date: 


Video/PAssage Author 1.0 
B/ 7200 


Service Code: X Service End Date: 3/31/89 Test: 
Personal aa ge Upg from 6317013 Acronym: 


Service Code: Z Test: O License: §S 


Electric Desk tm Academic Edition Acronym: 
B/O 13 


Service Code: Y Pubs: 


FORTRAN 77 Interactive Compiler 
B/O 275 


Test: O License: S 


Acronym: 


Service Code: X Service End Date: 7/31/86 Test: 


Interactive Network and Message System Acronym: 
B/O 329 


Service Code: X Service End Date: 7/31/86 Test: 


PROFS Personal eommueee Connection to VM Acronym: 
B/O 219 


Service Code: H Test: 0 License: S Pubs: 


Service Code: X Service End Date: 11/30/86 Test: 
XENIX tm (Preinstalled on 2-side hardisk Acronym: 
B/O | 995 


Environment: PS/2 


Available: 8/31/84 


G544-2280 Environment: Textpack4+6024107 
Available: 12/31/86 


0 License: S$ Pubs: GV30-0169 Environment: PC,XT,AT+4055 


Available: 12/31/86 


0 License: S Pubs: GV30-0169 Environment: PC,XT,AT+4055 


Available: 3/18/86 


Environment: PC,XT,AT,3270PC,PPC 


Available: 5/19/86 


GB30-2037 Environment: User's Guidege 
INfort Available: 7/17/84 


OQ License: §S 


INnet 


Pubs: G320-0345 Environment: PC/IX 
Available: 7/17/84 


0 License: § 


PROFS/PC2 


Pubs: G320-0346 Environment: PC/IX 
Available: 6/30/84 


G320-0652 Environment: PROFS+ISPF/PC+D0S2+ 
Available: 10/31/84 


0 License: S Pubs: G520-3917 Environment: PC,XT,AT+ACA+modem 


Available: 9/30/84 


5-498 


6428-071 


6428-072 


6428-087 


6428-147 


6428-162 


6450-616 


6450-617 


6457-801 


6457-821 


6466-981 


Charges 


Service Code: E 


Test: O License: 


Instructional System - Presentation 
B/O 89 


Service Code: X Service End Date: 


Instructional System - Authoring 
B/O 575 


Service Code: X Service End Date: 12/30/85 Test: 


Instructional System - Administration 
B/O 439 


Service Code: X Service End Date: 


Batch SNA Communications 
B/O 385 


Service Code: X Service End Date: 12/30/85 Test: 
WESTLAW (R) Communications Session Mgr 
B/O 350 


Service Code: X Service End Date: 12/30/85 Test: 


Screen Reader V1.1 for the PS/2 
B/O 630 


Service Code: E 


Test: 


Q License: 


Screen Reader V1.1 for IBM PC 
B/O 700 


Service Code: E 


Image SuPROO nA GEE ony 2 


Service Code: Z 


Image Suppoae ect 2 


Service Code: Z 


3812 peace anes Driver 
/0 49 


Service Code: E 


:X/Y where X= License Type 
Y= Charge Type 


| 


Test: 


Test: 


Test: 


Test: 


0 License: 


QO License: 


1.1 


Q License: 


Q License: 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


S 


12/30/85 Test: 


12/30/85. Test: 


S 


Pubs: GC22-9248 Environment: System 9000 
Acronym: PC/IS Available: 10/30/83 
0 License: § Pubs: G320-0441 
Acronym: PC/IS Available: 10/31/83 
0 License: § Pubs: G320-0441 
Acronym: PC/IS Available: 10/31/83 
Q License: § Pubs: G320-0441 
Acronym: PC/IS Available: 10/31/83 
0 License: §S Pubs: G320-0441 
Acronym: Available: 1/13/84 
QO License: § Pubs: G520-3917 
Acronym: Available: 12/15/89 
Environment: PS/2 
Acronym: Available: 12/15/89 
Environment: PC 
Acronym: Available: 9/30/86 


Pubs: G221-2543 Environment: PC,XT,AT,3270PC/AT 


Acronym: Available: 4/03/87 


Environment: DOS 2.1, 3.3 


Acronym: Available: 11/29/85 


Pubs: G320-0819 Environment: PC,XT,AT+256k 


M=Multiple 
=Annual, P=Primary 
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Environment: 
pny Tronmentsy 
Environment: 
Environment: 


Environment: 


PC 


PC 


PC 


PC 


PC 


6466-982 3812 Pageprinter Font Management System Acronym: Available: 2/20/85 
B/0 375 


Service Code: X. Service End Date: 12/31/87 Test: 0 License: S 


Pubs: G320-0817 Environment: XT,AT+10MB 


Pubs: GH24-5089 Environment: PC+3278/9 Emulator 


6467-003 pote See gaa - General Acctg Acronym: Available: 4/30/86 
Service Code: Z Test: 0 License: S Environment: 3.5" disk 

6467-004 Acctg a F a yeeeee ~ Accounts Payabl Acronym: Available: 4/30/86 
Service Code: Z Test: 0 License: S Environment: 3.5" disk 

6467-006 Acctg eng eeae - Payroll Edition Acronym: Available: 4/30/86 
Service Code: Z Test: 0 License: § Environment: 3.5" disk 

6467-007 Acctg aie yc st - Inv Ctl & Purch Acronym: Available: 4/30/86 
Service Code: Z Test: 0 License: S Environment: 3.5" disk 

6467-008 Acctg se) sta Serine - Job Costing Acronym: Available: 4/30/86 
Service Code: Z Test: 0 License: S Environment: 3.5" disk 

6467-022 VM ae 7 Deh Acronym: PC/VM Bond Available: 12/31/85 
Service Code: X Service End Date: 12/31/89 Test: 2 License: § 

6467-035 Doctors SEO ienaeer II Acronym: Available: 4/02/86 
Service Code: Z Test: 0 License: S Environment: PC,XT,AT+10MB 

6467-036 TORen RENE Ge Netware Interconnect Progr Acronym: Available: 7/31/86 


Service Code: X Service End Date: 6/30/87 Test: 0 License: S 


Service Code: X Service End Date: 12/31/87 Test: 0 License: S 
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Pubs: GA27-3677 Environment: PC,XT,AT+Net adapt 
6467-040 Virtual ST f bersengs Computer 2.0 Acronym: VM/PC Available: 1/31/86 


Pubs: 8§C24-5254 Environment: 5664-319+AT/370 


6467-042 


6467-043 


6467-044 


6467-045 


VM/PC Upgrade from 1.1 to 2 Acronym: 
pero 150 


Service Code: X Service End Date: 12/31/87 Test: 


VM Bond Tech Coordinator Support Rel 2 Acronym: 
B/O 400 

Service Code: X Service End Date: 12/31/87 Test: 

VM Bond =e rade Release 1 to 2 Acronym: 
40 175 

Service Code: X Service End Date: 12/31/87 Test: 

Acronym: 


0 License: 


Q License: 


0 License: 


PECOMON 


Available: 1/31/86 


s Pubs: $C24-5254 
Available: 12/31/85 


§ Pubs: GH24-5089 
Available: 12/31/85 


Environment: Release 1.1 


Environment: YM Bond Release 2 


Environment: VM Bond Release 1 


6467-045 Personal Computer Monitor = Acronym: PECOMON Available: 2/14/86 22... 
B/O 325 


6476-022 
6476-039 
6476-046 
6476-053 
6476-060 
6476-061 


6476-062 
(cont d) 


Charges:X/Y where X= 


“InfoCourse: Spreadsheets forProfessionals 
B/O 2000 


Service Code: X Service End Date: 2/14/88 Test: 


Acronym: 


Service Code: Z Test: O License: § Pubs: 


PoksRrB ine Network Basic I/O System 1.1 Acronym: 
/O 35 . 


Service Code: X Service End Date: 12/31/87 Test: 


pence naas Network Manager Acronym: 
/0 1495 


Service Code: X Service End Date: 12/31/87 Test: 


Personal Services / PC Upgrade to 1.2 Acronym: 
B/O 35 


Service Code: X Service End Date: 3/31/87 Test: 


Personal Decision Series - Data Edition Acronym: 
B/O 255 


Service Code: X Service End Date: 2/28/89 Test: 


Personal Decision Series - Reports+ 2.0 Acronym: 
B/O 185 


Service Code: X Service End Date: 2/28/89 Test: 


Personal Decision Series - Plans+ 2.0 Acronym: 


License Type 
Y= Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


Q License: 


G580-0751 
NETBIOS 


QO License: 


0 License: 


QO License: 


0 License: 


Q License: 


Environment: 


5 Pubs: GH24-5089 
Available: 2/14/86 
NS) Pubs: G320-0838 


Available: 12/31/86 


InfoWindow 


Available: 1/01/87 


NS) Environment: 
Available: 7/31/86 


s Pubs: GA27-3677 
Available: 12/31/86 


S Environment: 
Available: 2/17/87 


Ss Environment: 


Available: 2/17/87 


Ss Environment: 


Available: 2/17/87 


M=Multiple 
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=Annual, P=Primary 


Environment: PC+3278,9 Adaptor 
Token-Ring 

Environment: PC,XT,AT+TR Adapt 
6403826 

PC ,XT,AT,3270PC/AT 


Data Edition 2.0 


6476-962 


(cont B/O 425 

Service Code: X Service End Date: 2/28/89 Test: 0 License: § Environment: Data Edition 2.0 
6476-063 Personal or eos - Network+ 2.0 Acronym: | Available: 2/17/87 

Service Code: X Service End Date: 2/28/89 Test: 0 License: §S Environment: Data Edition 2.0 
6476-065 Personal po eee - English Ac 2. Acronym: Available: 2/17/87 

Service Code: X Service End Date: 2/28/89 Test: 0 License: § Environment: Data Edition 2.0 
6476-066 Host Data Base View 2.0 Acronym: Available: 9/30/86 

B/O 495 . 

Service Code: Z Test: 0 License: § Environment: PC,XT,AT+3278/9 Emul 
6476-070 ce a ay, Tages Super Acronym: Available: 12/31/86 

Service Code: X Service End Date: 12/31/88 Test: 0 License: § Pubs: GB30-6024 Environment: DisplayW 3 or 4 
6476-075 Personal Bo ies - Reports+ Edit Acronym: Available: 2/17/87 

Service Code: K Service End Date: 2/28/89 Test: 0 License: §S Environment: Data Editon 2.0 3.5" 


6476-076 Personal Bio kos - Plans+ 2.0 Acronym: 3.5" Available: 2/17/87 


Service Code: X Service End Date: 2/28/89 Test: 0 License: S Environment: Data Edition 2.0 
6476-077 Personal Be aes) - Network+ 2.0 Acronym: 3.5” Available: 2/17/87 

Service Code: X Service End Date: 2/28/89 Test: 0 License: §S Environment: Data Edition 2.0 
6476-079 Personal on os - English Ac 2. Acronym: 3.5" Available: 2/17/87 

Service Code: X Service End Date: 2/28/89 Test: 0 License: $ Environment: Data Edition 2.0 
6476-085 Personal Boo oes - Data Edition Acronym: Available: 2/17/87 

Service Code: X Service End Date: 2/28/89 Test: 0 License: S Environment: PC,XT,AT,3270PC/AT 
6476-086 eed alg Ye rata 1.1 Acronym: Available: 12/31/86 
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PC ,XT,AT+4055 


Service Code: X Service End Date: 3/31/89 Test: 0 License: S Pubs: GV30-0169 Environment: 


6476-087 
6476-088 
6476-089 
6476-091 
6476-094 
6476-095 
6476-113 
6476-128 
6476-138 


6476-148 


Service Code: X Service End Date: 12/31/90 Test: 0 License: S Pubs: SC30-3332 Environment: 


Charges:X/Y where a License Type B=Basic, D=DSLO, S=Single, M=Multiple 


Charge Type O0=One Time, M=Monthly, I=initial, =Annual, P=Primary 
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PC,XT,AT+4055 


PC XT, AT+4055 


PC ,XT,AT+4055 


XT,AT+InfoW Displ 


XT,AT+InfoW Displ 


PC, XT, AT, XT/370 


video reeaoe. Presentor 1.1 Acronym: Available: 12/31/86 
B/ 265 
Service Code: X Service End Date: 3/31/89 Test: 0 License: § Pubs: GV30-0169 Environment: 
ee ites 1 pUENOE 1.1 Upg fr 1.0 Acronym: Available: 12/31/86 
Service Code: -X Service End Date: 3/31/89 Test: 0 License: S Pubs: GV30-0169 Environment: 
ee presenter 1.1 Upg fr 1.0 Acronym: . Available: 12/31/86 
Service Code: X Service End Date: 3/31/89 Test: 0 License: § Pubs: GV30-0169 Environment: 
Host Data Base View 2.0 Upg from 1.0 Acronym: Available: 9/30/86 
B/O 125 
Service Code: Z Test: O License: § Environment: PC,XT,AT+3278/9 Emul 
InfoWindow PILOT - Authoring Acronym: Available: 3/31/87 
B/O 2150 
Service Code: X Service End Date: 12/31/88 Test: 0 License: § Pubs: G320-9515 Environment: 
InfoWindow PILOT - Presentation Acronym: Available: 3/31/87 
B/O 210 
Service Code: X Service End Date: 12/31/88 Test: 0 License: S Pubs: G320-9515 Environment: 
ImagEdit Acronym: Available: 9/30/87 
. B/O 414 a en 
Service Code: G Test: 0 License: § Pubs: ZZ60-2958 Environment: DOS 2.1+,082 
VM Bond 2.1 Acronym: Available: 12/31/85 
B/0 250 
Service Code: X Service End Date: 12/31/89 Test: 0 License: S Pubs: GH24-5089 Environment: 
Host Data Base View Ver 2 Rel 1 Acronym: HDBV Available: 9/09/87 
B/O 495 
Service Code: C Test: 0 License: § Environment: AT,XT,30,50,60,80 
Personal Services / PC 1.3 Acronym: Available: 9/30/87 
B/O 313 


PC ,XT,AT+DISOSS 


6476-149 Personal oe Ven tee to DISOSS/370 Acronym: Available: 9/25/87 











Service Code: Z@ Test: 2 License: S Environment: PS/2,S8/38,DISOSS/370 

6476-161 MARKUP Ver.1 Acronym: ) Available: 9/01/87 
B/O 375 

Service Code: Z Test: 0 License: S Environment: PC 
6476-162 ISPF/PC he Peg Acronym: EZ-VU II Available: 3/01/88 

Service Code: X Service End Date: 1/31/90 Test: 0 License: § Pubs: G520-6006 Environment: 3.5 or 5.25 disk 
6476-163 ISPF/PC aio hos Facility Acronym: EZ-VU II Available: 3/01/88 

Service Code: X Service End Date: 1/31/90 Test: O License: § Pubs: G520-6006 Environment: 3.5 or 5.25 disk 
6476-171 PC sada il ae Node Executive V1 Acronym: PC/DSNX Available: 3/28/88 

Service Code: H Service End Date: 12/31/90 Test: 2 License: 5 Environment: Focal pt .- S/370 
6476-174 Inter-System Control Facility/PC Acronym: Available: 5/17/88 

B/O 1500 

Service Code: X Service End Date: 12/31/89 Test: 0 License: § Pubs: 8030-3472 Environment: PC+DOS PS/2 
6476-223 Electric Boo. tm sae Edition Acronym: Available: 5/19/86 

Service Code: Y Test: 0 License: S Pubs: GB30-2037 Environment: PCjr cartridge 
6481-186 Writing Che Teacher s Manual Acronym: Available: 9/03/86 

Service Code: Z Test: 0 License: S Pubs: G360-2695 Environment: PC,XT,PCjr 
66F3-000 RIPSS ea hae aocneee Acronym: RIPSS Available: 4/30/90 

Service Code: H Service End Date: 12/31/92 Test: 2 License: $ Pubs: GA33-3212 Environment: PC DOS, PS/2 
66F3-001 RIPSS ao ecumunteeeron Acronym: RIPSS Available: 4/30/90 

Service Code: H Service End Date: 12/31/92 Test: 2 License: § Pubs: GA33-3212 Environment: PC DOS, PS/2 
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66F3-002 RIPSS ao Rand genient Acronym: RIPSS Available: 4/30/90 


Service Code: H Service End Date: 12/31/92 Test: 2 License: S Pubs: GA33-3212 Environment: PC DOS, PS/2 
- 69X6-286 ele rte MODS Ee: Emul. Prog.V 1 Acronym: Available: 12/25/87 
Service Code: H Service End Date: 12/31/90 Test: 0 License: S Pubs: SC21-8068 Environment: PS/2 50,60,80 
CoRG=207 > System ac, 28 paulat ten teseel Ripe’ werenyas eat eeiee e/aeey | 
Service Code: H Service End Date: 12/31/90 Test: 0 License: S$ Pubs: SC21-8068 Environment: PS/2 50,60,80 
6936-609 Hardware Haintenance and Service for XI Acronym: Available: 5/31/83 | 
Service Code: Z Test: 0 License: S Pubs: G520-3917 Environment: PC 
6936-810 Guide to Operations Version 2.02 Acronym: Available: 
Service Code: Z Test: 0 License: § Environment: XT 
7OF9-235 EOC Functions for IDNX or TNM + Acronym: | Available: 12/15/89 © 
B/O 550 | 
Service Code: H Service End Date: 12/31/90 Test: 2 License: S$ Environment: PC AT,PS/2 
70F9-245 Workstation Interactive Test Tool V1 Acronym: Available: 3/31/90 
B/O 2000 
Service Code: H Service End Date: 3/31/91 Test: 0 License: S Pubs: GC26-4670 Environment: PS/2 
70F9-246 Software Analysis Test Tool Vl Acronym: Available: 6/30/96 . 
B/O 5000 
Service Code: H Service End Date: 6/30/91 Test: 0 License: S Pubs: GC26-4670 Environment: PS/2 OS/2 EE 
70F9-267 IBM CAD/Plus 0S/2 3.5" Acronym: CAD/Plus Available: 3/31/90 = ©” 
B/O 1695 
Service Code: H Service End Date: 3/31/93 Test: 2 License: S Pubs: 8544-3650 Environment: PS/2 PC AT 
7OF9-268 IBM CAD/Flus 08/25.25" = Acronym: CAD/Plus Available: 3/31/9000” 
Service Code: H Service End Date: 3/31/93 Test: 2 License: S Pubs: $544-3650 Environment: PS/2 PC AT 
(eee SQL Workshop Diskettes Acronym: SQL Available: 1/05/90 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Charge Type 0=One Time, M=Monthly, I={nitial, =Annual, P=Primary 
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70F9-310 








(cont d) B/O 425 
. Service Code: H Service End Date:. 1/31/91 Test: 2 License: S Environment: PS/2,AT,XT 

70F9-311 og70 70274 VRU Implementation Course Acronym: VRU- Available: 3/23/90 

Service Code: H Service End Date: 4/01/91 Test: 2 License: §S Environment: PS/2,AT,XT 
70F9-313 Token ing Network Gourde | Acronym: Available: 4/06/90 

Service Code: H Service End Date: 5/01/91 Test: 2 License: $ Environment: PS/2,AT,XT 
70F9-358 Consumer Araneae g icy Definition V1.2 Acronym: Available: 3/30/90 

Service Code: H Test: 2 License: S$ Pubs: SC31-2600 Environment: PC DOS 3.3 or later 
70F9-362 Consumer prjnsact ign Runtime V1.2. _ Acronym: Available: 3/30/90 

Service Code: H Test: 2 License: §S Pubs: SC31-2600 Environment: PC DOS 3.3 or later 
70F9-366 Consumer BO 380 Platform V1.0 Acronym: Available: 3/30/90 

Service Code: H Test: 2 License: § Pubs: SC31-2600 Environment: PC DOS 3.3 or later 
73F6-011 Storyboard Plus V2.0 LAN Pack Acronym: Available: 1/26/90 

B/O 1659 

Service Code: H Service End Date: 6/23/92 Test: 2 License: § Environment: PS/2,PC XT,AT, DOS 
74X8-403 5250 eo Sais Convenience Kit Acronym: Available: 1/21/86 

Service Code: Z@ Test: 0 License: § Pubs: G570-2221 Environment: PC, XT, AT, PPC 
74X8-406 5250 oat 2.152 Upgrade Kit Acronym: Available: 1/21/86 

Service Code: Z Test: 0 License: § Pubs: G570-2221 Environment: Version 2.1 
74X9-903 sa sae ebay Asst, _Upg from Writing 1.0 Acronym: Available: 6/30/86 

Service Code: Z Test: 0 License: S Environment: Up fr DW/1,Writ 1.01 
74X9-904" DisplayWrite 4 5,25" Diskette —S Acronym: ~————S”SCAvaiable: 12/31/86 = sSs—SsSs—SsS 
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Service Code: Z Test: 0 License: § Environment: XT,AT,PCC,3270PC 


74X9-913 DiSplayee ite 4 35) Diskette Acronym: Available: 12/31/86 
Service Code: Z Test: O License: §S Environment: PCC 
75X1-047 Advanced BOE to Program Comm 1.1.1 Acronym: Available: 7/05/88 
Service Code: Z Test: O License: § Environment: 30,50,60, DOS 3.3 
75X1-084 Advanced yaa ro cossen Comm 1.1.1 Acronym: Manual Available: 4/02/87 
Service Code: Z Test: 0 License: § Environment: 75X1047 
75X1-085 3270 Emulation Proppae Entry 1.2 Acronym: Available: 9/25/87 
B/O 325 
Service Code: H Service End Date: 7/31/90 Test: 0 License: § Pubs: G227-6002 Environment: 30,50,60 
75X1-087 3270-PC iG is API 3.1 Acronym: HLLAPI Available: 7/05/88 
Service Code: H Service End Date: 7/31/90 Test: 0 License: § Environment: 3270 Workstn,Add lic 
75X1-088 3270 ae nee Enhanced Acronym: Available: 12/18/87 
Service Code: H Service End Date: 7/31/90 Test: 2 License: S Pubs: SA23-0343 Environment: PS/2 
75X1-123 DisplayWrite 4/2 Upgrade ~~ Acronym: | Available: 3/31/88 
B/O 12 
Service Code: X Service End Date: 3/31/90 Test: 0 License: S Environment: DW4 3.5" 
75X1-124 si aes 4/2 ees Addl license Acronym: Available: 3/31/88 
Service Code: X Service End Date: 3/31/90 Test: 0 License: § Environment: DW4 
75X1-129 Local Apes Nebwork Ppoaray 1.2 Upgrade Acronym: LAN Available: 4/30/87 
Service Code: Z Test: 0 License: § Pubs: G227-6002 Environment: 1.1 
75X3-232 +Consumer Transaction Definition V1.1 Acronym: Available: 5/19/89 
B/O 6825 
Service Code: Z Test: 2 License: § Pubs: §C31-3833 Environment: PS/2,PC, 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O=One Time, M=Monthly, T=tnitial, =Annual, P=Primary 
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75X3-233 +Consumer Roe aon Runtime V1.1 Acronym: Available: 5/19/89 


Service Code: Z Test: 2 License: §S Pubs: SC31-3833 Environment: PS/2,PC 
75X3-255 Tmagedit oo ooo Acronym: ImagEdit Available: 8/19/88 
Service Code: G Service End Date: 12/31/90 Test: 2 License: §S Environment: PS/2, AT, XT 
75X3-258 Ne oo Integrator Acronym: FBSS Available: 2/24/89 
Service Code: M Test: 2 License: S Pubs: GA19-5450 Environment: PS/2,PC,4700 
75X3~-261 Financial Branch ne Services Ver. 2 Acronym: FBSS Available: 2/19/88 
Service Code: M Test: 2 License: § Pubs: GA19-5450 Environment: SNA,PS/2,PC 
75X3-264 er gee ays Services V2R1.1 Acronym: FBSS ~ Available: 3/24/89 
Service Code: M Test: 2 License: S Pubs: GA19-5450 Environment: SNA,PS/2,PC 


75X3-269 ea V7; contre: Protocol 5.25" Disk Acronym: TCP Available: 12/18/87 


Service Code: M Test: 2 License: S Environment: PS/2 


75X3-271 a aaiaacea Vis Contre: Protocol 3.5” Diske Acronym: TCP Available: 12/18/87 


Service Code: M Test: 2 License: S$ Environment: PS/2 


75X3-274 DisplayGraphics Viet B20. Acronym: Available: 11/25/88 


Service Code: H Service End Date: 4/01/91 Test: 0 License: S$ Environment: PS/2,AT,DOS 
75X3-275 DispiayeeG eee 3.5 Acronym: Available: 11/25/88 


Service Code: H Service End Date: 4/01/91 Test: 0 License: S Environment: PS/2,AT,DOS 
75X3-283 taal Yo Wor sececten Supervisor Acronym: GFIS Available: 9/30/88 


Service Code: E Test: 2 License: § Environment: PS/2 50,60,80 
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75X3-285 eo We eeerron Addl Lic. Acronym: GFIS Available: 12/30/88 


Service Code: E Test: 2 License: S$ Environment: PS/2 50,60,80 
75X3-287 FTTERM a 2 a jEeee Upgrade Package Acronym: FTTERM 2 Available: 7/29/88 


Service Code: X Service End Date: 6/30/89 Test: 2 License: § Environment: PC/HOST 
75X3-291 Depcover/ DUS Intro & Operations 5.25" Acronym: DOS Available: 6/10/88 . 
Service Code: C Test: 2 License: § Environment: XT, AT 
75X3-292 Discover /DOE Intro & Operations 3.5 " Acronym: DOS Available: 6/10/88 
Service Code: C Test: 2 License: § Environment: PS/2 
75X3-293 a 5.25 Acronym: DOS Available: 6/10/88 
Service Code: C Test: 2 License: S Environment: XT,AT 
75X3-294 Discover) 0s papi enent arson a5 Acronym: DOS Available: 6/10/88 
Service Code: C Test: 2 License: § Environment: PS/2 
75X3-295 cas) ia Vero one poceunncennes Acronym: Available: 3/25/88 
Service Code: K Test: 0 License: §S Environment: PS/2,3270PCAT,PCAT 
75X3-302 Microsoft Project 4.0 Acronym: Available: 10/20/87 
B/O 495 
Service Code: Y Test: 0 License: § Environment: PS/2,PC,PCAT,XT 
75X3-303 UsG tree atu eaee ve? w/ Paintbrush Menu Acronym: Available: 1/26/88 
Service Code: Y Test: 0 License: S Environment: PC,PC XT,PC AT 
7505-AAN AML Entry V4.1 Acronym: AML Available: 7/01/88 
B/O 3250 
Service Code: Z Test: 0 License: S$ Environment: Industrial 
7505-CAA AML/2 Manufacturing Control System Acronym: AML Available: 7/01/88 


(cont d) 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=One Time, M=Monthly, I=tnitial, =Annual, P=Primary 
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7505-CAA 


(cont d) _ B/O 1700 
Service Code: Z Test: O License: S Environment: Industrial 
7505-CAC AML/2 eG ee Environ. Acronym: AML Available: 7/01/88 
Service Code: Z Test: 0 License: § ' Environment: Industrial 
7505-CAF AML/2 Appi icatdon: = tauletcr Acronym: AML ~ Available: 7/01/88 
Service Code: Z “Test: O License: §& Environment: Industrial 
77F2-496 Interleaf ey V1R1 5.25" Acronym: Interleaf Available: 3/30/90 
Service Code: H Service End Date: 12/31/92 Test: 2 License: 5 Environment: PS/2,AS/400 
77F2-497 beeen leat Vabrisher Vani Su50 Acronym: Interleaf Available: 3/30/90 
Service Code: H Service End Date: 12/31/92 Test: 2 License: § Environment: PS/2,AS/400 
7732-281 DEaP ee 2 Computer-Based Training Acronym: Available: 10/31/84 
Service Code: C Test: 0 License: § Pubs: G320-1244 Environment: PC,AT+DisplayWrite 2 
7732-284 a ee 17 3 Computer-Based Training Acronym: Available: 7/23/85 
Service Code: C Test: 0 License: § 
7732-907 Using EDX and EDL (Computer Based Trng) Acronym: Available: 4/03/84 
rices Vary 
Service Code: C Test: 0 License: S Pubs: SR20-8720 Environment: Series/1 
7752-200 NetView/PC ROLM Call Detail Collector Acronym: Available: 9/30/87 
B/O 6500 
Service Code: M Service End Date: 12/31/91 Test: 0 License: S Pubs: SC30-3408 Environment: NetView 
7752-205 NetView/PC ROLM Alert Monitor ~ Acronym: Available: 9/30/87 
B/O 6500 
Service Code: M Service End Date: 12/31/91 Test: 0 License: §S Pubs: SC30-3408 Environment: NetView 
7798-COP TRY-COPICS Acronym: COPICS Available: 
No Charge 
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7798-ICS 
7798-MDD 
7798-MVS 
7798-NET 
7798-OPT 


7798-PAN 


7798-PHM 
7798-RSQ 


7798-VMP 


MVS/XA Migration Offering 


7798-XAM 
(cont'd) 


Charges 


:X/Y where X= License Type 


Service Code: C Test: O License: 


Insurance Communication Service 
No Charge 


Service Code: C Test: 0 License: 


AHA Medical Device Database 
No Charge 


Service Code: C Test: O License: 


MVS Productivity System 
No Charge 


Service Code: C Test: O License: 


Network Services 
No Charge 


Service Code: C Test: OQ License: 


Interactive Financial Planning System 
Prices Vary 


Test: 0 License: 


PANVALET tm ot 
Prices Vary 

PANVALET tm (ISPF) 
Prices Vary 


Service Code: E 


Service Code: E Test: 0 License: 


PhoneMail (R) 1.3.5 
Prices Vary 
Service Code: M Test: O License: 


Research ueueane Package 
B/O 800 


Service Code: E Test: 0 License: 


Virtual Machine Productivity System 
No Charge 


Service Code: C Test: 0 License: 


Y= Charge Type 


B=Basic, D=DSLO, S=Single 
O=One Time, M=Monthly, I=initial, 


Information Network 


Available: 


Environment: 


Acronym: ICS 


Environment: Information Network 
Acronym: Available: 
Environment: Information Network 


Acronym: MVSPS Available: 


Information Network 
Available: 


Environment: 


Acronym: 


Environment: Information Network 


Acronym: OPTIMUM(R) Available: 


Environment: IBM Information Net 
Available: 


Available: 


Acronym: 


Acronym: 


Environment: IBM information Net 


Acronym: Available: 5/06/86 


Pubs: G620-6193 Environment: CBX-II,PBX,Centrex 
Acronym: RESQ Available: 


Environment: VM, MVS 
Acronym: VMPS Available: 


Environment: Information Network 


Acronym: XAMO Available: 7/16/86 


M=Multiple 
=Annual, P=Primary 
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7798~XAM 


(cont'd) 
Service Code: E Test: 2 License: §S Pubs: 
7798-XAO MVS/Extended Architecture Offering 1985 
No Charge 
Service Code: K Test: 2 License: S 
80X1-011 DOS 3.3 One additional copy license Acronym: 
B/O 99 
Service Code: Z Test: 0 License: S 
81X6-801 TextReader Version 1.0 
B/O 595 
Service Code: X Service End Date: 
83X7-465 TokencRine Network Manager Ver. 1.1 Acronym: 
/O 1495 
Service Code: Z Test: 2 License: §S 
83X8-873 PC 3270 Emulation LAN Management Prg V1 Acronym: 
B/O 1040 
Service Code: X Service End Date: 6/30/89 Test: 
83X8-880 Acronym: 


Token-Ring Network Bridge Upgrade 1.1 
5/0 130 eae 


Service Code: X Service End Date: 6/30/89 Test: 


83X9-100 LAN Manager 1.0 
B/O 1995 


Service Code: X Service End Date: 


83X9-103 LAN Manager 1.0 Upgrade 
B/O 0 


Acronym: 


~ Acronym: 


Service Code: X Service End Date: 


83X9-132 LAN Asynchronous Connection Server Acronym: 
B/O 1200 


Service Code: X Service End Date: 


83X9-133 aes) haa | ai Memory Mgmt. Acronym: 


2125-3905 Environment: non-XA 


Acronym: MVS/XA 


Acronym: TextReader Available: 


9/30/89 Test: 2 License: § 


QO License: 


OQ License: 


6/30/89 Test: 0 License: S 


6/30/89 Test: 0 License: S 


6/30/89 Test: 2 License: S 


S-S12 


Available: 


1/01/85 


Environment: Replaced by 7798XAM 


Available: 4/02/87 


Environment: All ex 3270 & 370 


8/05/88 


Environment: PS/2, AT, XT 


Available: 6/26/87 


Environment: PC,PS/2M50&60 


Available: 12/18/87 


S Environment: NetView, DOS 3.3 
Available: 12/30/87 


S Pubs: GA27-3677 Environment: 1.0 
Available: 12/30/87 


Pubs: SC30-3374 Environment: DOS 3.3 on 50-80 
Available: 12/30/87 | 


Pubs: SC30-3374 Environment: 6476046 or 6476107 
Available: 12/25/87 


Pubs: G320-9323 Environment: AT,30 
Available: 7/28/89 


Service Code: H Service End Date: 7/01/91 Test: 2 License: S$. Environment: PS/2,XT,AT 


83X9-135 AL LAN ee es Server Acronym: Available: 12/25/87 
Service Code: X Service End Date: 6/30/89 Test: 2 License: § Pubs: G320-9323 Environment: AT,30 
83X9-250 InfoWindow Control Program 1.3 Acronym: Available: 1/31/88 
B/O 180 
Service Code: Z Test: O License: S$ Pubs: SK2T-297 Environment: PS/2 50&60, 
84X0-001 3270 Emulation ro Entry 1.2 Acronym: Available: 9/25/87 
B/O 2/0 
Service Code: X Service End Date: 3/25/89 Test: 0 License: S Pubs: G227-6002 Environment: 30,50,60,80 
84X0-004 3270 i a oo: Additional license Acronym: Available: 6/26/87 
Service Code: X Service End Date: 9/30/88 Test: 0 License: § Environment: DOS 3.3 
84X0-030 Displayweite 4/2 ie License Acronym: Available: 3/31/88 
Service Code: KX Service End Date: 3/31/90 Test: 0 License: S$ Environment: OS2 1.0 
84X0-036 eae ae as 4/2 paws Acronym: Available: 3/31/88 
Service Code’ X Service End Date: 3/31/90 Test: 0 License: S$ Environment: O82 1.0 
84X0-061 PC LAN Version 1.3 5.25” Media Acronym: LAN Available: 7/29/88 


Service Code: X Service End Date: 6/30/90 Test: 2 License: § Environment: PC,PCAT,PS/2 
84X0-062 PC Local ie Neto Program Ver. 1.3 Acronym: LAN Available: 7/31/88 

Service Code: X Service End Date: 7/31/89 Test: 2 License: § Environment: PC,PCAT,PS/2 
84X0-076 PC LAN vers son 1.3 3.5” Media Acronym: LAN Available: 7/29/88 

Service Code: X Service End Date: 6/30/90 Test: 2 License: § Environment: PC,PCAT,PS/2 
84X0-081 PC Local Be merwore Program Ver. 1.3 Acronym: LAN Available: 7/31/88 

Service Code: KX Service End Date: 7/31/89 Test: 2 License: 5 Environment: PC,PCAT,PS/2 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single pes ag er 
Y= Charge Type 0=One Time, M=Monthly, T=tnitial, =Annual, P=Primary 


S513 


84X0-083 +0S/2 LAN To veer 3.5" Acronym: OS/2 LAN Available: 11/30/88 


Service Code: X Service End Date: 11/30/89 Test: 2 License: S Environment: PS/2,PCAT,PCXT286 
84X0-084 +0S/2 LAN St eed Meee 5.25" Acronym: OS/2 LAN Available: 11/30/88 

Service Code: X Service End Date: 11/30/89 Test: 2 License: S$ Environment: PS/2,PCAT,PCXT286 
8497-346 4Expert System Coney acaes Environ/PC Acronym: ESCE/PC Available: 9/08/89 

Service Code: H Service End Date: 12/31/91 Test: 0 License: S Environment: PS/2,PC AT 
8575-152 Pntolindos Conteet pregeen 1.1 Acronym: Available: 12/31/86 

Service Code: Z Test: 0 License: § Pubs: GV30-0169 Environment: PC,XT,AT 
8575-223 Race TyArea Notun Ure ~ Addl license Acronym: LAN Available: 4/30/87 

Service Code: X Service End Date: 9/30/88 Test: 0 License: S Environment: 30,50,60,80 
8575-227 Local sik 9 aca ta - Manual Interim Acronym: LAN Available: 4/30/87 

Service Code: X Service End Date: 9/30/88 Test: 0 License: S$ Environment: 30,50,60,80 
8575-345 3270 es penny Met Enhancement Acronym: Available: 5/01/87 

Service Code: E Test: 0 License: §S Environment: 3270PC Emulation 2.n 
905-908 VS COBOL Workbench 1.3 tm Acronym: Available: 9/09/85 

B/O 3290 

Service Code: Y Test: 0 License: §S Pubs: GB30-2037 Environment: PC,XT,AT,3270-PC 

90X5-909 1-2-3 (R Acronym: Available: 1/26/88 
3/0 495 a eis 

Service Code: Y Test: 0 License: S 
90X5-912 Intro to ao Chemistry: Starter Set Acronym: Available: 1/26/88 

Service Code: Y Test: 0 License: S Pubs: GB30-2037 Environment: PC ,XT,AT,PCjr 
90X5-913 Intro to General Chemistry, Network Acronym: Available: 1/26/88 
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B/O 1770 


Service Code: Y Test: O License: § Pubs: GB30-2037 Environment: PC,XT,AT,PCjr 
90X5-926 Microsoft Mouse (BUS) tm 6.0 Acronym: Available: 10/21/86 
B/O 175 
Service Code: Y Test: 0 License: § Pubs: GB30-2037 Environment: PC,XT,AT 
90X5-933 UPON OnS EES eran gas MUMPS -RT Acronym: MSM-RT tm Available: 1/26/88 
Service Code: Y Test: O License: § Pubs: GB30-2037 Environment: RT 
90X5-951 PLAYREC tm | Acronym: Available: 1/26/88 
B/O 78 
Service Code: Y Test: O License: § Pubs: GB30-2037 Environment: PC,XT,AT,30 
90X5-952 Above Disc tm Acronym: Available: 3/20/87 
B/O 100 . 
Service Code: Y Test: 0 License: § Environment: LIM EMS 3.2 PC,XT,AT 
90X5-954 Homebuilder. | Acronym: 3.5" Available: 5/20/87 © — 
B/O 6050 
Service Code: G Test: OQ License: § Environment: DOS 3.3 
90X5-955 Homebuilder Acronym: 5.25" Available: 5/20/87 ©... 
B/O 6050 
Service Code: G Test: 0 License: § Environment: DOS 3.3 
90X5-956 Homebuilder Network Version Acronym: 3.5 = Available: 5/20/87 
B/0 8300 
Service Code: G Test: 0 License: § Environment: DOS 3.3 
90X5-957 Homebuilder Network Version Acronym: 5.25" Available: 5/20/87 
B/O 8300 
Service Code: G Test: QO License: §$ Environment: DOS 3.3 
90X5-958 Contractor Acronym: 3.5” Available: 5/20/87 
B/O 6885 
Service Code: G Test: 0 License: §$ Environment: DOS 3.3 
90X5-959 Contractor Acronym: 5.25” Available: 5/20/87 
B/O 6885 
(cont'd) 
Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type =One Time, M=Monthly, I={nitial, =Annual, P=Primary 


2515 


90X5 -960 
(cont d) Service Code: G Test: 0 License: § Environment: DOS 3.3 


90X5-960 Contractor Network Version Acronym: 3.5 Available: 5/20/87 
. B/O 9495 


Service Code: G Test: O License: S Environment: DOS 3.3 . 
90X5-961 Contractor Network Version |.~+~=Acronym: 5.25" Available: 5/20/87... ° © 
B/O 9495 
Service Code: G Test: 0 License: S Environment: DOS 3.3 
90X5-962 Architect / Engineer... + Acronym: 3.5” Available: 5/20/87)... 
B/O S520 
Service Code: G Test: 0 License: 5 Environment: DOS 3.3 
90X5-963 Architect / Engineer Acronym: 5.25" Available: 5/20/87 = ©. 
B/O 5525 
Service Code: G Test: 0 License: S | Environment: DOS 3.3 
BOSS -964e“Bechitect / ag incer Network worsion ~~ Acrouya aes” VAvallables S/20(8p ee 
Service Code: G Test: 0 License: S Environment: DOS 3.3 
DONS=O08 eet itaee ere eee NemOreNcretga Greaves et Teniee aa eee 
Service Code: G Test: 0 License: S Environment: DOS 3.3 
90X5-966 COMPOSE (R) (Combo) Acronym: Available: 1/26/88 
B/O 110 
Service Code: Y Test: 0 License: § Pubs: GB30-2037 Environment: PC,XT,AT,30 
90X5-972 dBASE III Plus tm 1.1 (Combo) Acronym: Available: 1/26/88 
B/O 695 
Service Code: Y Test: 0 License: S Pubs: GB30-2037 Environment: PC,XT,AT,30,50,60 
90X5-988 1-2-3 (R) 2.0.1 (3.5 inch) Acronym: Available: 1/26/88 
: B/O 495 
Service Code: Y Test: O License: §S Pubs: GB20-2037 Environment: 30,50,60,AT,XT,PC 
90X7-899 08/2 Extended Edition V1.1 5.25" = Acronym: Available: 11/30/88 
Service Code: X Service End Date: 12/31/89 Test: 2 License: § Environment: 50,60,80,AT 
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90X7-900 OS/2 Extended Edition V1.1 3.5" Available: 11/30/88 © 


Acronym: 


Service Code: X Service End Date: 12/31/89 Test: 2 License: § Environment: 50,60,80,AT 
90X7-902 Operating s)eton/2 ext i 5.05" Acronym: Available: 12/31/88 
Service Code: X Service End Date: 12/31/89 Test: 0 License: S&S Environment: Upgrade from Std 1.n 
90X7-903 Operating ayovent2 Ext. 1.1.3.5" Acronym: Available: 12/31/88 
B/ 645 
Service Code: X Service End Date: 12/31/89, Test: 0 License: S Environment: Upgrade from Std l.n 
90X7-926 a) aaa 1.1 Addl License Acronym: Available: 12/31/88 
Service Code: X Service End Date: 12/31/89 Test: 0 License: S Environment: Upgrade from Std 1.n 
92X0-716 AL Benoke oe Emulation Prog.Ver. 2.0 Acronym: Available: 4/29/88 | 
Service Code: Z Test: 2 License: § Pubs: G570-2203 Environment: PS/2,PCXT,PCAT 
92X0-718 Remote Pea ge apace Program Ver. 2.0 Acronym: Available: 4/29/88 © 
Service Code: Z Test: 2 License: 5 Pubs: G570-2203 Environment: PS/2,PCXT,PCAT 
92X0-741 5520 PS/2 Attachmnt Prog Ver.1 Acronym: Available: 7/15/88 
B/O 268 
Service Code: Z Test: 2 License: § Environment: PS/2M50,60,80 
92X0-744 5520 pele eh Convenience Kit Ver.1 Acronym: } Available: 7/15/88 
Service Code: Z Test: 2 License: §S Environment: PS/2M50,60,80 
92X0-746 5520/PC Attach Brose am Ver.4 Acronym: Available: 10/02/87 
B/O 215 
Service Code: Z Test: 2 License: §S Environment: PC 
92X0-814 5520 ly NT Acronym: Available: 10/02/87 


Service Code: Z Test: 2 License: S$ Pubs: G570-2209 Environment: All except PCjr 


Charges:X/Y where X= License Type B=Basic, D=DSLO, S=Single, M=Multiple 
Y= Charge Type O0=Qne Time, M=Monthly, I=initial, =Annual, P=Primary 
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92X0-815 5520 Cg ae Kit V4 Acronym: Available: 10/02/87 


Service Code: Z Test: 2 License: S Environment: All except PCjr 
92X1-250 Interleaf tm Publishing Software Acronym: Available: 12/31/86 
B/O 8200 . 
Service Code: Z Test: 0 License: S Environment: Same as 5601-070,see 
93X5-683 LAN Support Program V1.1 Acronym: LAN Available: 11/15/88 
Service Code: H Service End Date: 9/30/91 Test: 2 License: S Environment: PS/2,XT,AT 
96X5-604 Interleaf tm Publishing Software Acronym: Available: 12/31/86 
B/O 8200 . 
Service Code: Z Test: 0 License: §S Environment: Same as 5601-070,see 
96X5-763 Perera ye agg & Control Prog Acronym: Available: 1/15/88 
Service Code: X Service End Date: 6/30/89 Test: 0 License: S Environment: Token Ring Adapter 
96X5-860 +PC Network Bridge Program Acronym: Available: 5/02/89 
B/O 5240 
Service Code: H Service End Date: 12/30/90 Test: 2 License: § Environment: PC 
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Appendix A. Acronyms 


Acronym 


A 


ABARS 
ACF 
ACF/NCP 


ACF/SSP 


ACO 
ACSE 
AD 
ADPS/M 


ADPS/P 


AE 
AEC 
AFMT 
Al 

AIX 
APF 
API 
API/CS 


APPC 
AS 
AS/400 
AVC 

B 


BCS 
BTS 


C 
CAD/CAM 


CAE 
CALS 


CDR 


Meaning 





Aggregate Backup and Recovery Support 
Advanced Communication Function 
Advanced Communication Function/Network 
Control Program 

Advanced Communication Function/System 
Support Program 

Automated Console Operations 

Association Control Service Element 
Application Development 

Application Development Project 
Support/Application Development Model 
Application Development Project 
Support/Process Mechanism 

Application Execution 

Architecture, Engineering, Construction 
Advanced Function Management Tools 
Artificial Intelligence 

Advanced Interactive Executive 

Application Preparation Feature 
Applications Program Interface 

Application Program Interface/Communication 
Services 

Advanced Program-to-Program Communications 
Application System 

Application System/400 

Audio Visual Connection 


Business Communications System 
Batch Terminal Simulator 


Computer Aided Design/Computer Aided Manu- 
facturing 

Common Applications Environment 
Computer-Aided Acquisition and Logistics 
Support 

Call Detail Records 


Appendix A. Acronyms A-1 


Acronym 


CEDS 
CIEDS 
CIEDS/CBDS 


ptr capentere seems A em mrt im tng nD hensane mate masia tae Tata 


CIM 
CIM CDF 
CIMS 


CMAS 


CMS 
CNAT 
CNM 
COPICS 


CPCS 

CPM 

CSAS 

CSP 
CSP/AD 
CSP/AE 
CSP/370RS 
CUA 


D 


DAM 
DARPA 
DBCS 
DBRC 
DBT 

DCE 

DCF 

DCP 

DDF 

DDM 
DEDB 
DEDB/PC 
DEDB/TA 
DEDB U/R 
DFDSS 
DFHSM 
DFP 
DFSMS 
DFSORT 
DISPF 


A-2 Software Directory 


Meaning 


COPICS Engineering Data Support 

Computer Integrated Electrical Design 
Computer Integrated Electrical Design/Circuit 
Board Design System 

Computer Integrated Manufacturing 

CIM Communications and Data Facility 
Comprehension Information Management for 
Schools 

Construction Management and Accounting 
System 

Conversational Monitor System 

Central Node Administration Tool 
Communication Network Management 
Communications Oriented Production Informa- 
tion and Control System 

Check Processing Contro! System 

Critical Path Method 

Career School Accounting System 

Cross System Product 

Cross System Product/Application Development 
Cross System Product/Application Execution 
Cross System Product/370 Runtime Services 
Common User Access 


Direct Access Method 

Defense Advanced Research Projects Agency 
Double Byte Character Sets 

Data Base Recovery Control 

Data Base Tools 

Data Circuit-terminating Equipment 
Document Composition Facility 

Document Composition Program 

Distributed Data Facility 

Distributed Data Management 

Data Entry Data Base 

Data Entry Data Base Pointer Checker 

Data Entry Data Base Tuning Aid 

Data Entry Data Base Unload/Reload 

Data Facility Data Set Services 

Data Facility Hierarchical Storage Manager 
Data Facility Product 

Data Facility Storage Management Subsystem 
Data Facility Sort 

Decision and Information Support Productivity 
Facility 


Acronym 


DITTO 

DM 

DMAS 
DMPX 
DMS/CMS 
DoD 

DOS 
DPPXxX 
DPPX/370 


DSNL/2 
DSNX 
DSLO 
DTE 
DTL 
DXT 


E 


ECDB 
ECF 
EDI 
EDX 
EIA 
EMCS 
EMS 


ESA 
ESSL 


FAWN 
FBSS 
FLSF 
FPGP 
FRR 

FSI 
FTAM 
FTPS 
FTTERM 


G 
GAM/SP 


GDDM 
GFIS 


Data Interfile, Transfer, Testing and Operations 
Distribution Manager 

Distributors Management Accounting System 
Data Multiplexor 

Display Management System/CMS 

Department of Defense 

Disk Operating System 

Distributed Processing Programming Fxecutive 
Distributed Processing Programming 
Executive/370 

Direct S.W.1.F.T. Network Link/2 

Distributed Systems Node Executive 
Distributed System License Option 

Data Terminal Equipment 

Dialog Tag Language 

Data Extract 


Engineering Catalog Design Base 
Enhanced Connectivity Facility 

Electronic Data Interchange 

Event Driven Executive 

Electronic Industries Association 
Enterprise Management Control Series 
Event Manager Subsystem 

Emulation Program 

Enterprise Systems Architecture 
Engineering & Scientific Subroutine Library 


Forms Available When Needed 

Financial Branch System Services 

Font Library Service Facility 

Floating Point Graphics Protocol 

Fast Reorganization Reload Utility 
Financial Services Industries 

File Transfer Access & Management 
Financial Transaction Processing System 
File Transfer and Terminal Emulator 


Graphics Access Method/System Product 
Graphical Data Display Manager 
Graphic Facilities Information System 


Appendix A. Acronyms A-3 


Acronym 


GIM 
GKS 
GPG 


H 


HESC 
HLLAPI 


HMC 
HPO 
HSP 
HSSR 
HSX 


IBA 
IDRC 
IE 
IES 
IFTS 
IGES 
IPDS 
IRC 
ISA 
ISMF 
ISO 
ISPF 
ISPF/PDF 


KBS 


LAN 
LMF 
LMU 


M 


MAP 
MAPICS 


A-4 


Software Directory 


Meaning 


Geometry Interface Module 
Graphical Kernel System 
Graphics Program Generator 


Higher Education Software Consortium 

High Level Language Application Program Inter- 
face 

Hybrid Microcircuits 

High Performance Option 

Host Support Program 

High Speed Sequential Retrieval 

Host Support Extensions 


Integrated Banking Applications 
improved Data Recording Capability 
Information Exchange 

IBM Educational Systems 

International Funds Transfer System 
Initial Graphics Exchange Specification 
Intelligent Printer Data Stream 
International Record Carrier 

Information System for Attorneys 
Interactive Storage Management Facility 
International Standards Organization 
Interactive System Productivity Facility 
Interactive System Productivity Facility/Program 
Development Facility 


Knowledge-based System 


Local Area Network 
Library Management Facility 
Library Management Utilities 


Manufacturing Automation Protocol 
Manufacturing Accounting and Production Infor- 
mation Control System 


Acronym 
MAPICS/DB 


MERVA 
MERVA/2 


MFS 

MMS 

MPA 

MPIF 

MPS 

MRI 

MSDS 
MSHF 

MVS 
MVS/CNAT 


MVS/DFP 
MVS/TSO 


N 


NCP 
NCPG-XLWS 


NCS 

NEC 
NETBIOS 
NETDA 
NetView DM 
NLV 

NMVT 

NPM 

NPSI 


NRF 
NSF 
NSI 

NTO 


O 


ODPS 
ODS 
OFA/VM 
OFSP 
OGL 


Meaning 


Manufacturing Accounting and Production Infor- 
mation Control System/ Data Base 

Message Entry and Routing with Interfaces to 
Various Applications 

Message Entry and Routing with Interfaces to 
Various Applications/2 

Message Format Services 

Manutacturing Message Specification 
Manufacturing Performance Analysis 
Multiprocessor Interconnect Facility 
Mathematical Programming System 

Machine Readable Information 

Material Safety Data System 

Matrix Switch Host Facility 

Multiple Virtual Storage 

Multiple Virtual Storage/Central Node Adminis- 
tration Tool 

Multiple Virtual Storage/Data Facility Product 
Multiple Virtual Storage/Time Sharing Option 


Network Control Program 

Numerical Control Post Processor Generator 
Execution Library for Workstation 

Network Computing System 

Network Event Communicator 

Network Basic Input/Output System 
Network Design and Analysis 

NetView Distribution Manager 

National Language Version 

Network Management Vector Transport 
NetView Performance Monitor 

Network Control Program Packet Switching 
Interface 

Network Routing Facility 

Network Supervisory Function 

Non-SNA Interconnection 

Network Terminal Option 


Office and Document Processing System 
Online Delivery System 

Office Facsimile Application/VM 

Office Support Program 

Overlay Generation Language 


Appendix A. Acronyms A-5 


Acronym 


OLR 
OPC/A 
OS! 
OSL 
OV/VM 


P 


PCNM 
PCS 
PCS-ADS 


PCS-ORDERS 
PCS-PA 
PCS-PM 
PDF 

PDS 
PDSE 
PHIGS 
PLITEST 
PMF 
PNA 
POSIX 


POWER 
PSDN 
PSF 
PWS 


Q 
QMF 
R 


RACF 
RCF 
RDBMS 
RDS 
RFT 
RFTDCA 


RIPSS 
RMF 
RPM 
RRDF 
RSCS 


A-6 


Software Directory 


Meaning 


Online Routing 

Operations Planning and Control/Advanced 
Open Systems Interconnection 
Optimizations Subroutine Library 
OfficeVision/VM 


PC Node Manager 

Production Control System 

Patient Care System -- Application Development 
System 

Patient Care System -- Orders 

Patient Care System -- Patient Accounting 
Patient Care System -- Patient Management 
Program Development Facility 

Partitioned Data Base 

Partitioned Data Set Extended 

Programmed Hierarchical Interactive Graphics 
PL/1 Interactive Test Facility 

Print Management Facility 

Programmable Network Access 

Portable Operating System Interface for Com- 
puter Environments 

Performance Optimization with Enhanced RISC 
Packet Switched Data Network 

Print Services Facility 

Progrmmabie Workstation 


Query Management Facility 


Resource Access Control Facility 

Remote Console Facility 

Relational Data Base Management System 
Remote Data Services 

Revisable Text Format 

Revisable Form Text Document Context Archi- 
tecture 

Retail Industry Programming Support Services 
Resource Measurement Facility 

Remote Print Manager 

Remote Recovery Data Facility 

Remote Spooling Communications Subsystem 


Acronym 
RSP 


S 


SAA 
SAMON 
SBCs 
SCLM 
SCSE 
SDF 
SDLC 
SDO 
SDSF 
SEDF/2 
SEF/PC 


SFS 

SGML 
SLR 

SMFF 
SMTP 
SMU 

SNA 
SNA/SDLC 


SNBU 

SP 

SPCF 
SRTOS 
SSP 
STAIRS 
S.W.1.F.T. 


T 


TCP/IP 
TIRS 
TNM 
ter 
TPNS 
TSR 


U 


UDP 


Meaning 


Remote System Programming 


Systems Application Architecture 

SNA Application Monitor 

Single Byte Character Set 

Software Configuration and Library Manager 
Supercomputing Systems Extensions 
Screen Definition Facility 

Synchronous Data Link Contro! 

Sequential DAM Optimizer 

System Display and Search Facility 

Self Education Facility on the Personal System/2 
Self Education Facility on the IBM Personal 
Computer 

Shared File System 

Standard Generalized Markup Language 
Service Level Reporter 

SCRIPT Mathematical Formula Formatter 
Simple Mail Transfer Protocol 

Space Management Utilities 

Systems Network Architecture 

Systems Network Architecture/Synchronous 
Data Link Control 

Switched Network Backup 

System Product 

Service Point Command Facility 

Special Real Time Operating System 

System Support Program 

Storage and Information Retrieval System 
Society for Worldwide Interbank Financial Tele- 
communication 


Transmission Control Protocol/internet Protocol 
The Integrated Reasoning Shell 

Transmission Network Manager 

Transaction Processing Facility 

Teleprocessing Network Simulator 

Terminate and Stay Resident 


User Datagram Protocol! 


Appendix A. Acronyms A-7 


Acronym 
V 


VM 
VM/CMS 


VM/SE 
VM/SP HPO 


VM/XA SP 


VMPPF 
VPCA 
VRU 
VSE/AF 
VSE/PT 
VTAM 
VTSS 


Ww 


WPC 
WYS/WYG 


X 
XA 


Xi 
XSI 


a ca ae ea 


A-8 Software Directo ry 


Meaning 


Virtual Machine 

Virtual Machine/Conversationa! Monitoring 
System 

Virtual Machine/Software Engineering 

Virtual Machine/System Product High Perform- 
ance Option 

Virtual Machine/Extended Architecture System 
Product 

Virtual Machine Performance Planning Facility 
VTAM Protocol Conversion Application 

Voice Response Unit 

VSE Advanced Functions 

VSE Performance Tool 

Virtual Telecommunications Access Method 
Vocational and Technical School Series 


Word Processing Choice 
“What You See Is What You Get’ 


Extended Architecture 
X.25 SNA interconnection 
X/Open Systems Interface 
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Appendix B. Trademarks 
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Actionwriter* 
AD/Cycile 

AIX* 

Application System/400* 
AS/400 

Assistant Series* 
AT* 

Audio Visual Connection 
AVC 

CAEDS* 

CIEDS 

C/400 

COBOL/400 
Colorview 
Commonview 
DATABASE 2 

DB2 

DFSMS 
DisplayWrite* 
Distributed Automated Edition 
DXT 

ESA/370 

ES/9370 

Filing Assistant’ 
geoManager 
Graphics Assistant 
graPHIGS 

IBM* 

ImagePlus 
InfoWindow* 
KnowledgeTool 
Linkway 
MicroChannel"* 
MVS/DFP 

MVS/ESA 

MVS/SP 

MVS/XA 
NETCENTER™ 
NetView" 

Operating System/2 
Operating System/400" 
OS/2" 


OS/400* 

PC/XT 

PCjr 

Personal Computer AT* 
Personal Computer XT 
Personal Decision Series 
Personal System/2" 
Plant Floor Series 
Port-A-Punch 

PR/SM 

Presentation Manager 
Processor Resource/Systems 
Manager 

Professional Editor 
PROFS“ 

Project Assistant 

PS/2* 

QMF 

RISC System/6000 
RPG/400* 

RT 

RT PC* 

RT Personal Computer’ 
Screen Reader 
Series/1 

SolutionPac* 

SQL/400* 

Storyboard 

Synergetix" 
System/360 
System/370 

Systems Application Architecture 
TopView" 

Turtle Power" 

VM/XA 
Writers’Assistant* 
Writing Assistant 
Writing to Read” 

XT 

3090 
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trademarks of the International Business Machines Corporation. 
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Other Companies 
We acknowledge the following: 


Trademarks 


Accounts Receivable by BPI 
Accounts Receivable by Peachtree 
ACRO-900 

ACS On-Line System 

ACTION2000 

Advance NetWare 

ALIS 

ANIMATOR 

Answer/DB 


ANSYS 


Applix 
AT&T 


ATI 
BACHMAN/Re-Engineering Product 


BANCStar 


BANKNET 

{BARSOFT 

BASICAD 

Bon Appetit Food Service System 
BPI 

BRANCHBANKER 

Bottom Line Strategist 

BPS 


BPS Business Graphics 


Bumble Games 

Bumbie Plot 

Burroughs 

Business Forecasting Model 
Business Graphics 


CADAM 

CADG 

CADG+ FM 

CADG+FM Personal Edition 
CADG+ FM Workstation Edition 


and their Owners 


BPI Systems, Inc. 

Peachtree Software. Inc. 
ACROSYSTEMS 

Apparel Computer Systems, Inc. 
MTech-A Momentum Company 
Novell, Inc. 

Applix Incorporated 

Micro Focus, Ltd. 

INFORMATICS GENERAL CORPO- 
RATION 

Swanson Analysis Systems, Incor- 
porated 

Applix Incorporated 

American Telephone & Telegraph 
Co. 

American Training international 
BACHMAN Information Systems, 
Inc. 

National Financial Computer 
Systems, Inc. 

Mastercharge International 

ASAP Systems, Inc. 

AUSTCAD PTY.LTD. 
Bank-N-Business Systems 

BPI Systems, Inc. 

Ampersand Corporation 
Ashton-Tate 

Business and Professional Soft- 
ware, Inc. 

Business and Professional Soft- 
ware, Inc. 

Learning Company 

Learning Company 

Burroughs Corporation 

VisiCorp 

Business and Professional Soft- 
ware, Inc. 

CADAM, INC. 

The Computer Aided Design Group 
The Computer Aided Design Group 
The Computer Aided Design Group 
The Computer Aided Design Group 
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Trademarks 





CalComp 

CATIA 

CBASIC 

CBDS 

Cdex 

Century Schoolbook 
CHART-MASTER 
CliqAccessories 
CliqDCA 
CliqForm 
CliqMenu 
CliqPage 
CliqWord 
CLOUT 
COLORPLUS 
COLORPLUS 


CompuServ 

Computer Aided Design Group 
Computer Discovery 
Computer Stocks and Bonds 
COMPACTII 


Concurrent CP/M-86 
Control Data/Redinet 
CP/M-86 

Consolidation Module 
Consolidation/Link Module 
Contex MBA 

CRIBWARE 

Cross Clues 

Crosstalk 

Curse of RA 

Customizer 

Data Base Manager IIl-The 
Integrator 

Data Highway 

Data Interchange Facility 
DataFlex 

DataKits 

dBase Il 

dBase Ill 

Deadline 

DEC 

DEC.EDT 

DEC/VMS 
DEC.VT52/100/200/220 
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and their Owners 


Sanders Associates, Inc. 
Dassault Systemes 

Digital Research 

Bell Northern Research, LTD. 
Cdex Corp. 

American Type Foundry 
Decisions Resources, Inc. 
Quadratron Systems Incorporated 
Quadratron Systems Incorporated 
Quadratron Systems Incorporated 
Quadratron Systems Incorporated 
Quadratron Systems Incorporated 
Quadratron Systems Incorporated 
MicroRim, Inc. 

Plantronics Corporation 
Plantronics/Fredrick Electronics 
Corp. 

CompuServe Incorporated 

The Computer Aided Design Group 
Science Research Associates 
Softsel (Avalon Hill) 
Manufacturing Data Systems, Inc. 
(MDSI) 

Digital Research Incorporated 
Control Data Corporation 

Digital Research 

Chang Labs, Inc. 

Chang Labs, Inc. 

Contex Management Systems 
Applied Control Technologies, Inc. 
Science Research Associates 
Microstuf 

Alpha Software 

Index Technology Corporation 
Alpha Software Corporation 


Allen-Bradley Company 
Software Arts, Inc. 

Data Access Corporation 
McGraw-Hill, Inc. 

Ashton- Tate 

Ashton-Tate 

Softsel (Infocom) 

Digital Equipment Corporation 
Digital Equipment Corporation 
Digital Equipment Corporation 
Digital Equipment Corp. 


Trademarks 


DENEB 
DesignLibs 


DIAGRAM-MASTER 
DIBOL 

DIF 

Discovering BASIC 
Discovering Computers 
Dollars and $ense 
Dollars & $ense 

Dow Jones 

DR Assembler Plus Tools 
DR Draw 

DR Graph 

DR-one 

DxTER 

DxTER Clinical Simulator 
EASEL 

EASYLABEL 

EasySpeller 

Easywriter 

Electric Desk 


Enable 

Encapsulated PostScript 
Enhanced Operator Console 
ENERCONNECT 
ENERGRAPHICS 

EPS 

Equipment Inventory 
ESC 

Ethernet 

Excelerator 

Excellon 

FaceMaker 

FACT TRACK 

FAST 


FAST GRAPHS 
FCM 

FlashCalc 

Fleet Maint 
Flight Simulator 
FORMS-2 
FourGen 
Framework 
Free Enterprise 


and their Owners 


DENEB Systems, Inc. 

Standard Engineering Data 
Company 

Decision Resources, Inc. 

Digital Equipment Corp. 
Software Arts, Inc. 

Science Research Associates 
Science Research Associates 
Monogram 

Tronix Publishing, Inc. 

Dow Jones, Incorporated 

Digital Research, Inc. 

Digital Research, Inc. 

Digital Research, Inc. 
B.S.MicroComp Pty. Ltd. 
Intelligent Images, Inc. 
Intelligent Images, Inc. 
Interactive Images, Inc. 

Tharo Systems, Inc. 

Information Unlimited Software, Inc. 
Information Unlimited Software, Inc. 
Alpha Software, Electric Software, 
Inc. 

Software Group 

ADOBE Systems Inc. 
Equipment Technologies, Inc. 
Enertronics, Inc. 

Enertronics Research, Inc. 
ADOBE Systems Inc. 

The Computer Aided Design Group 
Education Systems Corporation 
XEROX Corporation 

Index Technology Corporation 
Excellon Industries 
Softsel(Spinnaker) 

Science Research Associates 
Fairchild Semiconductor Corpo- 
ration 

Innovative Software 

Continental Software 

Paladin Software Corporation 
Diagonal Data Corporation 
Microsoft Corporation 

Micro Focus, Ltd. 

FourGen Software Inc. 
Ashton-Tate 

Science Research Associates 


Appendix B. Trademarks B-5 


Trademarks 


Friday! 
FriendlyWare 
Gardner Denver 
GCLISP 

GE 

GEIS 


GEM 

General Accounting by BPI 
General Electric Series 6 
Generali Ledger by Peachtree 
GEnet 

Golden Common LISP 
GOLDMEDAL 

Graphwriter 

Hadassah 

Harvard 

Helvetica 

Helvetica Condensed and Expanded 
Helvetica-Language Extensions 
HILO-3 

Homeword 

Honeywell 


iIDNX 
ImageSystem 


IMSL 

iNed 

Informix 

Information Engineering Workbench 
InfoStar 

INGRES 

IN/ix 

INmail 

INnet 

Integrated Digital Network 
Exchange 

Interleaf 

INTELLECT 

interactive Executive UltraCalc 
Inventory Control by BPI 
Inventory Control by Peachtree 
ITC 

ITC Avant Garde Gothic 

ITC Korinna 
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and their Owners 


Ashton-Tate 

FriendlySoft, Inc. 

Cooper Electronics 

Gold Hill Computers, Inc. 

General Electric 

General Electric Information Ser- 
vices Company 

Digital Research, tnc. 

BPI Systems Incorporated 

General Electric 

Peachtree Software, Inc. 

General Electric 

Gold Hill Computers, Inc. 
Decathlon Data Systems, Inc. 
Graphic Communications, Inc. 
Tetterode, Amsterdam 

Software Publishing Corporation 
Allied Corporation 

Allied Corporation 

Allied Corporation 

Genrad, Inc. 

Sierra On-Line incorporated 
Honeywell Information Systems, 
Inc. 

Network Equipment Technologies, 
Inc. 

Image Business System Corpo- 
ration 

IMSL, Inc. 

INTERACTIVE Systems Corporation 
Informix Software, Inc. 
KnowledgeWare, Inc. 

MicroPro International 

Relational Technology, Inc. 
INTERACTIVE Systems Corporation 
INTERACTIVE Systems Corporation 
INTERACTIVE Systems Corporation 
Network Equipment Technologies, 
Inc. 

Interleaf, Inc. 

Artificial Intelligence Corporation 
Olympus Software, Inc. 

BPI Systems Incorporated 
Peachtree Software, Inc. 
International Typeface Corporation 
International Typeface Corporation 
International Typeface Corporation 


Trademarks 


ITC Souvenir 

Javelin 

JD/CAPP 

JDE 

JetForm 

JIMS 

Job Cost System by BPI 
JSB 

JSB -- MultiView 
Juggles 

Keyworks 

Knowledge Coordinator 
Koloa 

LABTECH NOTEBOOK 


Lease Inventory 
Level !| COBOL 
LEXIS 

LEXPAT 

LOGO 

LOOPWORKS 

Lotus 

Lotus 1-2-3 

Lotus 1-2-3/M 
Macintosh 

Magic Menu 

Magic Menu Network 
MailMerge 
Management Skill Development 
Series 

MAP 

MasterType 
MathDrills 
Mathematics Essential Skills 
Numeration and Computation 
Grades 1 and 2 
MATH LIBRARY 
MBASIC 

Medallion 

Micro Discovery 
Micro 84 

MicroLink II 
MicroLink I 

Micro Maint 
MicroPlan 

Microsoft 


and their Owners 


oem 


International Typeface Corporation 
Javelin Software Corp. 

Deere & Company 

J.D.Edwards & Company 

Indigo Software, Ltd. 

Cygnet Systems, Inc. 

BPI Systems, Incorporated 

JSB Computer Systems | imited 
JSB Computer Systems Limited 
Butterfly Learning Company 
Alpha Software Corporation 
KnowledgeWare, Inc. 

Shared Resources, Inc. 
Laboratory Technologies Corpo- 
ration 

The Computer Aided Design Group 
Micro Focus, Ltd. 

Mead Data Central 

Mead Data Central 

LOGO Computer Systems, Inc. 
Equinox Data Corporation 

Lotus Development Corporation 
Lotus Development Corporation 
Lotus Development Corporation 
Apple Computer, Inc. 

DeereSoft, Inc. 

DeereSoft, Inc. 

MicroPro International 

Wilson Learning Corporation 


General Motors Corporation 
Scarborough Systems, Inc. 
Starware 

Commonweaith of Kentucky 


IMSL, Inc. 

Microsoft Corporation 
Timberline Systems, Inc. 
Science Research Associates 
Gould Modicon 

Digital Marketing 

Wordcraft 

Diagonal Data Corporation 
Chang Labs, Inc. 

Microsoft Corporation 
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Trademarks 


Micro-Translator 


Midway Campaign 
MINI-PLC-2 

MINI-PLC-2/15 

MODBUS 

MODBUS 

= MONEY = TRACK = 
Monotype 

Monotype Bodoni Cyrillic 
Monotype Century 

Monotype Garamond 
Monotype Garamond-Lanugage 
Extensions 

Monotype Levenim 

Monotype Old English Text and New 
Berolina 

Monotype Rockwell-Language 
Extensions 

Monotype Times New Roman 
Cyrillic 

MSC/case 

MSC/mate 

MSC/NASTRAN 

MSC/pal 2 

MultiMate 

Multiplan 

Multiwire 

NAG 

NAP 

NCR 

NetWare 

Network Computing System 
Network File System 

Network management Access 
Program 

Network RELELATION 

NEXIS 

NextStep 

NFS 

NumaLogic 

OCM24 


ON/2 
OPTOMUX 
ORACLE 
Oron 
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Software Directory 


and their Owners 


Metro-Mark Integrated Systems, 
Inc. 

Softsel (Avalon Hill) 
Allen-Bradley 

Allen-Bradley 

Gould, Inc. 

Gould Modicon 

Pacific Data Systems, Inc. 
Monotype Corporation, Ltd. 
Monotype Corporation, Ltd. 
Monotype Corporation, Ltd. 
The Monotype Corporation, plc. 
Allied Corporation 


Allied Corporation 
Monotype Corporation, Ltd. 


Allied Corporation 
Monotype Corporation, Ltd. 


MacNeal-Schwendler Corporation 
MacNeal-Schwendler Corporation 
MacNeal-Schwendler Corporation 
MacNeal-Schwendler Corporation 
MultiMate International 

Microsoft Corporation 

Koll Morgan Corporation 
Numeric Algorithm Group, Inc. 
Carl Venderback and Associates 
National Cash Register 
Novell,Inc. 

Sun Microsystems, Inc. 

oun Microsystems, Inc. 

Carl Vanderbeck and Associates 


Cosmos, Inc. 

Mead Data Central 

NeXT, Incorporated 

Sun Microsystems, Inc. 
Westinghouse 

Software Development and Mainte- 
nance International, Inc. 
Shared Financial Systems 
Opto 22 

Oracle Corporation 

A. Oron 


Trademarks 


Overhead Express 


OXYCALC 
PageMaker 
Pascal/MT + 
Payroll by Peachtree 
PCemas 

PC PicturePak 

PC Prism 

PC Tutor 

PC Workbench 
PeachText 
Personal BASIC 
Personal Investor 
Personal Pearl 
Personal WordPerfect 
pfs 

PLC-2 

PLC-2/20 

PLC-2/30 

PLC-3 

PLC-4 MICROTROL 
PostScript 
Predictor 
Predictor-M 
Predictor-217E 
PRESTEL 
Printworks 

PRISM 

Pro*C 
Pro*“FORTRAN 
ProCalc 


Professional CADAM 
Professor DOS 

Project Scheduler 5000 Plus 
Graphics 

ProKey 

p-System 


Q-Chart 

Q-Plan 
Question 

QMS Programs 
Rags to Riches 
R:BASE 

RCA 


and their Owners 


Business and Professional Soft- 
ware, Inc. 

Occidental Petroleum Services, Inc. 
Aldus Corporation 

Digital Research 

Peachtree Software, Inc. 

Scholar Chips Software, Inc. 
Marketing Graphics, Inc. 

Index Technology Corporation 
Softsel (Comprehensive Software) 
Analog Design Tools, Inc. 
Peachtree Software, Inc. 

Digital Research 

Softsel (PBL) 

Pearlsoft 

Satellite Software International 
Software Publishing Corporation 
Allen-Bradley Company 
Allen-Bradley Company 
Allen-Bradley Company 
Allen-Bradley Company 
Allen-Bradley Company 

Adobe Systems, Inc. 

Management Sciences Incorporated 
Management Sciences Incorporated 
Management Sciences Incorporated 
British Telecom, LTD. 

Softstyle, Inc. 

Marcam Corporation 

Oracle Corporation 

Oracle Corporation 

Software Products International, 
Inc. 

CADAM, INC. 

Individual Software, Inc. 

SCITOR Corporation 


RoseSoft, Inc. 

University of California Board of 
Regents 

Quadratron Systems Incorporated 
Quadratron Systems Incorporated 
Alpha Software 

John A. Keane and Associates 
Chang Labratories, Inc. 
MicroRim, Inc. 

Radio Corporation of America 
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REALCOLOR 
REAPmate 





Reflex 
REVELATION 
RM/COBOL 
RS/1 

SalesMate 
SAMNA 

SAMNA PLUS IV 
SAMNA Word Ill 
SEDCO 


SID-86 

Sidekick 
SIDEWAYS 
SIGN-MASTER 
Smart-Cat 
Smartmodem 1200/2400 
SmarTerm 100 
Snooper Troops #1 
Snooper Troops #2 
Software Carousel 
Solomon Ill 

Space Inventory 
Speakeasy 
Spellbinder 
SpellStar 

Spotlight 

SQL APT-EDIT 
SQL APT-LIBRARY 
SQL*Forms 
SQL*Menu 
SQL"*Plius 

SQL/88 Data Workbench 
Starlndex 

States’n Caps 
Sterling/Ordernet 
Story Machine 
StretchCalc 
STATMAP 

STAT LIBRARY 
SuperCaic 


SuperCalc3 
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and their Owners 
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Micro Developed Systems, Inc. 
Systems Effectiveness Associates, 
Inc. 

Borland/Analytica, Inc. 

Cosmos, Inc. 

Ryan-McFarland Corporation 

Bolt, Beranek and Newman, Inc. 
Envoy Systems Corporation 
SAMNA Corporation 

SAMNA Corporation 

SAMNA Corporation 

Standard Engineering Data 
Company 

Digtial Research 

Borland International 

Funk Software, Inc. 

Decision Resources, Inc. 
Novation, Inc. 

Hayes MicroComputer Products 
Persoft, Inc. 

Softsel (Spinnaker) 

Softsel (Spinnaker) 

Softlogic Solutions, Inc. 

TLB Incorporated 

The Computer Aided Design Group 
Speakeasy Computing Corporation 
Digital Marketing (Lexisoft) 
MicroPro International 

Software Arts, Inc. 

Sybase Corporation 

Sybase Corporation 

Oracle Corporation 

Oracle Corporation 

Oracle Corporation 

Sybase Corporation 

MicroPro International 
Alphanetics 

Sterling,Inc. 

Softsel (Spinnaker) 

Multisoft Corporation 

Rand McNally Infomap, Inc. 

IMSL, Inc. 

Computer Associates International, 
Inc. 

Computer Associates International, 
Inc. 


Trademarks 


SuperProject 
Super Project Plus 


SuperWriter 

Symphony 

T3 

Tax Decisions 

TCS Client Ledger System 


Tektronix 

Temple of Apshai 

The Business Library 

The Executive Package 
The Financial Planner 

THE FIX 

The Home Accountant Plus 
The Instructor 

The Integrator 

The Scientific Desk 

The Source 

The Tax Manager 

The Versatile Organization 
The World’s Greatest Baseball 
Game 

ThinkTank and Ready! 
Thoughtware 


Thoughtware Sampler 


T.ILM. Il 
T.1.M. IV 
T1520 
T1530 
TIP-DART 


TIWAY 

Timberline 

Time Manager 

Times New Roman-Language 
Extensions 

TK!Solver 

TK!SolverPack 
Touchstone 
TranSettlement/TranSend 
Transporter 

Turbo Pascal 


and their Owners 


Computer Associates International, 
Inc. 

Computer Associates International, 
Inc. 

Sorcim Corporation 

Lotus Development Corporation 
Triad Computing, Inc. 

Eagle Publishing, inc. 

TCS Software, Inc. and Financial 
Microsystems, Inc. 

Tektronix, Inc. 

Softsel (Automated Simulations) 
Software Libraries, Inc. 

Alpha Software 

Ashton-Tate 

Intellution, Inc. 

Continental Software 

Individual Software, Inc. 

Alpha Software 

C. Abaci, Inc. 

Source Telecomputing Corporation 
Taso, Inc. 

Wilson Learning Corporation 
EPYX, Inc. 


Living Videotext, Inc. 

Institute for Management Improve- 
ment 

Institute for Management Improve- 
ment 

Innovative Software, Inc. 
Innovative Software, Inc. 

Texas Instruments 

Texas Instruments 

National Federation TARGET 
Program, Inc. 

Texas Instruments 

Timberline Systems, Inc. 

Image Producers Incorporated 
Monotype Corporation, Ltd. 


Software Arts, Inc. 
Software Arts, Inc. 

Simon and Schulster 
TranSettlements,inc. 
Microstuf 

Borland International, Inc. 
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Turbo Toolbox 

Type Faces 

Typing Instructor 

Typing Instructor Encore 
UCC TWO 

UCSD p-System 


UCSD FORTRAN-77 
UCSD Pascal 


UltraFile 

Umbrella 

UNIRAS 

Univac 

Univers 

Univers Condensed 

UNIX 

Upper Reaches of Apshai 
Valisys 

VAST-2 


VAX 

VCN ExecuVision 
VISANET 

VIS/TP 

VisiCalc 

VisiDex 

VisiFile 

VisiLink 

VisiOn 

VisiOn Calc 
VisiOn Graph 
VisiOn Word 
VisiPlot 
VisiSchedule 
VisiSpell 
VisiTrend/Plot 
VisiWord 
VisiWord Plus 
VMS 

Volkswriter 
Voyager 

VS COBOL Workbench 
VTERM 

Wang 

Western Union/EasyLink 


and their Owners 


Borland International, Inc. 
Alpha Software 

INDIVIDUAL Software, Inc. 
INDIVIDUAL Software, Inc. 
University Computing Company 
Regents of the University of 
California 

Regents of the University of 
California 

Regents of the University of 
California 

Continental Software 

Hogan Systems, inc. 

UNIRAS Incorporated 

Sperry Corporation 

Allied Corporation 

Allied Corporation 

AT&T 

Softsel (Automated Simulations) 
Valisys Corporation 
Pacific-Sierra Research Corpo- 
ration 

Digital Equipment Corporation 
VCN, Inc. 

VISA International 

ViSystems Inc. 

VisiCorp 

VisiCorp 

VisiCorp 

VisiCorp 

VisiCorp 

VisiCorp 

VisiCorp 

VisiCorp 

VisiCorp 

VisiCorp 

VisiCorp 

VisiCorp 

Paladin Software Corporation 
VisiCorp 

Digital Equipment Corporation 
Lifetree Software, Inc. 

Softsel (Avalon Hill) 

Micro Focus Limited 
Coefficient Systems Corporation 
Wang Laboratories 

Western Union Corporation 


Trademarks 
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WESTLAW 

WIPTRACK 

WordMARC 

WordPerfect 

Wordskills for the Microcomputer 
Wordstar 

WordStar Professional 
WordWhiz 

Workbench 

Worksheet/38 

Workstation Publishing Software 
XENIX 

X/Open 

Zork | 

Zork Il 

Zork III 

5TI 


and their Owners 


West Publishing Company 
CAMSTAR Systems, Inc. 

MARC Software International, Inc. 
WordPerfect Corporation 

Science Research Associates 
MicroPro International Corporation 
MicroPro International Corporation 
Alphanetics 

Analog Design Tools, Inc. 

New Generation Software, Inc. 
Interleaf, Inc. 

Microsoft Corporation 

X/Open Group Members 

Softsel (Infocom) 

Softsel (Infocom) 

Softsel (Infocom) 

Texas Instruments 


NOTE: The preceding should not be construed as a comprehensive 


list of trademarks. 
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Appendix C. Agreement for IBM Licensed 
Programs 


General Overview: 


This overview summarizes and presents the key provisions of the 
Agreement for IBM Licensed Programs (Z125-3358-02) in general 
terms. It is intended for information purposes only. Alli questions 
regarding specific terms and conditions should be directed to your 
IBM representative or your local IBM branch office. 


The Agreement for IBM Licensed Programs is a license agreement 
and not an agreement for sale. IBM retains title to the copy of the 
Program and any copies made from it. 


Programs become subject to the terms of this Agreement when IBM 
accepts an order by shipping the Program or by providing the cus- 
tomer with a supplement to this Agreement or other IBM-designated 
documentation. Upon the customer’s receipt of the Supplement, IBM 
grants a nontransferable and nonexclusive license in the United 
States and Puerto Rico. The Program may not be transferred without 
IBM’s written consent. 


IBM will specify supplemental terms in a Supplement and in either 
the Licensed Program Specifications or the notice of availability. 
Initial use of the Program or initial payment constitutes acceptance of 
the terms by the customer. 


For variable charge Programs, IBM provides Exhibits which list either 
IBM or non-IBM machines by group. IBM will specify, in a Supple- 
ment, the applicable group as a feature of such Programs. From time 
to time, IBM may revise Exhibits, modifying any information or terms 
and conditions in the Exhibit. 


DEFINITIONS: The term “Program” means instructions or statements 
in machine readable form, any data base in machine readable form, 
and/or any related materials, including documentation and listings 
whether in machine readable or printed form. Programs are copy- 
righted. 


“Restricted materials” are those portions of a Program which are 
labeled “Restricted Materials of IBM”. 
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“Use”, relating to a Program, means copying any portion of the 
Program into a machine and/or transmitting it to a machine for proc- 
essing. 


“Designated Machine” means the machine, specified in a Supple- 
ment, on which the Program is used for processing. 


“Group” means the machine group of the Designated Machine. 


“Variable charge Programs” means those Programs whose charges 
are based on the group of the Designated Machine and include grad- 
uated charges, processor-based charges and other charges desig- 
nated by IBM. 


LICENSE: The customer is authorized to use the machine readable 
portion of the Program on the Designated Machine and to store, 
transmit through, and display it on associated machines. Customers 
may also use the printed portion of the Program and/or copy or trans- 
late the machine readable portion into any machine readable or 
printed form in sufficient copies to support authorized use of the 
Program. 


The customer may not copy Programs provided by IBM in printed 
form, microfiche or other non-machine readable form. Additional 
copies of the Program may be licensed at applicable charges. 


A separate license is required for each machine on which the 
Program is used, unless otherwise specified. 


The customer may not reverse assemble or reverse compile Pro- 
grams. 


A subsequent Program release will be made available to the cus- 
tomer for use on a Designated Machine while a previous release is 
still in productive use on that Machine. However, Program services 
may not be available for previous releases. A subsequent Program 
release has the same number as the previous release. 


Customer authorization for use of restricted materials is limited to 
making modifications to the Programs containing restricted materials 
and/or the customer’s products/programs so they will function with 
the Programs containing restricted materials. Authorization is 
extended for assistance in problem determination, problem source 
identification or problem resolution activities associated with the use 
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of Programs containing restricted materials. The customer must also 
comply with the provisions of the Permission to Modify Section. 


These provisions also apply to restricted materials distributed for an 
IBM Education Course. 


Temporary License Transfer: A Program can be temporarily trans- 
ferred to a backup machine if the Designated Machine is inoperable 
or cannot assemble or compile the Program. 


Installation License: An Installation License is a designation specified 
for certain Programs, that allows those Programs to be used on any 
other machine in the same installation as the Designated Machine. 
“Same installation” means a single room or contiguous rooms. 


Location License: A Location License is a designation specified for 
certain Programs, that allows those Programs to be used on any 
other machine in the same location as the Designated Machine. 
“Same location” means a single building designated by a single 
mailing address. 


Usage License: A Usage License is a usage restriction for selected 
Programs. A separate license or additional feature is required for 
use of the Program which exceeds the usage restriction. 


Change in Designated Machine: You will notify IBM of a change in Des- 
ignated Machine and date. 


For variable charge Programs, a change in Designated Machine may 
result in a change in the applicable group. Variable charges associ- 
ated with the new group are effective on the date the Designated 
Machine is changed. IBM will notify the customer of the effective 
date of the new charges. 


Machine Upgrades and Downgrades: For variable charge Programs, 
installation of an upgrade or downgrade to the Designated Machine 
may result in a change in the applicable group. The variable charges 
associated with the new group will be effective when the machine 
upgrade or downgrade is installed. Upon written request from IBM, 
the customer will certify in writing that the Designated Machine 
groups are accurate. 
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Group Reassignment: For variable charge Programs, any reassign- 
ment by IBM of a Designated Machine in a revised Exhibit may result 
in the existing applicable licenses being reassigned to a new group. 
Charges will be levied according to the new group. 


Additional Licenses: Upon receipt of a Supplement specifying the 
Effective Date for Additional License, the customer may copy the 
machine readable portion of the Program previously distributed from 
IBM in lieu of another shipment. Any testing period for the Additional 
License begins on the Effective Date for Additional License. 


Distributed Systems License Option (DSLO): For Programs offered with 
a DSLO, the customer may obtain a license in addition to the initial 
license (Basic License) for a DSLO charge. Under the DSLO, the cus- 
tomer will: 


e Copy the machine readable portion of the Program and use the 
copy on a DSLO Designated Machine. 


¢ Provide problem documentation to IBM from the Basic License’s 
location. 


e Distribute to, install and test on the DSLO Designated Machine 
any new release, correction, or bypass provided by IBM to the 
Basic License Designated Machine. 


¢ Receive Program services and warranty, if any, only through the 
Basic License location. 


There will be no testing period for DSLO licenses. 


The customer must designate a new Basic License as a replacement 
for a discontinued Basic License. 


Discontinuance of Licenses: The customer may discontinue a license 
upon one month's written notice, except during the testing period, 
when the license may be discontinued immediately with written 
notice from the customer. 


IBM may discontinue any license upon written notice effective imme- 
diately if the customer fails to comply with the terms and conditions of 
this Agreement. 
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CHARGES: Charges for Programs may fall into one of the following: 
initial, periodic, one-time, process, or upgrade. 


For certain Programs, IBM may designate one or more replacement 
Programs. When a discontinued Program is replaced, upgrade 
charges may apply to the replacement Program. When IBM specifies, 
the replacement Program may be obtained prior to replacement of 
the discontinued Program 


For variable charge Programs, the customer will pay charges based 
on the applicable group. If a variable charge Program is licensed for 
use on a Designated Machine not listed in an Exhibit, the charges for 
the group with the highest charges apply. 


Commencement and Invoicing of Charges: Periodic charges will be 
invoiced in advance and commence on the day, Monday through 
Friday, following the end of the testing period, or ten days after ship- 
ment. Monthly charges will be prorated, based on a 30 day month. 
Other periodic charges are not prorated and are not refundable. 


One-time charges, initial charges and upgrade charges will be due on 
the day, Monday through Friday, following the end of the testing 
period, or 10 days after shipment, if there is no testing period. 


For an Additional Copy with no testing period, periodic charges will 
commence and other charges will be due on the Effective Date for 
Additional License. 


Process charges are due when invoiced and are not refundable. 


Payment will be made as stated in the invoice. 


Applicable Taxes: The customer agrees to pay any taxes resulting 
from this Agreement, except taxes based on IBM’s net income. 


Price Changes: Periodic charges are subject to change with three 
months’ prior written notice. 


One-time, process, upgrade, or initial charges are subject to change 
upon notice, effective immediately. An increase will not apply if IBM 
shipped the Program or the customer made an Additional Copy 
before the date of the notice. If a written order is received before the 
announcement, the increase will not apply if, within three months of 
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the date of notice, IBM ships the Program, the customer makes an 
Additional Copy or a group upgrade occurs for a variable charge 
Program. 


SHIPMENT: IBM will specify the estimated shipment date of each 
Program. Either party may change it as necessary. 


EARLY SHIPMENT OF PRINTED MATERIALS: Upon customer request, 
following the Program’s general availability, IBM will ship the Pro- 
gram’s printed portion up to six months before shipping its machine 
readable portion. 


PROGRAM TESTING: |BM will specify a testing period, if any, during 
which the Program will be available for nonproductive use to deter- 
mine if the Program meets customer requirements. The testing 
period will begin on the day following 10 days after shipment or the 
Effective Date for Additional License. 


If the Program is discontinued during the testing period, charges, 
other than process charges, will not be due. 


The customer is required to notify IBM if the Program is used for pro- 
ductive purposes during the testing period. The testing period will 
end as of the date productive use began. 


RISK OF LOSS: IBM assumes risk of loss or damage during shipment. 
Program material lost while in the possession of the customer will be 
replaced at the applicable charges, if any, for processing, distribution 
and/or storage media. 


MACHINE READABLE DOCUMENTATION: IBM may make available 
machine readable documentation which may include IBM-designated 
“L”, “G” and “S” manuals. IBM may provide such documentation as 
a feature for a Program. The customer may use, copy and modify 
such documentation as IBM specifies. 
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PROGRAM SERVICES: IBM will specify the Program services, if any, 
which IBM will provide without additional charge for a current release 
of a Program. Program services will be available after shipment of 
the Program or on the Effective Date for Additional License. 


When IBM specifies Central Service, IBM will designate one or more 
service locations which will accept documentation indicating that a 
defect in the Program is causing a problem. Central Service will 
respond to a defect in an unaltered current release of the Program by 
issuing information which corrects the defect, corrected documenta- 
tion or code, or a restriction or bypass. 


Central Service will respond only to defects which occur when 
Central Service operates the Program in a Specified Operating Envi- 
ronment. 


IBM may also establish a Support Center to provide the customer 
with telephone assistance. 


For each version of a Program, IBM will specify that Program service, 
if any, will be available until discontinued by IBM upon six months’ 
written notice, until a disignated date or for a designated number of 
months. 


When a subsequent Program release becomes available, IBM may 
discontinue Program services for any or all previous releases. IBM 
does not guarantee service results or that IBM will correct all 
Program defects. 


PERMISSION TO MODIFY: Customers may modify the machine read- 
able portion of the Program and/or merge it with other programs for 
their own use. Any portion of the Program included in the updated 
work is subject to this Agreement. Upon discontinuance of the 
license for the Program, the Program must be completely removed 
from the updated work. 


PROTECTION AND SECURITY: |n order to satisfy the obligations under 
this Agreement the customer will: 


e Take appropriate action by instruction, agreement or otherwise, 
with any persons permitted access to any Program. 


e Not distribute any Programs to any other persons, including other 
licensees, without IBM’s written consent. 
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¢ Reproduce and include the copyright notice(s) and other 
legend(s) on any copies of the Program made by the customer 
following IBM’s copyright instructions. 


e Maintain records of the number and location of all copies of the 
Program. IBM must be notified in writing if the original or any 
copy of the Program will be kept at premises other than that of 
the Designate Machine. 


¢ Insure, before disposing of any media, that any Program con- 
tained on it has been erased or destroyed. 


The customer may make the Program available to their employees, 
IBM employees or other persons either during the period they are on 
the customer premises or authorized for remote access. The 
Program may not be made available in any form to any other persons 
without IBM’s written consent. 


Only the customer may access any Program data base. The cus- 
tomer may not make any data in the data base available to any other 
person. 


LICENSED PROGRAM SPECIFICATIONS: For each warranted Program, 
IBM will provide a document, “Licensed Program Specifications”, 
which may be updated occasionally. 


Each Program is designed to operate on one or more IBM machine 
types and with other IBM equipment and programs. The Specified 
Operating Environment is stated in the Licensed Program Specifica- 
tions for warranted Programs and in the Program’s availability notice 
for “AS IS” Programs. 


WARRANTY: |BM warrants that each Program specified by IBM as 
warranted, when shipped to the customer, will conform to its 
Licensed Program Specifications, if properly used in a Specified 
Operating Environment. 


The customer may notify IBM during the period Program services are 
available if the customer believes the Program does not meet its 
Specifications. 


IBM does not warrant that the functions contained in a Program will 
meet the customer’s requirements or will operate in the combinations 
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which may be selected for use or that the operation of the Program 
will be uninterrupted or error free. 


RETURN OR DESTRUCTION OF PROGRAMS: Within one month after the 
date of discontinuance of any Program, the Agreement requires the 
return or destruction of all applicable copies of the Program. A copy 
may be retained for archieval purposes with IBM’s written authori- 
zation. 


When licensing a new version of the Program with a different 
Program number, the customer may retain the previous version 
without charge for up to three months after the date of discontin- 
uance. The customer may use the previous version only if a defect in 
the new version prevents its use. 


The requirement to return or destroy also applies to a Program which 
is a data base. However, this does not apply to individual pieces of 
data obtained from the data base. 


After the discontinuance and upon IBM’s written request, the cus- 
tomer will certify full compliance with these terms. 


PATENTS AND COPYRIGHTS: |BM will, at its expense, defend the cus- 
tomer against a claim that any Program furnished under this Agree- 
ment infringes on a patent or copyright in the United States or Puerto 
Rico. IBM will also pay all costs, damages, and attorney’s fees 
awarded as a result of the claim. In order to qualify for such defense 
and payment, the customer must promptly notify IBM in writing and 
allow IBM to control, and fully cooperate with IBM in, the defense and 
all related settlement negotiations. 


IBM may, at its option and expense, either secure the right to con- 
tinue using the Program, or replace or modify it so that it becomes 
noninfringing. lf neither of the foregoing alternatives is reasonably 
available, the customer will return the Program upon IBM’s written 
request. 


IBM shall have no obligation with respect to any claim based upon 
customer modification of a Program, or its combination, operation or 
use with apparatus, data or programs not furnished by IBM, or its use 
in other than the Specified Operating Environment. 
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LIMITATION OF REMEDIES: In all situations involving performance or 
non-performance of warranted Programs, IBM will attempt to make 
the Program operate as warranted. If, after repeated efforts, IBM 
does not provide such a remedy, the customer shall be entitled to 
recover actual damages to the limits set forth in the Limitation of 
Remedies Section of the Agreement for Licensed Programs. 


GENERAL: The customer may not assign this Agreement or subli- 
cense any license. 


The customer accepts the responsibility for selection, installation, use 
and results obtained from the use of the Programs. 


The customer may terminate this Agreement upon one month’s 
written notice only when all licenses are discontinued and all Pro- 
grams have been returned or destroyed. 


This Agreement may be terminated by either party for failure to 
comply with the terms and conditions. 


IBM may modify the terms of this Agreement upon three months’ 
written notice. 


If there is a conflict between this Agreement and its Exhibit, the terms 
and conditions of the Exhibit shall prevail. 
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